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PREFACE. 


In  November,  1888,  was  published  one  of  the  volumes 

of  the  Specialists'  Series,  entitled  "  The  Telephone,"  the 

authors  being  W.  H.  Preece  and  Julius  Maier,  Ph.D. 

The  reception  extended  to  this  work  was  of  the  most 

gratifying  character  ;  but  the  rapid  strides  made  in  prac* 

tical  telephony  since  that  time,  together  with  the  fact 
•  ,  that  Dr.  Maier's  services  were  no  longer  available, 
. '  v^  led  to  the  decision   that  the   original  volume  should 

not  be  re-issued,  but  should  be  replaced  by  the  present 
'O      work. 
^  ^         We  desire  here  to  recognise  and  acknowledge  the  use 

that  we  have  made  of  Dr.  Maier's  previous  labours,  par- 

^ .      ticularly  in  connection  with  the  earlier  portions  of  this 

^      book,  which  deal  principally  with  historical  telephony. 

,/^         No  slight  difficulty  has  been  experienced  in  deter- 

^     mining  what  information  should   be  given  and   what 

excluded.  As,  on  the  one  hand  a  minute  and  particular 
ry     description   of   all   conditions   is   unnecessary   for   the 

experienced  specialist;  so,  on  the  other  hand,  the 
v^  neglect  of  minor  details  may  lead  to  very  great  incon< 
"^         venience  to  others  who,  in  isolated  districts,  wish  to 

avail  themselves  of  the  fruits  of  the  labours  of  their 

^^      more  favoured  colleagues.    We  have  spared  no  pains  to 

»     secure  such  due  proportion  in  the  descriptions  of  the 

various  apparatus  and  systems  as  shall  meet  the  wants 

of  both  these  classes. 
i 


v\  PREFACE. 

As  far  as  possible,  where  illustrations  of  instruments 
are  given  ihey  are  drawn  as  plans,  etc.,  approximately 
to  scale,  as  it  13  believed  that  this  will  generally  be 
found  not  only  to  give  a  more  correct  idea  of  the  con- 
struction, but  also  to  make  the  working  of  the  parts 
more  certainly  understood  than  can  be  the  case  with  an 
ordinary  view.  The  diagrams  which  show  the  systems 
of  connections  have  been  made  on  a  uniform  plan,  so 
that  differences  between  various  systems  may  be  the 
more  readily  traced.  A  large  majority  of  the  illustra- 
tions have  been  specially  drawn  by  the  authors  for  this 
work. 

Telephony,  in  the  broad  principles  of  its  practical 
application,  tends  increasingly  to  become  cosmopolitan  ; 
so  that,  although  English  practice  generally  is  more 
especially  described.  Continental  systems  are  not 
excluded,  and  the  principal  points  of  practice  in  America 
— the  home  of  the  art — are  fairly  represented. 

It  will  be  seen  from  the  table  of  contents  that  an 
effort  has  been  made  to  classify  the  wide  range  of 
subjects  dealt  with  so  as  to  facilitate  reference.  With 
the  like  object  the  page-headings  give,  alternately,  the 
subject  of  the  chapter  and  that  of  the  page  ;  while  the 
index,  without  being  congested  with  irrelevant  refer- 
ences, has  been  made  with  a  view  to  include  all  such 
cross-references  as  appear  likely  to  be  required. 

The  first  six  chapters,  which  are  comprised  in  Part  I., 
deal  with  Transmitters  and  Receivers,  theoretically, 
historically,  and  practically.  In  the  practical  section 
(Chapters  IV.  and  V.)  the  different  types  have  been 
classified  ;  and  here,  as  well  as  in  other  sections,  refer- 
ences to  British  patent  specifications  are  given  in  most 
cases  where  the  apparatus  is  or  has  been  so  protected. 


PREFACE.  vii 

Part  11.  includes  a  chapter  (VIII.)  on  Bells,  Relays, 
and  other  complementary  apparatus  used  with  tele- 
phones; also,  one  (IX.)  which  illustrates  some  typical 
forms  of  complete  instruments,  and  another  (X.)  which 
treats  of  some  of  the  best  plans  for  dealing  with  inter- 
mediate stations. 

The  next  division  (Chapters  XL — XIV.)  will  be  found 
to  contain  a  considerable  amount  of  information  respect- 
ing ordinary  simple  exchanges  ;  while  in  Part  IV.  is 
taken  up  the  wider  and,  in  present-day  telephony,  more 
important  subject  of  multiple  switches.  In  our  opinion 
it  is  scarcely  possible  to  exaggerate  the  importance 
of  the  proper  installation  of  a  large  exchange ;  it  is, 
perhaps,  one  of  the  most  difficult  problems  of  telephony, 
requiring  shrewd  business  ability  in  its  inception  no 
less  than  sound  common  sense  and  unflagging  care  in 
its  carrying  out  and  its  maintenance.  Some  of  the 
most  approved  details  on  the  various  matters  involved 
will  be  found  in  Chapters  XV. — XX. 

The  scope  of  Part  V.  is  of  a  rather  less  defined 
character,  comprising  chapters  on  subjects — Translators 
and  Call-offices — which  are  closely  associated  with 
exchange  matters,  together  with  some  having  a  more 
general  bearing."  Among  these  the  extension  of  the 
ordinary  use  of  telephones  brincjs  the  subject  of  domestic 
switchboards  (Chapter  XXVI.)  into  some  prominence ; 
and  Chapter  XXVII.,  on  Selective  Signalling,  may  be 
useful  as  indicating  the  general  prospects  of  a  subsidiary 
branch  in  telephony  which  has  already  attracted  the 
inventive  faculties  of  a  great  many  minds. 

Part  VI.,  in  which  some  points  of  line  construction — 
aerial,  subterranean,  and  submarine — are  described,  is 
necessarily  far  from  exhaustive,  but  will,  it  is  hoped,  be 
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found  to  contain  information  which,  if  not  new,  is  not 
very  generally  clearly  understood. 

The  divergences  between  authorities  on  the  electrical 
and  other  qualities  of  the  standard  gauges  of  copper 
wire  have  induced  us  to  entirely  re-calculate  the  Table 
given  in  the  Appendix,  and  to  state  all  the  particulars 
on  the  basis  of  which  the  calculations  are  made. 

In  a  work  of  this  kind  it  is  almost  impossible  to  avoid 
occasionally  giving  undue  notice  to  some  matters  of 
^nor  importance  to  the  exclusion  of  others  of  more 
^neral  interest.  We  can  only  say  that  this  consideration 
has  been  present  with  us  step  by  step,  and  that  we  have 
striven  to  adopt  the  middle  course  throughout.  Wc 
hope  that  those  who  refer  to  these  pages  will  be  able  to 
admit  that  our  efforts  have  not  been  altogether  devoid 
of  success. 

To  the  numerous  gentlemen  in  the  technical  and 
practical  world  who  have  placed  their  knowledge  and 
services  at  our  disposal  we  express  our  hearty  thanks 
as  also  to  those  from  whose  published  works  information 
has  been  drawn.  As  far  as  possible,  such  indebtedness 
is  more  specifically  acknowledged  in  other  places. 

We  shall  esteem  it  a  favour  if  those  who  detect 
inaccuracies  will  point  them  out,  and  we  shall  also  feel 
obliged  to  any  who  will  favour  us  with  such  other 
suggestions  as  would  tend  tn  enhance  the  practical 
value  of  the  work. 


London,  July^  1893. 
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IN  TRODUCTION. 

There  is  perhaps  nothing  more  astonishing  in  the 
annals  of  science  than  the  way  in  which  the  use  of 
the  telephone  has  developed.  In  July,  1877,  one  of  the 
authors  of  this  book  brought  the  first  pair  of  practical 
telephones  to  Europe.  It  is  not  too  much  to  say  that 
there  are  now  more  than  a  million  in  daily  use. 

The  idea  of  transmitting  sound  to  a  distance  may  be 
traced  back  (o  remote  antiquity ;  it  found  its  first  prac- 
tical expression  in  the  construction  of  the  speaking- 
tube,  and  in  more  modern  times  in  that  of  the  "  string  " 
telephone. 

It  was  to  this  latter  instrument  that  Robert  Hooke 
referred  when,  in  1667,  he  described  how,  by  the  help 
of  a  tightly-drawn  wire  bent  in  many  angles,  he  could 
propagate  sound  to  a  very  considerable  distance. 

Again,  Wheatstone  invented  an  instrument  for  trans- 
mitting sounds,  which  was  described  in  the  "  Repository 
of  Arts"  for  September,  1821.  Wheatstone  actually 
called  his  instrument  the  telephone^  and  the  article 
describing  it  shadowed  forth  the  principle  of  that  special 
application  which  is  now  known  as  the  "  theatrophone." 
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This  boolc,  however,  has  to  deal  rather  with  the 
electrical  reproduction  of  speech ;  and  even  the  origin  of 
this  invention  may  be  dated  as  far  back  as  1837,  when  an 
American,  named  Page,  found  that  a  magnetic  bar  would 
emit  sounds  when  exposed  to  rapid  alternate  magnetisa- 
tions and  demagnetisations.  By  rapidly  approaching 
the  poles  of  a  horse-shoe  magnet  to  a  flat  spiral  coil 
traversed  by  a  current^  he  obtained  a  sound  which  was 
termed  the  "  magnetic  tick."  De  la  Rive,  Gassiot,  and 
Marrian'  observed  the  same  phenomenon  in  a  soft-iron 
bar  surrounded  by  a  helix  at  tho  moment  when  this 
helix  was  traversed  by  a  current. 

In  1854  Charles  Bourseul,  a  Frenchman,'  published  a 
paper  on  the  electric  transmission  of  speech,  in  which 
he  says : — 

''  Suppose  that  a  man  speaks  near  a  movable  disc,  suffi- 
ciently pliable  to  lose  none  of  the  vibrations  of  the  voice, 
and  that  this  disc  alternately  makes  and  breaks  the  cur- 
rent from  a  battery ;  you  may  have  at  a  distance  another 
disc  which  will  simultaneously  execute  the  same  variations. 

.  •  •  .  It  is  certain  that  in  a  more  or  less  distant 
future,  speech  will  be  transmitted  by  electricity.  I  have 
made  experiments  in  this  direction  :  they  are  delicate, 
and  demand  time  and  patience,  but  the  approximations 
obtained  promise  a  favourable  result." 

Philip  Reis,  of  Friedrichsdorf,  wrote  in  1 868  :— 
"  Incited  thereto  by  my  lessons  in  physics  in  the  year 
i860, 1  attacked  a  work  begun  much  earlier  concerning 
the  organs  of  hearing,  and  soon  had  the  joy  to  see  my 
pains  rewarded  with  success,  since  I  succeeded  in  in- 
venting an  apparatus  by  which  it  is  possible  to  make 

*  Guillemin,  "  Le  Monde  Physique,"  tome  iii.,  p.  730. 
'  Da  Moncel,  *'  Applications  de  rElectricit^,"  iSfd 
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clear  and  evident  the  functions  of  the  organs  of  hearings 
but  in  which  also  one  can  produce  tones  of  all  kinds  at 
any  desired  distance  by  means  of  the  galvanic  current, 
I  named  the  instrument  *  Telephon.' "  * 

Reis's  instrument  was  in  the  first  instance  only 
intended  for  the  reproduction  of  musical  sounds — in  fact, 
a  musical  telephone,  and  its  possible  application  to 
the  transmission  of  speech  was  of  a  very  limited  kind  ; 
but  it  contained  the  essential  feature  of  the  present 
telephone,  and  it  certainly  was  capable  of  transmitting 
speech. 

For  sixteen  years  the  question  of  articulating  tele- 
phony was  dormant.  During  that  time  improvements 
were  made  in  the  musical  telephone  by  Yeates  and 
Van  der  Weyde,  by  Cecil  and  Leonard  Wray ;  and 
various  instruments  were  constructed  by  Varley, 
Pollard,  Gamier,  and  Elisba  Gray  ;  but  on  February  14, 
1876,  the  speaking  telephone  was  patented  in  the 
United  States  by  Graham  Bell.  By  a  strange  coinci- 
dence, Elisha  Gray  applied  for  a  patent  on  the  very 
same  day  for  an  instrument  of  a  similar  kind.  Bell, 
with  far-sighted  energy,  worked  out  and  perfected 
his  system  :  Gray  allowed  his  to  sleep  in  the  American 
Patent  Office.  The  question  of  priority  between  the 
two  inventors  was  subsequently  fought  in  the  law 
courts,  and  ended  in  a  compromise,  one  company 
taking  up  the  patents  of  both. 

At  the  meeting  of  the  British  Association  of  1876, 
Lord  Kelvin  (then  Sir  William  Thomson)  said  : 
*^  In     the    Canadian    department   I    heard  :    '  To    be 

or  not  to  be, there's    the  rub,'  through 

an  electric    wire ;    but,   scorning    monosyllables,  the 

*  ''  Phi'ip  Reis"  by  Sylvanus  P.  Tbompson,  1883. 
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electric  articulation  rose  to  higher  flights,  and  gave 
me  passages  taken  at  random  from  the  New  York 
newspapers :  *  S.S.  Cox  has  arrived.'  (I  failed  to  make 
out  the  S.S.  Cox) ;  *  The  City  of  New  York/  *  Senator 
Morton,'  '  the  Senate  has  resolved  to  print  a  thousand 
extra  copies,'  'The  Americans  in  London  have  resolved 
to  celebrate  the  coming  fourth  of  July.'  All  this  my 
own  ears  heard  spoken  to  me  with  unmistakable  dis- 
tinctness by  the  thin  circular  disc-armature  of  just 
such  another  little  electro-magnet  as  this  which  I  hold 
in  my  hand.  The  words  were  shouted  with  a  clear  and 
loud  voice  by  my  colleague-judge.  Prof.  Watson,  at  the 
far  end  of  the  line,  holding  his  mouth  close  to  a  stretched 
membrane,  such  as  you  see  before  you  here,  carrying  a 
little  piece  of  soft  iron,  which  was  thus  made  to  perform, 
in  the  neighbourhood  of  an  electro-magnet  in  circuit 
with  the  line,  motions  proportional  to  the  sonorific 
motions  of  the  air.  This,  the  greatest  by  far  of  all  the 
marvels  of  the  electric  telegraph,  is  due  to  a  young 
countryman  of  our  own,  Mr.  Graham  Bell,  of  Edinburgh 
and  Montreal  and  Boston,  now  becoming  a  naturalised 
citizen  of  the  United  States.  Who  can  but  admire  the 
hardihood  of  invention  which  devised  such  very  slight 
means  to  realise  the  mathematical  conception  that,  if 
electricity  is  to  convey  all  the  delicacies  of  quality  which 
distinguish  articulate  speech,  the  strength  of  its  current 
must  vary  continuously  as  nearly  as  may  be  in  simple 
proportion  to  the  velocity  of  a  particle  of  air  engaged  in 
constituting  the  sound?" 

At  the  meeting  of  the  same  Association  at  Plymouth, 
the  next  year,  Mr.  Preece  exhibited  in  public,  for  the  first 
time  in  England,  Bell's  developed  telephone,  which  he 
had  just  brought   from  the  United  States;  and  at  the 
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same  meeting    Professor    Bell    himself    gave    further 
illustrations. 

As  it  then  stood  Bell's  telephone  had  to  act  both 
as  transmitter^  into  which  the  words  were  spoken, 
and  as  receiver^  from  which,  when  it  was  applied  to 
the  ear,  the  words  spoken  into  the  transmitter  would 
be  heard. 

So  far  as  the  receiver  is  concerned,  the  telephone  has 
remained  virtually  the  same  as  it  is  described  in  Bell's 
patent;  alterations  have  been  made,  some  obviously 
only  with  the  object  of  evading  patent  rights,  and  others 
with  a  view  both  to  increased  convenience  or  greater 
efficiency,  but  in  essential  principle  every  successful 
receiver  hitherto  introduced  is  covered  by  Bell's 
invention. 

It  IS,  however,  quite  a  different  matter  with  the 
transmitter.  The  original  Bell  instrument,  which  was 
identical  with  the  receiver,  has  been  almost  com- 
pletely superseded  as  a  transmitter.  In  its  place 
some  form  of  carbon  transmitter  is  now  generally 
used. 

The  invention  of  the  first  carbon  transmitter  is  due 
to  Edison,  who  constructed  it  in  1877,  shortly  after 
Bell's  discovery.  In  this  instrument  the  vibrating  plate 
abuts  against  a  button  of  carbon.  Edison  ascribed  the 
effects  obtained  to  a  variation  of  electrical  resistance 
consequent  upon  variation  of  pressure. 

A  still  further  impetus  was  given  to  telephony  by  the 
discovery  of  the  microphone  by  Hughes,  in  187S.  He 
showed  that  the  effect  of  Edison's  carbon  transmitter 
was  not  due  to  any  influence  of  varying  pressure  on 
the  mass  of  the  carbon,  but  was  a  phenomenon  of  loose 
contact,  and  we  may  safely  say  that  Hughes  has  done 
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as  much  for  the  perfection  of  the  telephone  as  Bell  has 
done  towards  calling  it  into  existence. 

Such  were  the  beginnings  of  the  electric  telephone, 
the  later  development  of  which  it  will  be  our  duty  to 
describe  and  explain. 


PART    I. 


TRANSMITTERS  AND   RECEIVERS, 


EFFECTS  OF  ELECTRIC  CURRENT. 
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CHAPTER  I. 

INDUCTION. 

An  electric  current  always  gives  rise  to  certain  mag- 
netic conditions  in  its  neighbourhood,  which  vary  with 
its  direction,  its  strength,  and  the  rate  at  which 
the  strength  varies.  The  direction  of  a  current  is 
defined  conventionally  by  reference  to  that  which 
flows  from  the  copper  to  the  zinc  ^ole  outside  a 
Daniell  cell,  called  the  positive  current  The  strength 
of  a  current  is  measured  by  the  intensity  of  the  magnetic 
effects  which  it  produces  in  its  neighbourhood,  or  its 
magnetic  field,  as  the  space  is  called  in  which  it  exerts 
influence.  Faraday,  who  introduced  this  term,  has 
shown  how  we  can  indicate  the  intensity  and  direction 
.of  this  field  by  assuming  it  to  be  filled  by  lines  whose 
direction  is  that  along  which  a  very  small,  theoretical, 
perfectly  free  north  pole  would  be  moved  if  placed  in 
the  field.  The  number  of  lines  per  unit  prea  in  a  plane 
at  right  angles  to  their  direction  would  then  be  made 
proportional  to  the  intensity  of  magnetic  force  in  the 
field ;  and  this  intensity  is  found  to  vary  inversely  as 
the  square  of  the  distance  from  the  conductor.  The 
space  around  a  conductor  through  which  a  current  is 
flowing  can  thus  be  mapped  out  by  circles  having  the 
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axis  of  the  conductor  for  their  centre,  and  the  effect  is 
such  that  if  the  positive  current  were  passing  along  the 
conductor  away  from  the  observer,  then  a  north  pole  would 
tend  to  move  along  any  one  of  these  assumed  curves 
of  force  in  a  direction  similar  to  the  motion  of  the  hands 
of  a  watch  facing  the  observer.  A  south  pole  would,  of 
course,  be  urged  in  the  opposite  direction ;  but  as  the 
opposing  poles  of  a  magnet  cannot  be  separated  it 
follows  that  when,  by  the  proximity  of  a  straight 
conductor  in  which  a  current  is  passing,  the  two  poles 
of  a  magnet  are  brought  under  the  influence  of  the 
opposing  forces,  the  magnet  will  tend  to  take  uJS  a 
position  at  right  angles  to  the  direction  of  the  current 
and  tangential  to  the  lines  of  force*  The  direction  of 
deflection  may  be  easily  remembered  by  assuming  that 
as  one  looks  at  the  face  of  a  watch  with  the  current 
parsing  in  a  direction  away  from  the  observer ;  then  the 
north  pole  of  a  magnet  will  be  "  negatively  rotated,"  or 
moved  in  the  same  direction  as  the  hands  of  the  watch. 
Of  course,  reversing  the  direction  of  the  current  will  have 
the  effect  of  reversing  the  direction  of  deflection.  Also, 
assuming  the  current  to  take  a  circular  path  in  the 
direction  of  the  hands  of  the  watch  around  a  straight 
iron  bar,  then  the  bar  will  be  magnetised  with  the  north 
pole  away  from  the  observer. 

Now  currents  and  magnetic  fields  are  so  related  that 
any  change  in  the  current  produces  a  change  in  the 
magnetic  field,  and  also  any  change  in  the  magnetic  field 
produces  a  change  in  the  current ;  and  this  latter  is  true 
even  when  the  change  of  magnetic  field  is  due  to  a 
change  »ii  the  current  reacted  upon.  In  fact,  if  there 
be  a  magnetic  field,  and  a  conductor  in  that  field,  any 
change  in  that  field  will  produce  the  conditions  that 
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determine  a  current  in  that  conductor.  Indeed,  it  is 
correct  to  say  that  if  a  conductor  forming  part  of  a  closed 
circuit  be  moved  across  a  magnetic  field  in  a  direction  at 
right  angles  to  the  lines  of  force  in  that  field,  a  current 
will  be  induced  in  that  conductor  whose  strength  is  pro- 
portional to  the  strength  of  the  field  and  to  tlie  rate  at 
which  the  conductor  cuts  the  lines  of  force ;  and 
conversely,  if  the  conductor  be  fixed  and  the  lines  of 
force  of  the  field  be  projected  at  right  angles  to  the 
conductor,  a  current  will  be  induced  in  the  conductor 
whose  strength  is  proportional  to  the  intensity  of  the 
field,  and  to  the  rate  at  which  the  lines  of  force  are 
projected  through  the  field.  Thus,  motion  either  of  the 
conductor  or  of  the  magnetic  field  results  in  an  electric 
effect  due  to  induction. 

There  are  two  classes  of  induction  :  that  in  which 
changes  of  the  current  in  a  primary  conductor  produce 
secondary  ci^rrents  in  itself  or  in  a  neighbouring 
conductor,  called  electrodynaniic  or  ^rr^;//-induction  ; 
and  that  in  which  changes  in  the  magnetic  field  induce 
currents  in  a  conductor  situated  in  that  field,  called 
magneto-electric  induction.  The  latter  effect  can  be 
produced  either  by  the  motion  of  a  permanent  magnet 
or  of  an  electro-magnet,  or  by  the  motion  of  a  con- 
ductor in  which  a  current  is  passing,  or  by  the  motion 
of  the  armature  of  a  magnet. 

The  magnitude  of  the  effect  produced  is  the  same 
with  the  same  conditions,  whether  the  change  in  the 
primary  inductor  be  made  slowly  or  quickly,  but  if  made 
slowly,  the  longer  period  in  which  it  acts  necessarily 
involves  the  effect  being  less  evident  at  any  given  time. 

The  direction  of  the  secondary  current  in  every  case 
is  determined  by  Lenz's  law,  which  asserts  that  such  a 
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current  produces  effects  which  tend  to  oppose  those  of 

the  prime  inducer.     Thus,  an  increase  of  the  current 

flowing  in  a  primary  conductor  induces  a  current  in  a 

parallel  secondary  conductor  in  the  opposite  direction.. 

while  a  decrease  induces  a  secondary  current  in  the  same 

direction.      Similarly,  any  approach   of   the    primary 

current  towards  the  secondary  circuit  induces  a  secondary 

current  in  the  opposite  direction,  and  the  withdrawal  of 

the  primary  circuit  induces  a  secondary  current  in  the 

same  direction.     Or  again,  for  magneto-induction,  if  a 

mass  of  iron  be  made  to  approach  a  magnet  surrounded 

by  a  coil  of  wire  which  constitutes  a  closed  circuit,  then 

the  current  induced  in  the  coil  will  be  in  a  direction 

tending  to  reduce  the  attractive  force  of  the  magnet 

Secondary'  currents  induced  from  a  varying  primary 

current  constitute  the  most  effective  means  of  securing 

telephonic    communication,  and    for   this    purpose   an 

induction  coil  is  used.     Such  a  coil  consists  usually  of  an 

iron  core  (made  up  of  a  bundle  of  soft- iron  wires  to 

facilitate    rapid    magnetisation   and    demagnetisatiqj»), 

surrounded  by  a  few  convolutions  of  thick  primary  wire 

of  small  resistance,  which  in  its  turn  is  surrounded  by  a 

large  number  of  convolutions  of  fine  secondary  wire. 

Theoretically,  in  a  perfect  coil  the  enei^  in  the  primary 

and   secondary  circuits  should  be  equal,  but  through 

mechanical    and     electrical     defects     this     perfection 

cannot  be  quite  reached.     Now  the  energy  (W)  of  a 

current  in  a  coil,  at  any  moment,  is  expressed  by  the 

product  of  the  current  (C)  and  of  the  electromotive  force 

(E)   at  the  terminals  of  the  coil,  that  is  W  =  EC. 

Hence,  in  a  theoretically  perfect  coil, 

El  Ci  ^  Ea  Cj 
El  C, 

^  E.    -  Q 
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I    and    2    indicating    respectively    the    primary    and 

secondary  circuits. 

Now,  all  the  convolutions  being  practically  equal  and 

in  the  same  field,  may  be  considered  as  equally  affected  ; 

hence,  if  e  be  the  electromotive  force  for  each  turn  of 

wire  in  each  coil,  and  n^  n^  the  number  of  turns,  then 

El    =   fiie 
and  E|    =  n^ 

therefore         t^    =  r^^    =  — 

£,         Ci  n^ 

from  which  it  is  evident  that  the  ratios  of  the  electro- 
motive force  at  the  ends  of  the  two  coils  can  be  varied 
at  will  by  the  variation  of  the  relative  numbers  of  con- 
volutions of  the  coils. 

There  is  a  remarkable  cause  of  disturbance  to  this 
theoretical  perfection  in  the  presence  of  a  secondary 
effect  in  all  coils,  due  to  electro-magnetic  inertia.  If  a 
current  be  passed  through  a  coil  and  one  convolution  of 
the  coil  be  considered,  this  will  set  up  a  magnetic  field 
which  will  project  lines  of  force  through  every  other 
turn  of  the  helix  in  such  a  direction  as  to  set  up  an 
opposing  E.M.F.  to  the  prime  current ;  and  every  other 
turn  will  act  in  the  same  way,  so  as  to  tend  to  set  up 
a  total  E.M.F.  opposing  the  flow  of  the  prime  current 
to  a  degree  which  will  vary  with  the  square  of  the 
number  of  turns  («*).  When  the  prime  current  ceases 
the  reverse  action  takes  place,  the  electromotive  force 
excited  by  the  motion  of  the  lines  of  force  in  the  opposite 
direction,  acts  in  the  same  direction  as  the  prime  current, 
and  tends  to  prolong  its  flow.  This  eflect  of  self-induction 
is  to  retard  the  rate  of  increase  of  current  at  its  com- 
mencement and  its  rate  of  decrease  at  its  cessation, 
and  so  to  modify  the  production  of  secondary  currents. 


<4  INDUCTION. 

It  is  (Considerably  influenced  by  the  mass  and  arrange- 
ment of  the  iron  present,  and  hence  the  use  of  bundles 
of  soft-iron  wire  as  a  core  to  facilitate  the  rapid 
disappearance  of  the  magnetic  field. 

The  effect  of  self-induction  is  very  marked  with 
periodic  currents  of  rapid  alternations,  and  it  will 
be  found  that  this  materially  affects  the  clearness 
of  articulation  of  telephones,  and  seriously  reduces 
their  efficiency.  Its  effect  is  not  confined  to  one 
helix  or  to  the  apparatus,  but  extends  to  the  whole 
circuit,  in  which  it  is  not  possible  to  establish  a  current 
instantaneously  at  its  maximum  strength,  or  to 
let  it  suddenly  cease  to  flow.  Hence,  self-induction 
limits  the  number  of  currents  which  can  be  transmitted 
per  second.  Every  circuit,  whether  in  the  form  of 
a  coil   or  not,    has    a    co-efficient    of    self-induction, 

called    L,   and     a     time-constant      which    ^^    enables 

calculations  to  be  made  to  determine  the  effect  of 
electro-magnetic  inertia.  The  opposing  E.M.F.  set 
up  acts  as  a  resistance,  and  it  is  sometimes  called  a 
spurious  resistance.  It  differs  from  pure  resistance  in 
the  fact  that  it  does  not  dissipate  energy  by  develop- 
ipg  heat ;  it  stores  the  energy  up,  or  renders  it  potential. 
It  throttles  or  chokes  a  coil  when  conveying  periodic 
currents — an  injurious  effect  which  is  in  practice  made 
to  serve  a  useAil  purpose. 
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CHAPTER   11. 

THE  BELL  TELEPHONE. 

Professor  Graham  Bell's  Patent  Specification  for 
Great  Britain  (No.  4,765)  was  filed  December  9th,  1876, 
by  Morgan  Brown,  as  a  "  communication  from  abroad." 

The  first  form  of  the  instrument,'  constructed  by 
Bell  in  1876,  is  shown  in  fig.  i.  A  harp  of  steel  rods  H 
was  attached  to  the  poles  of  a  permanent  magnet  N  S. 
When  any  one  of  the  rods  was  thrown  into  vibration, 
undulatory  currents  were  induced  in  the  coil  of  the 
electro-magnet  £  through  the  disturbance  of  the 
magnetic  field  in  which  it  was  placed,  which,  passing 
Dy  the  wire  L  to  the  electro-magnet  Ei,  by  varying  its 
magnetism,  attracted  the  rods  of  the  harp  H^  with 
varying  force,  and  threw  into  vibration  that  rod  which 
was  in  unison  with  the  one  vibrated  at  the  other  end 
of  the  circuit.  Not  only  were  they  in  unison,  but  the 
amplitude  of  vibration  of  the  one  determined  the  ampli- 
tude of  vibration  of  the  other ;  for  the  strength  of  the 
induced  currents  is  determined  by  the  amplitude  of 
tAe  disturbing  vibration,   and   the  amplitude  of   the 

'  "  Jouroal  of  the  Society  of  Telegraph    Engineers,"  1877,  toI.   vi., 
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vibration  at  the  receiving  end  depends  upon  the 
strength  of  the  induced  currents.  By  singing  into 
a  piano,  certain  of  the  strings  of  the  instrument  are  set 
into  vibration  sympathetically  by  the  action  of  the  voice 
with  different  degrees  of  amplitude,  and  a  sound  which 
is  an  approximation,  to  that  uttered  is  produced  from 


^0 

Kig.    I. 

the  prasie.  Theory  shows  that,  if  the  piano  had  ? 
much  lai|[er  number  of  strings  to  the  octave,  the  vowel 
sounds  would  be  perfectly  reproduced.  It  was  upon 
this  principle  that  Bell  constructed  his  first  telephone. 
The  expense  of  constructing  such  an  apparatus,  how- 
ever, deterred  him  from  pioceeding  further  in  this 
direction,  and  compelled  him  to  seek  for  a  simpler 
method. 


Fig.    3. 

After  many  experiments  with  more  or  less  unsatia- 
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factory  results,  he  constructed  the  instruments  shown 
in  figs.  2  and  3,  which  he  exhibited  at  Philadelphia 
ID  1876. 

In  this  apparatus  the  transmitter  (fig,  2)  was 
formed  by  an  electro-magnet  E,  through  which  a 
current  flowed,  and  a  membrane  M,  made  of  gold- 
beaters skin,  on  which  was  placed  as  a  sort  of  armature 
a  piece  of  soft  iron,  which  thus  moved  in  front  of  the 
electro-magnet  when  the  membrane  was  thrown  into 
sonorous  vibration. 

The    receiver    (fig,   3)     was    formed    of    a    tubular 


Fie.   3. 

electro- magnet  E,  consisting  of  a  vertical  single-coil 
electro-magnet,  enclosed  in  a  soft-iron  tube,  upon  which 
was  fixed  by  a  screw  a  thin  armature  of  sheet  iron, 
slightly  tilted  as  shown,  which  acted  as  a  vibrator ; 
a  small  bridge,  upon  which  the  electro-magnet  was 
fixed,  acted  as  a  sounding-box. 

It  must,  however,  be  remarked  that  the  apparatus 
thus  constructed  was  not  a  magnetic  telephone  pure 
and  simple,  for,  as  stated,  a  battery  of  several  cells  was 
placed  in  circuit.  It  was,  however,  of  great  service,as  it 
enabled   Bell  and  his  friend  Watson  to  experimentally 
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study  telephonic  transmission.    This  was  the  instrument 
that  Lord  Kelvin  saw  in  1876  (p.  3). 

After  numerous  experiments  made  with  the  object 
of  discovering  empirically  the  exact  effect  of  each  ele- 
ment of  the  cnmbination,  the  membrane  of  goldbeater's 
skin  used  in  the  transmitter  (fig,  2)  was  discarded,  and 
a  simple  iron  plate  used  instead,  and  further — and  this 
is  the  most  important  point  in  the  improved  apparatus 
— Bell  superseded  the  battery  by  a  permanent  mf^et 
to  produce  the  magnetic  field.  This,  indeed,  appears  to 
have  been  his  original  idea,  as  is  indicated  in  his  first 
telephone  (fig.  i). 


In  its  new  form  the  telephone  consisted  of  a  perma- 
nent bar  magnet  with  a  coil  of  fine  wire  at  one  end, 
suitably  mounted  in  a  wooden  box  behind  a  thin  iron 
diaphragm  ;  but  a  still  more  effective  form  of  apparatus 
was  constructed  by  using  a  powerful  compound  horse- 
shoe magnet  in  place  of  the  straight  rod  which  had  been 
previously  used.  As  shown  in  fig.  4,  upon  each  pole- 
piece  of  this  magnet  was  fitted  a  small  coil  B,  and  the 
diaphragm  M — a  thin  iron  disc — was  fixed  on  a  separate 
block  in  front.  On  the  side  of  the  block  next  the 
diaphragm  was  a  shallow  cavity  to  leave  M  free  to 
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vibrate,  and  a  hole  through  the  block  communicated 
with  a  mouth  or  ear  piece  e.  By  loosening  two 
clamping-pieces  the  position  of  the  magnet  A  could 
be  adjusted  with  regard  to  the  diaphragm. 

This,  which  was  really  the  first  practical    magnetic 
telephone,   was   exhibited   in   the    Essex    Institute,   in 
Salem,  Massachusetts,  on  the  I2th  February,  1877,  on 
which  occasion  a  short  speech  shouted  into  a  similar 
telephone  in  Boston,  16  miles 
away,  was  heard  by  the  audi- 
ence  in   Salem,   while   their 
enthusiastic     applause     was 
distinctly  heard  at  Boston. 

From  the  form  shown  in 
fig.  4  to  the  next  form  of 
the  instrument  (fig.  5)  is  but 
a  step.  It  is,  in  fact,  the 
same  arrangement  in  a  port- 
able form;  a  bar  magnet 
being  placed  inside  a  handle, 
and  a  more  convenient  form 
of  mouthpiece  provided. 
Professor  Peirce,  of  Brown 
University,  Providence,  was 
the  first  to  demonstrate  the 

extreme    smallness     of  the  Fig-  s-    \  full  site, 

magnets  which  might  be  employed,  and  he  abo  devised 
the  form  of  mouthpiece  shown  in  fig.  5. 

In  this,  the  latest  form  given  to  it  by  its  inventor,  the 
instrument  consists  of  a  small  wooden  case,  which 
contains  the  magnet,  N  s,  placed  with  one  pole  opposite 
th :  vibrating  plate  D,  and  s=rves  at  the  same  time  for 
hol.hng  the  instrument  in  the  hand. 
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A  further  development   in  construction  is  shown  by 

fig.  6,  in  which  the  lighter  and  more  handy  case  is  made 

of  ebonite  and  a  cap  is  provided  to  protect  uie  end  of  the 

flexible  cord.   The  magnet  is  a  hexagonal  permanent  bar 

magnet  of  the  best  steel,  about  4^  inches  long  and  ^  inch 

in  diameter.     Upon  its  N  end,  which  is  turned  true,  ia 

placed  a  small  boxwood  bobbin  c,  wound  with  insulated 

copper  wire,  generally  to  a  resistance  of 

I  about  40  ohms.     The  ends  of  this  coil 

are  connected  to  two  terminals  at  the 

end  of  the  case. 

The  vibrating  plate,  or  diaphragm, 
which  has  a  diameter  of  2  inches  in 
its  free  part  and  a  thickness  of  from  9 
to  10  thousandths  of  an  inch,  is  of 
sheet  iron,  and  is  either  tinned  or  coated 
with  varnish  to  prevent  oxidation. 
The  ferrotype  plate  used  by  photo- 
graphers is  found  to  be  most  suit- 
able for  a  diaphragm  of  the  diameter 
given.  The  mouthpiece  M  screws  on 
to  the  case  as  shown  in  the  figure  ;  and 

the  vibrating  plate,   squeezed  between 

Fig.  6.  J  full  size.  j(  ^nd  the  case,  is  thus  kept  in  position. 
The  resultant  effect  of  the  iron  disc  on  the 
magnetic  field  is  probably  to  shift  the  pole  nearer  to 
the  end  of  the  magnet ;  the  disc  itself  becomes,  as  it 
were,  part  of  the  pole.  The  coil  of  wire  is  permeated 
by  lines  of  force,  and  any  vibration  or  displacement  of 
the  disc  vibrates  or  displaces  these  lines  of  force.  The 
changes  in  the  magnetic  field  in  which  is  placed 
the  coil  fixed  at  the  end  of  the  magnet  give  rise  to 
induced  magneto-electric  currents  in  the  coil. 
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In  order  to  get  a  clear  idea  of  the  modus  operandi  of  the 
reproduction  of  sound  by  means  of  the  Bell  telephone, 
it  is  desirable  to  examine  its  various  phases  when 
used  (i)  as  a  transmitter  and  (2)  as  a  receiver.  The 
conditions  for  a  complete  circuit  between  two  places 
SjL  and  Sa  are  shown  in  fig.  7.  On  speech  being 
uttered  before  the  mouthpiece  of  the  magnetic  telephone 
at  Si,  the  sonorous  vibrations  of  the  air  due  to  the 
voice  transmit  their  energy  to  the  diaphragm  M,  which 
follows,  in  all  their  variations  of  pitch,  amplitude,  and 
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timbre,  those  of  the  air  itself  set  into  vibration  by  the 
voice.  The  movements  of  the  diaphragm  as  it  approaches 
or  recedes  from  the  neighbouring  pole  of  the  magnet, 
cause  corresponding  modifications  in  the  distribution  of 
the  magnetic  lines  of  force  in  the  field  passing  through 
the  coil.  These  variations  in  the  lines  of  force  give  rise 
in  the  wire  of  the  coil  to  induced  currents  of  varied 
direction  and  strength,  which  are  transmitted  by  the  line 
wire  to  the  coil  of  the  receiver. 

The  telephone  is,  in  fact,  actually  a  generator  of 
electricity — a  generator  so  sensitive  that  it  is  absolutely 
controlled  by  the  sonorous  vibrations  of  the  air,  so  that 
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they  determine  the  strength  and  form  of  the  periodic 
currents  it  generates,  and  make  them  foHow  all  the 
varying  and  complicated  undulations  which  characterise 
articulate  sounds. 

The  periodic  or  undulatory  currents  developed  in  one 
telephone  by  the  vibrations  oi  the  diaphragm  M  at  S|  are 
conveyed  to  the  second  telephone,  placed  at  any  distance 
away,  which  re-transforms  them  into  sonorous  vibrations. 
When  these  periodic  currents  pass  through  the  coil  B' 
of  the  receiving  telephone,  they  increase  the  magnetisa- 
tion of  the  bar  if  they  traverse  the  coil  in  a  direction 
favourable  to  magnetisation,  and  diminish  it  if  they  are 
of  inverse  direction  ;  the  diaphragm  M'  obeys  these 
changes  of  magnetisation,  approaches  the  coil  when  the 
magnetic  force  increases,  withdraws  from  it  by  its  own 
elasticity  when  the  force  diminishes,  and  by  this 
undulatory  action  vibrates  in  unison  with  the  diaphragm 
of  the  transmitter  at  S,,  so  reproducing  the  sonorous 
vibrations,  although  with  perceptibly  smaller  displace- 
ments, and  consequently  with  reduced  loudness. 

This  explanation  of  the  phenomena  which  occur  in  the 
Bell  telephone  acting  as  a  receiver  is,  however,  considered 
by  some,  if  not  as  inexact,  at  least  as  insufficient. 
Instead  of  regarding  the  vibration  of  the  diaphragm  as 
due  only  to  magnetic  attractions  and  repulsions  by  the 
magnetised  bar,  there  is  an  inclination  on  the  part  of 
French  physicists  to  believe  that  the  rapid  magnetisa- 
tions and  demagnetisations  in  the  bar  produced  by  the 
induced  currents  give  rise  to  molecular  disturbances  in 
the  mass  of  the  bar;  that  these  disturbances  are  com- 
municated to  the  diaphragm,  and  there  cause  oscillatory 
motions,  which  finally  manifest  themselves  in  sonorous 
vibrations. 
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On  measuring  the  currents  developed  in  a  Bell  tele- 
phone, they  are  considered  much  too  feeble  to  account 
for  the  effects  produced  in  the  diaphragm  of  the  receiver, 
ff  these  effects  are  to  be  attributed  to  attractions  pure 
and  simple.  This  is  simply  a  theoretical  difficulty;  but 
it  is  supported  by  Ader,  who  constructed  telephones 
without  a  vibrating  membrane,  and  even  without  a 
magnet,  and  obtained  transmission  of  speech  with 
magnets  made  from  iron  wire  fixed  to  a  small  plate  and 
placed  in  communication  with  a  metallic  mass ;  and  also 
by  the  experiments  of  Antoine  Breguet,  who  replaced 
Bells  thin  membrane  by  plates  fifteen  centimetres 
in  thickness,  clearly  indicating  that  molecular  effects 
and  magnetic  attractions  combined  together  to 
reproduce  the  sounds  of  the  transmitter.  In  short, 
the  actions  and  reactions  at  play  in  the  telephone 
are  less  simple  than  was  thought  at  first,  and  the 
theory  of  the  instrument  is  far  irom  being  finally 
settled. 

In  France  the  question  has  exercised  the  ingenuity 
of  numerous  experimenters.  Du  Moncel,'  who  studied 
it  with  great  care,  arrived  at  the  conclusion  that 
there  exist  several  conditions  which  combine  for  •^e 
reproduction  of  speech : — 

1.  The  molecular  vibrations  of  the  magnetic  core 
and  its  armature,  consequent  upon  their  alternate  mag- 
netisation and  demagnetisation  under  the  influence  of 
undulatory  currents. 

2.  The  true  electro-magnetic  attractions  of  the  mass 
of  the  diaphragm. 

3.  The  reciprocal  action  of  the  spirals  of  the  mag- 
netisirig  coil. 

'  Du  Moncel,  *•  Lc  T616phonc,"  4">»  Mitton. 
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4.  The  mutual  reaction  between  the  coil  and  the 
magnetic  bar. 

5.  The  mechanical  transmission  of  the  vibrations  of 
the  electro-magnetic  system  by  the  various  accessory 
parts  constituting  the  telephonic  apparatus. 

Mercadier^  considers  the  diaphragm  to  be  subject 
to  two  movements,  molecular  and  molar.  The  former 
are  independent  of  form,  like  the  resonance  of  a  wall ; 
the  latter  are  transversal,  and  act  as  a  whole,  like  the 
skin  of  a  drum.  He  replaced  the  iron  diaphragm  of  the 
Bell  telephone  by  a  sheet  of  paper,  cardboard,  mica, 
glass,  vulcanized  indiarubber,  zinc,  aluminium,  copper, 
etc,  on  which  he  sprinkled  a  small  quantity  of  iron 
filings,  and  came  to  the  conclusion  that  in  the  magnetic 
telephone,  whether  employed  as  transmitter  or  as  re- 
ceiver, the  iron  diaphragm  never  acts  like  a  sonorous 
body  vibrating  in  its  entirety :  it  vibrates  like  a  con- 
gregation of  particles  each  gifted  with  independent 
movements. 

There  are,  however,  as  Geraldy  points  out,  certain 
facts  proved  by  practical  telephony  which  cannot  be  ex- 
plained by  this  or  any  other  theory.  How  is  it  that  mul- 
tipolar telephones  (p.  48) — ^that  is,  instruments  in  which 
the  diaphragm  is  opposed  to  several  magnetic  poles— do 
not  of  necessity  show  any  superiority  over  unipolar  ones  ? 
(see,  however,  pp.  42  and  51.)  If  all  the  particles  of 
the  diaphragm  are  in  motion,  if  each  of  them  contributes 
its  share  towards  the  reproduction  of  articulate  vibration 
of  speech,  there  would  be  a  direct  gain  in  utilising  all 
these  movements,  in  employing  all  these  molecules  as 
modifiers  of  the  magnetic  field ;  in  default  of  one  rather 
large  pole,  the  employment  of  several  poles  would  seem 

•  "  La  Lumi^re  £lectrique,"  1886,  p.  246. 
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to  be  indicated  ;  and  yet  we  find  that  such  is  not  the 
case.  Further,  why  should  several  telephones,  receiving 
the  voice  at  the  same  time,  and  acting  on  the  same  line, 
not  give  a  sensibly  better  result  than  a  single  one  ? 

The  views  of  Du  Moncel  and  Mercadier  have  not 
received  general  acceptance,  and  we  are  content  to 
believe  that  the  diaphragm  of  a  Bel  telephone  in- 
fluenced by  magnetic  attractions  and  repulsions,  acts 
as  a  simple  sonorous  body  subject  to  harmonic  dis- 
placements, and  imparting  these  movements  as  sonorous 
vibrations  to  the  surrounding  air. 

The  following  experiments  will  show  the  extreme 
sensitiveness  of  the  magnetic  telephone  : — {a)  By  Dr. 
Werner  Siemens,*  a  Bell  telephone,  the  pole  of  whose 
magnet  was  surrounded  by  800  convolutions  of  copper 
wire  of  I  mm.  diameter  and  1 10  ohms  resistance,  was 
placed  in  circuit  with  one  Daniell  cell.  By  means  of  a 
commutator  contained  in  the  circuit  the  current  could 
be  reversed  200  times  per  second ;  and  when  the 
commutator  was  set  into  continuous  motion,  undulations 
were  obtained  which  produced  in  the  telephone  a  loud 
crackling  noise.  The  primary  wire  of  a  small  induc- 
tion coil  was  then  placed  in  the  commutator  circuit, 
whilst  the  telephone  was  in  the  circuit  of  the  secondary 
coil,  so  that,  when  the  commutator  was  set  in  motion, 
the  currents  induced  in  the  secondary  coil  acted  on  the 
telephone.  *  A  loud  noise  was  produced,  even  on 
inserting  50,000,000  ohms  resistance,  and  this  noise 
remained  audible  when  the  secondary  coil  was  pushed 
back  to  the  very  end  of  the  primary  one,  thus  reducing 
the  inductive  action  of  the  primary  coil  to  a  minimum, 
and  placing  it  beyond  the  reach  of  measurement. 

*  "  Monatsberichte  dcr  Berliner  Akademie  fflr  1878." 
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{b)  By  W.  H.  Preece,"  who  determined  that  a  Bell 
receiver  will  respond  to  a  current  which  may  be  expressed 
thus: — 6  X  lO"**  ampere,  or  thus — '000,000,000,000,6 
ampere;  that  is,  six  ten-thousand-millionths  of  a 
milliamp^re. 

(c)  By  Pellatt,*  who  has  also  expressed  similar  results 
in  a  different  form.  A  condenser  of  one  microfarad 
capacity  was  charged  160  times  per  second  by  con- 
necting it  with  two  points  of  a  circuit,  and  discharged 
through  a  telephone.  If  K  be  the  capacity,  and  v  the 
difference  of  potential  at  the  terminals,  the  expended 
energy  for  n  charges  and  discharges  is  «K\'^.  If  V  be 
reduced  to  '0005  volt,  a  tone  is  still  heard  in  the  tele- 
phone, although  the  energy  is  so  small  that  it  could  only 
produce  one  gramme-degree  heat  unit  in  10,000  years. 
With  this  small  quantity  of  heat,  therefore,  the  telephone 
might  be  made  to  reproduce  sounds  during  10,000  years. 

The  great  sensitiveness  of  the  Bell  telephone  makes 
it  one  of  the  most  beautiful  illustrations  that  there  is 
of  the  equilibrium  and  the  unity  of  natural  forces — an 
equilibrium  so  nicely  balanced  that  in  this  case  ro 
change,  however  slight,  can  take  place  in  one  of  the 
telephones  without  immediately  producing  a  corre- 
sponding change  in  the  other.  This  is  the  more 
remarkable  when  we  consider  the  various  transmutations 
of  energy  effected.  The  organs  of  speech  produce  in 
the  first  instance  sonorous  vibrations,  which,  impinging 
upon  the  diaphragm,  give  rise  to  oscillations  which,  in 
their  turn,  result  in  rapid  changes  of  the  field  of  the 
magnet,  and  consequently  in  the  production  of  induced 
Currents  in  the  coil  placed  in  that  field.     These  induced 

*  British  Association,  Manchester,  1887. 
«  "Journal  de  Physique."  1881,  p.  358. 
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currents,  conveyed  by  the  line-wire  to  the  coil  of  the 
magnet  in  the  receiving  instrument,  produce  analogous 
changes  of  magnetisation  in  the  magnet ;  and  result^ 
partly  through  attraction  of  the  mass  and  partly 
through  molecular  action,  in  vibrations  of  the  diaphragm 
of  the  receiver.  The  vibrating  diaphragm  imparts  its 
motion  to  the  surrounding  air,  and  gives  rise  to  sonorous 
vibrations  which  strike  the  tympanum  of  the  ear.  There 
are  thus  no  less  than  eight  distinct  transmutations  and 
transformations  of  energy,  each  of  which  is  accompanied 
by  a  certain  unavoidable  loss  of  energy.  Further  losses^ 
also,  arise  from  inductive  action  of  neighbouring  wires» 
leaks  through  the  supports  of  wires,  electro-static  and 
electro-magnetic  induction,  etc.  It  is,  therefore,  quite 
evident  that  the  receiver  can  in  no  case  emit  sounds 
of  the  same  intensity  as  those  expressed  before  the 
transmitter;  the  wonder  is  that  sonorous  vibrations, 
which  develop  mechanical  effects  of  a  necessarily  minute 
character,  can  be  reproduced  at  all  by  the  telephone 
through  such  great  distances  and  after  so  many  changes. 
Another  theoretical  point  of  much  practical  interest  has 
been  examined  experimentally  by  Mercadier.  It  is  tiie 
question  as  to  the  proper  relations  which  should  exist 
between  the  several  parts  of  a  magnetic  telephone.  His 
experiments  seem  to  indicate  the  following  relations  :— 

1.  That  in  a  magnetic  field  of  a  given  strength  there 
is  a  certain  thickness  of  diaphragm  which  will  give  a 
maximum  effect  Generally,  the  stronger  the  field  the 
thicker  should  be  the  diaphragm. 

2.  That  the  correct  thickness  of  the  diaphragm 
being  known,  there  is  a  certain  diameter  which  will  ^ive 
a  maximum  effect.  Generally,  the  stronger  the  field 
the  greater  should  be  the  diameter. 
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3,  That  the  relative  positions  of  coils,  magnets,  and 
diaphragms  should  be  determined  by  the  consideration 
that  the  greater  the  number  of  lines  of  force  which 
traverse  the  coil  at  right  angles  to  its  plane,  and  the 
greater  the  variation  in  these  caused  by  a  movement  of 
the  diaphragm,  the  greater  will  be  the  effect 

It  is  to  be  observed  that  an  essential  feature  of  the 
receiving  telephone  is  that  the  vibrating  diaphragm 
shall  be  in  a  permanent  magnetic  field,  but  that  the 
working  efficiency  of  the  telephone  cannot  be  indefi- 
nitely increased  by  increasing  the  intensity  of  this 
field.  Although  the  magnetism  is  generally  obtained 
from  a  magnetic  core  within  the  coil,  there  is  no  actual 
necessity  that  this  should  be  so — it  may,  for  instance,  be 
secured  by  a  permanent  magnet  suitably  placed  outside 
the  telephone,  or  by  means  of  a  current  circulating  in  the 
coil  itself  (or  in  a  separate  coil)  placed  upon  a  soft  iron  core. 

The  following  explanation  of  the  need  for  the 
permanent  magnetic  field  is  suggested  by  Mr.  Oliver 
Heaviside/ 

The  stress  between  the  iron  disc  and  the  poles  of  the 
electro-magnet  varies  as  the  square  O  the  intensity  of 
magnetic  force  between  them.  Now,  if  the  diaphragm 
is  to  be  forced  to  execute  vibrations  by  varying  the 
stress  upon  it,  the  variations  must  be  made  as  great  as 
possible  in  order  that  the  greatest  amplitude  of  vibra- 
tion (and  consequently  the  greatest  intensity  of  sound) 
may  be  obtained. 

Suppose,  then,  that  the  intensity  of  the  permanent 
magnetic  field  be  represented  by  H,  so  that  there  is  a 
steady  stress  proportional  to  H',  which  will  be  varied 
by  means  of  the  undulatory  currents  in  the  coils.     Let 

*  Electrician^  vol.  xviii.,  p.  30a. 
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h  be  the  amplitude  of  the  undulations  of  magnetic  force 
resulting  from  the  undulatory  currents,  so  that  the  range 
of  variation  is  2  //.  This  is  itself  quite  independent  of 
H,  but  the  stress  varies  from  being  proportional  to 
(h-A)^  to  (H+A)*,  that  is,  the  range  of  variation  of 
stress  is  4  H  //,  apart  from  any  constant ;  or  the  variation 
is  proportional  to  tYit  product  of  the  permanent  into  the 
undulatory  magnetic  forjc. 

Now  ordinarily  H  is  many  times  greater  than  h ;  but 
suppose  that  H  be  reduced  or  h  increased  until  they  are 
equal.  The  magnetic  force  will  then  vary  from  o  to 
2  //,  and  the  stress  from  o  to  (2  ky.  Or,  again,  suppose 
the  permanent  field  be  abolished ;  then,  while  the 
magnetic  force  will  vary  from  —  A  to  +  //,  the  stress 
will  vary  from  //^  through  zero  to  A*  again.  The 
diaphragm  will  thus  be  urged  to  execute  double 
vibrations,  as  in  any  ordinary  case  of  sending  reversals 
through  a  non-polarised  instrument.  Of  course  these 
double  vibrations  would  not  be  observable,  but  they 
would  probably  have  a  distinct  effect  in  opposition  to 
the  clear  reproduction  of  speech,  and  by  using  a  strong 
magnetic  field  they  become  non-existent 

At  first  sight  the  squaring  of  the  intensity  to  deter- 
mine the  proportional  stress  appears  to  indicate  that 
an  indefinitely  strong  field  would  secure  the  best 
results  :  but  experience  shows  that  this  is  not  so ;  and 
the  explanation  of  the  fact  is  probably  to  be  sought  in 
the  considerations,  first,  that  the  diaphragm  loses  its 
elasticity  under  strong  attraction ;  and,  secondly,  that 
the  variations  produced  by  the  undulatory  currents 
cease  to  be  appreciable  when  the  permanent  force  is 
greatly  in  ^xcesaJ 
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EDISON'S  TRANSMITTER  AND  HUGHES*  MICROPHONE, 

It  is  quite  clear  that  when  we  speak  into  a  Bell 
transmitter  only  a  small  fraction  of  the  energy  of  the 
sonorous  vibrations  of  the  voice  can  be  converted  into 
electric  currents,  and  that  these  currents  must  be  ex- 
tremely weak.  Edison  applied  himself  to  discover  some 
means  by  which  he  could  increase  the  strength  of  these 
currents.  Elisha  Gray  had  proposed  to  use  the  vari- 
ation of  resistance  of  a  fine  platinum  wire  attached  to  a 
diaphragm  dipping  into  water,  and  hoped  that  the  vari- 
ation of  extent  of  surface  in.  contact  would  so  vary  the 
strength  of  current  as  to  reproduce  sonorous  vibrations  ; 
but  there  is  no  record  of  this  experiment  having  been 
tried.  Edison  in  1877  conceived  the  idea  of  utilising 
the  fact  that  the  resistance  of  carbon  varies  under 
pressure.  He  had  independently  discovered  this  pecu- 
liarity of  carbon,  although  it  had  been  previously 
described  by  Du  Moncel  in  the  following  words :  "  The 
pressure  exercised  between  two  conducting  bodies  abut- 
ting against  each  other  las  a  considerable  influence  upon 
the  strength  of  the  cuiTent,"  and  also :  **  The  increase  of 
current  strength  with  the  pressure  exercised  at  the  point 
of  contact  is  the  greater  the  higher  the  resistance  of  the 
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conductors,  the  les§  hard  they  are,  and  cleaner  their 
surface/'  Du  Moncel's  claim  has  been  acknowledged  by 
Lord  Kelvin  (Sir  W.  Thomson)  thus :  •*  It  is  true  that  the 
physical  principle  applied  by  Edison  in  his  carbon  tele- 
phone and  by  Hughes  in  his  microphone  is  the  same  ;  but 
it  is  also  the  same  as  that  employed  by  Clerac,  of  the 
French  Telegraph  Office,  in  his  variable  resistance  tube, 
v/hich  he  had  lent  to  Mr.  Hughes  and  others,  in  1866,  fo^: 
some  important  practical  applications.  This  apparatus 
is,  however,  entirely  dependent  upon  a  fact  enounced  . 
a  long  time  ago  by  Du  Moncel — that  the  increase  of 
pressure  between  tzvo  conductors  in  contact  produces  a 
diminution  in  their  electrical  resistance!^ 

Edison s  Carbon  Transmitter.^ 

The  first  carbon  transmitter  was  constructed  by 
Edison  in  1877.  After  passing  through  various  stages 
the  instrument  finally  received  the  form  represented  in 
fig.  8.  It  consists  of  an  ebonite  mouthpiece  M,  a 
vibrating  plate  D,  and  a  disc  of  prepared  carbon  c,  of 
the  size  of  a  shilling,  withdrawn  from  or  brought  near 
to  the  vibrating  plate  by  means  of  a  screw  V,  at  the 
back  part  of  the  transmitter.  A  small  platinum  plate 
B,  with  a  rounded  ivory  button,  is  placed  on  the  upper 
surface  of  the  carbon  disc/  The  vibrations  of  the 
diaphragm  are  communicated  to  the  carbon  by  the  small 
platinum  plate.  According  to  the  inventor,  the  variations 
of  pressure  produced  by  these  vibrations  cause  a  varia- 
tion of  electrical  resistance  in  the  carbon.  The  circuit 
through  the  transmitter  is  from  terminal  A,  by  way  of 
the  spring  s^  which    bears   on   the   periphery  of  the 

^  British  Patent  Specification  2,909    (July   30,    1877).      Disclaimer 
August   17,   18S2. 
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insulated  ring  r,  through  the  ring  to  the  platinum'  plate 
B,  thence  through  the  carbon  disc  c,  and  to  the  second 
terminal  E,  which  is  connected  to  the  case  itself. 

The  function  of  a  carbon  transmitter  is  restricted  to 
the  production  of  variations  of  electrical  resistance  in 
the  circuit ;  these  variations  immediately  occasion  pro- 
portionate variations,  in  an  inverse  sense,  in  the  strength 
of  the  primary  current.  For  a  given  vibration,  the 
change  in  the  resistance  of  the  circuit  will  have  a  given 
value,  which  we  will  assume,  for  argument's  sake,  to 
be  I  ohm.  If  the  entire  circuit  has  a  small  resistance — 
10  ohms  for  instance — the  variation  of  i  ohm  produced 


Fig.  8.  1  full  siie. 
in  the  transmitter  will  vary  the  current  strength  by 
tS  of  its  total  value,  and  consequently  the  receiver, 
which  acts  under  the  influence  of  these  variations  of 
current,  will  vibrate  with  great  energy,  and  produce  a 
certain  sound.  If,  on  the  contrary,  the  total  resistance 
of  the  circuit  is  large — i,ooo  ohms  for  instance — the 
variations  of  current  will  be  proportionately  small — 
only  xij'tjB  of  t*ifi  total  current  strength  in  the  assumed 
instance — so  that  the  receiver  will  vibrate  with  less 
energy  and  the  sound  be  much  less.  To  obtain,  there- 
fore, an  equally  powerful  effect  in  this  case  as   in  the 
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Other,  It  would  be  necessary  to  increase  the  number 
of  battery  cells  to  an  extent  that  would  be  quite  out 
of  the  question  in  practice. 

Edison  got  over  this  difficulty  by  employing  an 
arrangement  applied  already  in  1874  by  Elisha  Gray 
to  his  musical  telephone.  Instead  of  causing  the  current 
passing  through  the  transmitter  to  traverse  the  line, 
Edison  simply  passed  it  through  the  primary  wire  of  an 
induction  coil.  One  of  the  extremities  of  the  secondary 
wire  is  then  connected  direct  to  earth,  while  the  other  is 
connected  to  one  end  of  the  line  the  other  end  of  which 
IS  connected  to  the  receiver  and  so  to  earth.  The 
transmitter  now  acts  only  in  connection  with  a  small 
resistance,  represented  by  the  battery,  the  trans^ 
mitter  itself,  and  the  primary  wire,  and  consequently  the 
variations  of  resistance  of  the  transmitter  have  a  consider- 
able relative  magnitude.  These  variations  of  resistance 
produce  corresponding  variations  of  current  strength 
in  the  primary  wire,  which  in  the  secondary  wire  are 
transformed  by  induction  into  currents  of  like  proportion 
but  high  electro-motive  force  according  to  the  number 
of  turns  of  the  wire  (p.  12).  These  high-tension 
currents  may  be  utilised  for  transmission  through  high 
resistance,  and  hence  it  becomes  possible  to  telephone 
to  considerable  distances  with  an  initial  low  electro- 
motive force.  The  action  of  the  apparatus  is  as  follows: 
On  speaking  before  the  mouthpiece  M  (fig.  8),  the 
diaphragm  vibrates,  and  these  vibrations  produce 
through  the  intermediary  of  the  ivory  stud  and  the 
plate  By  variations  of  pressure  in  the  carbon  disc  c.  The 
resistance  of  the  carbon  disc  is  thus  varied  exactly  in 
accordance  with  the  number  and  amplitude  of  the  vibra- 
tions of  the  diaphragm,  and  these  variations  produce 
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corresponding  variations  of  strength  of  the  battery  current 
flowing  throuc^h  the  primary  wire  of  the  induction  coil. 
This  current  therefore  becomes  undulatory,  and  con- 
sequently induces  currents  in  the  secondary  wire  which 
pass  to  the  h'ne,  to  the  further  end  of  which  is  connected 
the  receiver  (an  ordinary  Bell  telephone).  The  effect 
produced  in  the  receiver  is,  of  course,  the  same  as  in 
the  case  of  a  Bell  telephone  acting  as  transmitter,  which 
has  been  already  described  (pp.  21  and  22).  The 
performance  of  this  carbon  transmitter  was,  however, 
by  no  means  satisfactory,  and  it  is  very  doubtful  if 
Edison's  theory  of  its  action  is  accurate. 

Hughes  Microphone  ^ 
In  May,  1878,  Professor  Hughes  read  a  paper  before 
the  Royal  Society,  in  which  he  introduced  an  instrument 


Fig.  9. 

whose  action  depended  upon  the  variation  in  resistance 
of  a  loose  contact.  This  instrument  its  inventor  called 
the  microphone,  from  its  supposed  power  to  perform  in 
acoustics  with  regard  to  minute  sounds,  a  similar  part 

«  Proceedings  of  the  Royal  Society,  1878. 
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to  that  performed  in  optics  by  the  microscope  in  regard 
to  minute  objects.  It  should  be  observed,  however,  that 
there  is  nothing  to  prove  an  actual  amplification  of  the 
sounds  themselves;  on  the  contrary,  it  seems  more 
probable  that  it  is  an  effect  rather  of  transformation  of 
molecular  movements  into  sonorous  vibrations  than  of 
actual  amplification  of  the  sounds. 

Amongst  the  earliest  forms  which  Professor  Hughes 
gave  to  this  instrument  is  that  shown  in  fig.  9.  He 
took  two   French  nails,   laid   them  side  by  side,  not 


Fig.  la 

touching  each  other,  connected  wires  to  them,  and,  by 
laying  between  or  across  them  a  third  and  similar 
nail,  he  was  able  to  reproduce  almost  perfectly  in  a 
telephone  receiver  fixed  between  X  and  Y  the  ticking 
of  a  clock,  and  he  even  got  indications  of  the  sound 
or  tone  of  the  voice.  The  apparatus,  in  fact,  con- 
stitutes a  real  telephonic  transmitter. 

The  effect  pr&duced  is  better  still  with  carbon  pencils, 
and  the  apparatus  employing  carbon,  which  has,  with 
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a  few  modifications,  remained  the  microphone  par 
excellence,  is  represented  in  figs.  10  and  II.  It  con- 
sists of  a  small  pencil  of  gas  carbon  A,  terminating 
in  a  point  at  each  end  ;  these  two  ends  rest  lightly- 
within  two  small  circular  holes  in  two  pieces  of  carbon 
C,  C,  so  that  the  carbon  pencil  takes  up  a  vertical 
positioa  between  them ;   C  and  c"  are  fixed  to  a  thin 


Fig.   .1. 

sounding-board,  which  is  fitted  in  a  vertical  frame  B  on 
a  solid  block  D  (fig.  1 1.)  The  pieces  C  and  c'  are  con- 
nected through  the  battery  by  the  wires  X  and  Y  to 
the  receiver. 

The  instrument,  rough  as  it  looks,  is  of  surprbing 
delicacy.  It  converts  into  sonorous  vibrations  not  only 
musical  sounds  and  words,  but  the  slightest  oscillations, 
and  even  an  imperceptible  rustling.  The  slightest  touch, 
the  least  friction  against  the  block,  is  sufficient  to  produce 
a  grinding  noise  in  the  telephone.  The  point  of  a  small 
brush  rubbing  against  the  block,  the  fall  of  a  small 
cotton  ball,  produce  a  perfect  uproar  in  the  receiver  '■- 
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the  movement   of  a  fly  or  any  other  insect  walking 
upon  the  diaphragm  may  be  distinctly  heard. 

The  diflerence  between  Edison's  carbon  transmitter 
and  the  microphone  in  its  simple  form  as  constructed 
by  Hughes  is  very  slight ;  but  the  Edison  form  has 
disappeared,  and,  in  the  same  way  as  all  magnetic 
telephones  are  more  or  less  imitations  or  modifications 
of  the  original  Bell  instrument,  so  all  carbon  trans- 
mitters are  now  modifications  of  Hughes*  ingenious 
apparatus.  The  number  of  these  imitations  is  legion ; 
many  of  them  are  modifications  without  much  practical 
value.  In  succeeding  chapters  will  be  described  some  of 
those  modifications  which  either  represent  real  improve- 
ments and  have  given  satisfactory  results  in  practicCi  or 
which  present  some  special  features  in  construction. 

The  true  action  of  the  microphone  or  carbon- 
transmitter  is  very  little  understood,  although,  as  in 
the  case  of  the  magneto-telephone,  it  has  been  much 
discussed.  It  introduces  into  a  closed  electric  circuit 
through  which  a  current  is  flowing  a  resistance  which, 
by  varying  under  the  action  of  sonorous  vibrations, 
causes  the  current  to  undulate  in  a  way  exactly  analo- 
gous to  the  varying  sound  waves.  This  effect  was  at  one 
time  generally  assumed  to  be  due  solely  to  a  greater  or 
less  intimacy  of  electrical  contact  between  two  semi- 
conducting surfaces  abutting  upon  each  other ;  but  there 
is  now  very  little  doubt  that  it  is  at  least  partly  due  to  the 
effects  of  heat  generated  by  the  passage  of  electricity 
between  two  points  in  imperfect  contact,  whose  relative 
distance  is  variable.  Carbon,  according  to  Shelford 
Ridwell,  is  the  best  material  for  the  purpose;  first, 
because  it  is  inoxidible  and  infusible  ;  secondly,  because 
it  is  a  poor  conductor  ;  and,  thirdly,  because  it  has  the 
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remarkable  property  of  having  its  resistance  lowered 
when  it  is  heated — the  reverse  of  metals. 

Attempts  have  been  made  to  apply  mathematical 
analysis  to  the  determination  of  the  best  form  and 
arrangement  of  microphones,  but,  so  far,  without  suc- 
cess. The  fact  is,  that  the  conditions  due  to  heat  in 
the  microphone,  and  to  self-induction  in  the  induction 
coil,  are  very  complicated,  and  are  not  yet  sufficiently 
understood  to  bring  the  phenomena  they  produce  within 
the  region  of  mathematical  analysis. 

Experiments  made  by  Shelford  Bid  well*  indicate  that 
the  diminution  of  resistance  of  a  microphonic  contact  is, 
under  ordinary  conditions,  due  not  only  to  .an  increase 
of  pressure,  but  also  to  the  resulting  increase  of  current^ 
which  amplifies  the  effect  independently  of  the  actual 
diminution  of  resistance  of  the  point  of  contact.  Further, 
it  has  been  suggested  by  Stroh  ^  that  the  current  induces 
a  repellant  action  at  the  points  of  contact,  so  that  the 
variations  of  resistance  should  be  attributed  to  variations 
of  thickness  of  the  thin  layer  of  air  intervening  between 
the  carbons. 

Hughes  explained  the  variation  of  resistance  by  a 
variation  of  the  amount  of  contact — that  is  to  say,  that 
in  consequence  of  the  change  of  position  of  the  loose 
contact  produced  by  the  sonorous  vibrations,  a  larger  or 
smaller  number  of  molecules  take  part  in  the  trans- 
mission of  current. 

This  by  no  means  excludes  the  heat  theory.  It  is 
at  least  conceivable  that  heat  may  assist  the  action  of 
the  sonorous  vibrations.  Hughes  himself  favours  the 
idea  of  the  existence  of  minute  electric  arcs  at  the  points 

•  "  La  Lumifere  Elcctrique,"  1883. 

•  "  Telegraphic  Journal,**  1883,  vol.  xii.,  p.  221. 


of  contact.  Indeed,  there  are  many  phenomena,  such 
as  hissing  and  humming,  that  are  clearly  due  to  what  is 
known  as  the  Trevelyan  effect,  that  is,  the  motion  set  up 
by  the  expansion  and  contraction  of  bodies  which  are 
subjected  to  variations  in  temperature.  This  at  least 
tends  to  favour  the  heat  hypothesis,  as  does  also  the 
fact  that  with  continuous  use  some  transmitters  become 
sensibly  warm. 
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CHAPTER   IV. 

TELEPHONE  RECEIVERS, 

The  instruments  which  will  be  described  in  this  chapter 
are  all  more  or  less  merely  modifications  of  the  original 
Bell  telephone.  It  is  impossible  to  deal  with  all  the 
forms  that  the  instrument  has  taken,  or  even  with  all 
that  are  in  actual  use ;  but  an  effort  will  be  made  to  secure 
that  instruments  typical  of  most  of  the  distinctive  ideas 
either  of  form  or  magnetic  construction  shall  be  repre- 
sented, in  order  that  a  clear  conception  of  the  directions 
taken  by  different  workers  may  be  obtained.  It  will 
be  understood  that  some  of  these  types  are  of  merely 
historical  interest. 

Gowef^s  Receiver,^ 

One  of  the  first  successful  modifications  of  the  Bell 
telephone  was  that  made  by  Gower  in  1879. 

The  main  difference  between  this  instrument  and 
Bell's  consists  in  the  form  of  the  magnet,  which,  as 
will  be  seen  by  referring  to  fig.  12,  has  a  semi- 
circular shape.  Each  pole  of  the  powerful  horseshoe 
magnet  N  O  S  is  fitted  with  a  small  soft-ironpole-piece, 
upon   which  a  coil  is  fixed.     Gower,  appreciating  the 

British  Patent  Specification  315  (Januaiy  25,  1 879). 
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dedrability  of  thn  magnetic  action  being  directed  as 
closely  as  possible  at  the  centre  of  the  diaphragm, 
made  the  pole-pieces  thin  and  long,  and  fitted  coils 
to  correspond,  so  that  both  poles  of  the  magnet  were 
brought  very  nearly  together. 
The  whole  was  at  Arst  enclosed  in  a  flat  brass  case, 


Kg.  IS. 
whose  cover  carried  the  diaphragm  M,  the  thickness  of 
which  is  slightly  greater  than  that  of  the  Bell- 

Gower's  idea  at  first  was  to  make  the  magnetic  telephone 

complete  in  itself— to  act  as  both  transmitter  and  receiver 

— and  the  figure  illustrates  his  complete  instrument. 

Instead  of  the  ordinary  flexible  wire  oermitting  the 
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telephone  itself  to  be  applied  to  the  mouth  or  ear^ 
Gower  fixed  the  magnetic  telephone,  and  fitted  it  with 
a  flexible  tube  like  those  used  on  speaking-tubes. 

To  call  attention^  he  used  a  reed  call,  represented 
separately  in  the  figure  to  a  larger  scale  (half  full  size). 
It  consists  of  a  tube  A  bent  at  right  angles,  fastened  to 
the  diaphragm  M,  One  end,  T,  of  the  tube  faces  the 
diaphragm,  whilst  the  other  opens  into  the  telephone 
case ;  the  tube  contains  a  vibrating  reed  L.  By 
blowing  into  the  acoustic  tube,  the  reed  vibrates,  and 
its  vibrations  are  communicated  to  the  diaphragm. 
These  intense  vibrations  induce  powerful  magneto 
currents,  which  give  rise  in  the  receiver  to  corre- 
sponding vibrations,  and  thus  create  a  considerable 
noise.  By  adding  a  large  resonant  ear-trumpet  to  the 
apparatus  the  sound  can  be  heard  at  a  considerable 
distance.  The  fitting  to  the  diaphragm  of  the 
tube  A  in  no  way  disturbs  the  clearness  of  transmission, 
while  as  a  call  it  is  very  efficient 

Siemens'  Receivers 

This  instrument,  which  is  very  extensively  used  in 
Germany,  is  represented  in  figs.  13  and  14.  It  is  one 
of  the  earliest  of  the  bi-polar  telephones  which  have  now 
come  into  such  general  use. 

On  the  horseshoe  magnet  N  S  are  fitted  two  soft-iron 
pole-pieces,  which  carry  the  small  oblong  soft-iron  cores 
n  Sy  fitted  with  coils  e  of  fine  insulated  copper  vire. 

The  horseshoe  magnet  is  held  in  position  by  means 
of  a  screw,  which  passes  through  a  wooden  block /fixed 
to  the  iron  disc  a^  and  through  a  brass  plug  in  the  centre 
of  the  wooden  block.     When,  therefore,  the   screw  is 

*  Gra'winkel,  "Telephonic  und  Mikrophonie,"  p.  73. 
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turned,  the  magnet  is  drawn  back  or  advanced,  so  that  the 
screw  serves  as  an  adjustment  Small  pieces  of  hard  wood 
are  clamped  at  r  cr  on  each  side  of  the  two  extremities  of 
the  magnet,  and  serve  for  the  reception  of  the  wires  d, 
which  are  connected  to  the  convolutions  of  the  two 
coils  e.    The  wires  d  terminate  at  two  screws  at  either 


F^.  14.    )  full  site. 
side  of  the  block  /,  and  the  line  wires  are  connected  to 
these  screws.    An  iron  stirrup  g  for  the  suspension  of 
the  instrument  is  fastened  to  the  plate  a. 
■  The  whole  is  placed  in  a  cylindrical  tube  of  sheet 
iron  h  (fig.  13),  so  that  a  forms  an  end  plate. 
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I  pi  ace  of  the  reed-call  with  which  this  instrument 
was   originally   provided  a   magneto   "  siren-call "   has 
recently    been    devised.      This  is    shown    in    fig.  15. 
Between   the    poles   of  the    permanent    magnet    and 
beneath  the  coils  Is  fitted  a  small  solid  cylinder  consist- 
ing of  two  segments  of  soft-iron  s^arated  by  a  central 
brass-piece  as  shown  to  the  right  in  the  figure.    This 
cylinder  can  be  rapidly 
rotated   by    means  of 
a  small  crank  -  handle 
with  which  it  is  geared 
through     a    train    of 
wheels.       Now,  when 
one    of    the    soft-iron 
segments  is  made  to 
take   up    its    position 
across  the  poles  of  the 
permanent  magnet  the 
magnetic  field  will  be 
diverted  from  the  coils 
on  the  pole  pieces ;  and 
this  change  will  result 
in  an  induced  magneto 
current    in    the   coils- 
The  replacement  of  the 
'Fig-  ij.  armatures  to  the  posi- 

tion shown  will  induce  another  current ;  and,  as  such 
changes  can  be  effected  with  considerable  rapidity 
by  means  of  the  crank-handle  and  its  gearing, 
alternating  currents  may  thereby  be  induced  which  will 
cause  the  diaphragms  of  all  receivers  in  the  circuit  to  emit 
a  siren-like  sound,  which  is  ordinarily  sufficient  to  act  as 
a  call.     If  a  louder  sound  is  required  the  small  bullet 
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shown  In  the  figure  is  left  resting  upon  the  diaphragm 
and  acts  to  intensify  the  sound  emitted. 

The  armature,  if  left  to  itself,  would  take  up  a  position 
across  the  poles,  and  weaken  the  magnetic  field  through 
the  diaphragm.  In  order  to  prevent  this, 
when  the  telephone  is  used  for  conversation 
it  is  necessary  that  the  armature  be  always 
brought  into  its  neutral  position,  and  locked 
there.  This  is  done  by  a  special  springs 
catch,  dropping  a  pin  into  a  pin-hole,  which 
arrests  the  armature  in  the  proper  position. 

Fig,  i6  shows  another  form  of  Siemens' 
telephone,  which  is  designed  for  use  in  com 
bination  with  microphone  transmitters.  The 
side-magnet  and  the  large  ear-piece  tend  to 
make  this  a  very  handy  instrument,  and  in 
the  later  pattern  with  aluminium  fittings.  Fig-  i6. 
it  is  extremely  neat  and  light.  The  figure  is  about  \ 
full  size. 

Ader's  Receiver.* 

This  telephonic  receiver  is  extensively  used  in  France, 
in  Belgium,  and  in  Austria.  It  consists,  as  will  be  seen 
from  fig.  17,  of  a  circular  magnet  A,  which  at  the  same 
time  serves  as  handle  to  the  instrument  ■  On  the 
cores  B,  fixed  to  the  two  magnet  poles,  two  coils  are 
wound,  an  arrangement  similar  to  that  in  the  preceding 
apparatus.  Ader,  however,  has  added  a  soft-iron 
ring  X,  placed  before  the  vibrating  plate  M,  to 
which  he  has  given  the  name  of "  over-exciter  "  (sur- 
excitateur).      The  object  of  this  iron  ring  is  to  excite 

"  Sleur,  Etude  sur  U  T«l<phonie." 
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more  strongly,  by  means  of  magnetic  induction,  the 
opposite   magnet  poles.     The  theory  of  this  magnetic 
reaction  was  first  stated  by  Du  Moncel  in   1878.     He 
found   that  the   more  the    mass    of   the    armature  of 
a.    magnet    approaches    in    magnitude    that    of    the 
magnet  itself,    the  more  powerful  is  their  reciprocal 
induction,  until,  when  the  masses  are  equal,  it  reaches 
a  maximum.     It  is  clearly  not  feasible  to  increase  the 
mass  of  the  telephone  diaphragm  to  such  an  extent,  as 
that  would  inevitably  destroy  its  vibrating  quality,  but 
by  placing  the  diaphragm  between  the  m^net   and  a 
massive    fixed   armature,    a 
similar  advantage  is  secured. 
This  is  what  Ader  does.     By 
fixing    the    iron   ring    K    in 
front  of  the  diaphragm,   the 
lines  of  force  are  concentrated 
I  forward  through  the  plane  of- 
j  the  diaphragm  instead  of  being 
'  directed  back  as  in  the  case  of 
the    ordinary     Bell    receiver. 
The  variations  in   the    mag- 
netisation    of     the     magnet 
P'g-  '7.  produced    by     the     induced 

currents  have  consequently  a  maximum  effect  on  the 
vibrating  plate,  whose  centre  is  placed  in  the  strongest 
possible  magnetic  field  perpendicularly  to  the  lines  of 
force.  The  telephone  thus  becomes  more  powerful  and 
more  sensitive  to  the  extremely  delicate  inflections  of 
ihe  undulations  constituting  the  timbre  of  the  human 
voice.  Ader's  receiver  is  certainly  one  of  the  most 
sensitive  at  present  in  use. 
The  theory  of  this  receiver  is  well  illustrated  by  an 
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instrument  devised  for  the  purpose  by  the  inventor.  In 
front  of  an  adjustable  permanent  magnet  is  placed  a 
flexible  iron  strip,  the  position  of  the  magnet  being  so 
adjusted  that  the  strip  is  not  deflected.  If  now,  a  mass 
of  iron  be  made  to  approach  the  magnet  on  the  opposite 
side  of  the  strip,  the  increase  in  the  strength  of  the  field 
is  immediately  shown  in  the  attraction  of  the  strip  by 
the  magnet. 

D' Arsonvats  Receiver* 

The  inventor  of  this  instrument  put  forward  the  theory 
that  in  telephones  with  two  polc:.  and  two  coils,  such  as 
have  been  described, 
the  only  really  useful 
part  of  each  coil  is 
that  situated  between 
the  two  poles ;  the 
part  of  the  wire  which 
isoutside  being  almost 
completely  lost  for 
purposes  of  induction, 
and  simply  intro- 
ducinga  useless  resist- 
ance, as  all  the  lines 
offorce  of  the  magnet 
are  concentrated  in 
the  inter-polar  space. 

In  order  to  subject 
the  whole  of  the  wire  '" 

to  induction,  D'Arsonval  constructed  an  annular 
magnetic  field,  as  in  the  Nickles  electro-magnets,  by 
taking   one    of    the    poles    of  the   magnet  as   centre, 

*  "Li  Lu mitre Electrique,"  r38i,  p.  i;a 
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while  the  other  pole  surrounds  it  in  the  form  of  a 
ring.  The  coil  being  then  fitted  on  the  central  pole, 
all  the  convolutions  of  the  wire  are  within  the  strongest 
possible  magnetic  field,  and  are  consequently  subjected 
to  maximum  induction. 

The  permanent  magnet  therefore  consists  of  a 
spiral  part  A  (fig.  i8),  one  extremity  of  which  carries 
the  central  pole  (represented  separately  at  n),  on 
which  is  placed  the  coil  B ;  while  the  other  extremity 
carries  an  iron  cylinder  T,  completely  surrounding  the 
coil,  so  that  it  is,  as  it  were,  enclosed  in  a  circular 
magnetic  field  of  great  intensity. 

The  case  D,  which  carries  the  iron  diaphragm,  is  fixed 
in  the  most  simple  and  most  solid  fashion,  without 
requiring  any  screws,  by  being  clamped  between  the 
magnet  and  the  central  core. 

The  connections  to  the  conductors  of  the  cord  F  are 
made  inside  the  case,  so  that  the  need  for  outside  ter- 
minals, which  are  more  or  less  liable  to  be  interfered 
with,  is  obviated. 

In  this  form  the  complete  instrument,  which  weighs 
less  than  one  pound,  gives  excellent  results. 

Goloubitzkys  Receiver,^ 

Starting  from  the  fact  that  several  telephones  placed 
at  the  receiving  station  can  simultaneously  reproduce 
speech  without  any  sensible  loss  of  sound  in  each  of 
them,  Goloubitzky  thought  that,  by  combining  these- 
several  telephones  into  one,  an  apparatus  might  be 
obtained  which  would  produce  more  intense  sounds.** 
A  further  step  in  the  same  direction  led  to  the  con* 

*  La  Lumi^re  Electrique/'  1882,  p.  503. 

The  late  G.  W.  Phelps  had  put  forward  the  same  idea  in  America  in  1878^ 
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elusion  that  several  magnets  acting  at  the  same  time  on 
the  same,  diaphragm  would  effect  the  same  purpose, 
provided  that  the  vibrations  produced  were  concordant. 
These  considerations  resulted  in  the  construction  of  the 
telephone  shown  in  fig.  19.  The  poles  of  two  horse- 
shoe magnets  crossing  each  other  at  right  angles  are 
placed  opposite  the  diaphragm,  in  the  annular  region 


Fig.  19. 
corresponding  to  the  centres  of  vibration;  the  four  poles 
of  the  two  magnets  form  the  four  angles  of  a  perfect 
square,  two  pairs  of  similar  poles  being  necessarily  iide 
by  side.  Care  is  taken  in  manufacture  to  ensure  that  the 
diaphragm  is  just  clear  of  every  pole — a  hollow  sound 
produced  by  tapping  on  the  diaphragm  through  th< 
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Opening  of  the  mouthpiece  indicates  that  this  is  so. 
The  electro-magnet  cotis  are  first  connected  so  as  to 
correspond  to  the  two  different  poles  of  the  same 
magnet,  and  the  two  pairs  of  coils  are  then  joined  in 

Neumayer's  Receiver.^ 

This  instrument  has  been  used  for 
the  Bavarian  telephonic  service,  and 
is  a  very  successful  modification  of 
the  original  Bell.  The  m^net  m  m 
(fig.  20)  consists  of  five  cylindrical  * 
rods  of  best  hardened  steel.  The 
pole  opposed  to  the  diaphragm  is 
formed  in  the  following  way. 
Acting  upon  the  recognised  prin> 
ciple  adopted  in  the  formation  ol 
the  cores  of  induction  coils,  Neu- 
mayer  fills  a  thin  brass  cylinder 
with  pieces  of  very  fine  iron  wire 
(such  as  is  used  for  wiring  flowers), 
3  centimetres  in  length,  and  solders 
them  in.  The  coil  is  fitted  upon 
the  upper  part  ofthe  cylinder,  wtiich 
is  fixed  firmly  in  the  centre  of  the 
brass  case  s.  Around  the  lower 
end  of  the  core  e  the  magnets  are 
grouped  and  fixed  in  position  by  a 
'Olo(]  fii;.  za  brass  ring  which  surrounds  them  at/ 

T!»i''?flagn)fts  are  enclosed  in  a  wooden  case  which  is 
^^fi^^^^Kii'bottom  of  jt  and  terminates  in  a  brass  ring. 
Trtfe^*(jd/e«l'BP*ft^rtg  the  core  £  in  the  case ;r is  inorder 
rihMcifhWoltoilfoirioafxdistance  between  the  pole  and 

,dl  ri-lJOldi.  gftaWtJtiSifeheJZeilKhrift,"  1S84,  p.  339. 
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the  membrane  arising  from  variations  of  temperature 
may  be  as  small  as  possible,  and  thus  to  dispense  with  a 
special  r^ulation  of  the.  receiver,  as  the  distance  of  the 
magnet  from  the  membrane  is  thus  rendered  independent 
of  the  variations  in  length  of  the  magnets.  The  diaphragm 
is  '3  mm.  thick,  and  rests  upon  the  upper  rim  of  the 
metal  case.  It  is  kept  in  position  in  the  usual  manner 
by  the  cap  carrying  the  ebonite  mouthpiece  v^  which  is 
screwed  on  to  the  top  of  the  case.  The  coil  is  wound 
with  copper  wire  of  'ii  mm.  diameter  to  a  resistance  of 
about  100  ohms. 

Double-pole  Bell  Receiver, 

As  already  stated  (p.  42),  the  firm  of  Siemens  Bros, 
was  the  first  to  revert  to  Bell's  original  idea  of  bringing 
both  poles  of  the  inducing  magnet  to  act  upon  the 
diaphragm.  This  is  now  coming  to  be  generally  recog- 
nised as  the  best  plan,  and  nearly  all  makers  have 
adopted  it.  The  general  plan  upon  which  the  most 
approved  double-pole  receivers  are  now  made  was 
introduced  by  the  Western  Electric  Company,  and  fig.  21 
shows  one  of  the  developments  from  their  pattern. 
The  case  is  usually  of  thin  metal  with  an  ebonite  sleeve 
over  the  cylindrical  part ;  but  there  are  advantages  in 
an  ebonite  case  as  shown,  from  the  fact  that  the  connections 
from  the  coil  are  sometimes  found  to  be  in  contact  with 
the  case,  and  that  the  exposed  nickelled  brass-work  does 
not  stand  wear  so  well  as  ebonite.  On  the  other  hand, 
it  must  be  admitted  that  rough  usage  or  accident  are 
very  apt  to  shatter  the  light  ebonite  case.  It  will  be 
seen  tbac  dished  washers  at  the  curved  end  of  the 
magnet  provide  for  slight  adjustment.  The  terminals 
shown  are  those  adopted  by  the  Post  Office  to  obviate 
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the  need  of  special  ends  to  the  connecting  cords.    The 

tinsel  conductor  is  clamped  beneath  the  head  of  a  screw 
which  exactly  fills  a  recess 
in  the  top  of  the  terminal 
pillar.  A  carefully  finished 
gap  in  the  periphery  of  the 
recess  permits  the  conductor 
to  pass  without  danger  of 
damage. 

A  good  form  of  "  tag  " 
for  the  ends  of  conductors 
that  are  to  be  connected 
to  "  French "  terminals  is 
shown  full  size  in  fig.  22. 
The  enlarged  end  c  of  the 
pin  P  which  is  fitted  in  the 
terminal  is  threaded  and 
fitted  with  a  cap  C,  through 
thecentre  hole  of  which  the 
cord  conductor  is  brought 
and  then  spread  out  to  be 
clamped  by  the  screwing-up 
of  the  cap.  This  principle 
would  itself  produce  an  ex- 
cessively neat  terminal  by 
Rg.  ai.   %  fu    SIM.  screw-threading   the   upper 

p  C^  part  of  the  actual  terminal 

L^^A»  Iffii         as  at  c,  and  fitting  it  with 
C      ■W         a  cap.  A  brass  washer  would 
Fig.  a».    Full  siie.  be  needed  in  the   cap    in 

such  a  case.     The  tag  is  made  by  the  General  Electric  * 

Company. 
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Various  forms  of  small  flat  circular  receivers  arr  now 
in  general  use,  and  although  for  the  most  part  they  are 
not  the  best  fcwm  for  efficiency,  they  are  convenient  and 
good  for  short  line  working. 

One  of  these  is  shown  by 
fig.  23.  This  is  the  pattern  used 
with  the  De  Jongh  instrument. 
The  magnet  is  a  ring  with  pro- 
jections, which  are  curved  round 
and  form  poles  behind  the  open- 
ing in  the  ring.  Thus  the  coils 
attached  to  the  poles  project 
through  the  hole  in  the  ring. 

Collicf^s  Receiver,^ 

This  receiver,  one  form  of 
which  is  shown  in  fig.  24, 
possesses  the  special  feature 
of  interest  that  a  distinct  claim  ^»&-  ^J- 

is  made  for  it  that  it  is  actually  more  efficient  than 
any  other  receiver  yet  made ;  and  although  some  of  the 
statements  put  forward  must  be  accepted  with  consider- 
ble  reserve,  there  is  no  reason  to  doubt  that  it  is  a  very 
good  instrument.  The  arrangement  of  the  parts  is  as 
follows  : — Through  the  main  body  of  the  case  is  fitted 
the  coil  C,  the  core  of  which  is  of  special  construction  ;  it 
is  formed  either  of  soft-iron  wires,  as  in  the  case  of  an 
induction  coil,  or  (as  shown  in  fig.  25)  of  several  sections 
of  soft-iron  magnetically  insulated.  This  construction 
is  adopted  to  prevent  the  formation  of  Foucault  currents 

«  British  Patent  Specification,  13,756.     1889. 
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in  the  core.    Close  to  each  end  of  the  core  ■?  .itted  a 
diaphragm  D,  clamped  in  position  by  a  screwed  cap, 
through  the  centre  of  each  of  which  is  screwed  a  soft- 
iron    "  pole-piece,"  which    *s    made    to    ver)  "'closely 
approach  the  diaphragm,  while 
it  slightly  projects  outside  the 
cap.      Screwed   to    the  caps, 
with    its  poles  clamping  the 
soft-iron     pole-pieces    is    the 
N  S  strong  permanent  mE^et  N  s. 

The  general  effect  is,  there- 
fore, to  place  the  coil  in  a 
strong  magnetic  field,  the 
lines  of  force  of  N  s  being 
concentrated  through  the  core 
and  the  diaphragm.  At  the 
top  of  the  case,  as  shown,  or 
at  the  side,  is  fitted  a  mouth- 
piece M  (or  the  case  itself  Is 
suitably  shaped),  and  air-com- 
munication   with   the    spaces 

.  ,  „   .  between  the  diaphragm    and 

Fie.  34>    1  fuH  siic 

the  coil  is  secured   by  means 

of  a  series  of  holes  arranged 

©in    line   with  and  around    a 
conical  formation  of  the  case 
t  the  mouthpiece. 
When  wound  to  the  same 
Fig-'S-  resistance  (I20   ohms)  as  the 

Western  Electric  double-pole  receiver,  experimental 
instruments  have  been  found  slightly  superior  to  selected 
double-pole  receivers,  and  about  5  per  cent  better 
than  the  average  receiver  that  has  not  been  specially 
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adjusted.  It  is  usual,  however,  to  wind  the  Collier 
receiver  much  higher  (about  3Cx>  ohms),  and  we  are  not 
aware  of  any  comparative  tests  having  been  made  with 
other  receivers  wound  to  that  resistarice. 
"  Head-gear  "  TeUphoms. 
It  is  often  desirable  that  the  user  of  the  telephone 
shall  have  both  hands  disengaged ;  but  the  receivers 


hitherto  described  necessitate  the  use  of  one  or  both 
hands    for    holding  them.     The  special  requirement 
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arises  more  especially  in  connection  with  the  manipula- 
tion of  telephone-exchange  switches ;  but  there  are  also 
other  circumstances  in  which  the  holding  of  a  re<ieiver  to 
the  ear  becomes  inconvenient  and  tiresome :  for  instance, 
where  a  long  message  from  or  for  a  news  agency  has  to 
be  transcribed  by  dictation  from  a  distant  office.  To 
meet  such  requirements  "head-gear"  telephones  are 
generally  used.     Two  forms  of  these  instruments  are 

shown  in  figs.  26  and  27.  In 
the  former  the  receiver,  of  the 
"  watch  "  pattern,  is  fixed  at 
the  end  of  a  single  flat  spring, 
at  the  other  end  of  which  is  a 
pad.  The  spring  merely  fits 
over  the  top  of  the  wearer's 
head.  The  whole  weight  with 
Western  electric  aluminium 
cased  receivers  is  only  9  oz., 
including  connecting  cords. 
In  fig.  2y  there  are  two  springs, 
each  of  which  is  slotted,  so  that 
they  can  be  adjusted  and 
clamped  in  any  required 
position.  This  appears  to  be 
the  better  form  in  cases  where 
^^^'  ^^*  the   wearer    requires  to  bend 

over  a  desk  or  to  move  about  while  the  telephone  is 
in  position.  Two  receivers  are  sometimes  used  in  this 
case,  and  fig.  28  illustrates  two  receivers  in  connection 
with  a  very  comfortable  form  of  "  head  gear,"  made  by 
Messrs.  Siemens  Bros.  It  will  be  seen  that  the  instru- 
ment is  fixed  by  means  of  a  head-strap,  and  that  the 
position  of  the  receivers  is  adjustable. 
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Mercadie^s  Bi-telepkone.  * 
Mercadicr's  researches  on  the  theory  of  the  telephone 
led  him  to  the  design  of  very  small  receivers,  which  give 
very  excellent  results.  His  receivers  weigh  only  about 
I J  02.,  as  compared  with  the^l  ozs.  of  the  ebonite-cased 
double-pole  Bell  receiver  described  on  p.  51  (fig.  21). 
A  full-sized  section  of  the  receiver  is  shown  in  fig.  29. 
The  electro-magnet  coils  are  mounted  upon  a  laminated 
annular  magnet  M  by  means  of  threaded  ends  of  the  cores, 


Fig.  39.    Pull  %\K. 

which  project  through  the  magnet  and  through  a  thin 
iron  disc  A,  and  are  fixed  by  nuts  on  the  other  side. 
This  disc  is  clamped  between  the  ebonite  back  B  and 
the  threaded  ebonite  tube  E.  Between  the  other  end  of 
this  tube  and  the  ebonite  cape,  which  is  shaped  uith 
an  ear>piece,  is  clamped  another  disc  D,  which  serves  as 
a  diaphragm.  The  adjustment  of  the  distance  between 
•  "  La  Lnmitre  Eleetrique,"  1891,  p.  37. 
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the  poles  and  the  diaphragm  D  is  effected  through  the 
screw  a^  which  is  fitted  in  a  brass  bushing  in  the  back 
B,  and  the  inner  end  of  which  is  screwed  with  more  or 
less  force  against  the  disc  a,  upon  which  the  electro- 
magnet is  fitted. 

The  complete  instrument  (fig.  30),  consisting  of  two 
receivers  and  their  attachments,  weighs  only  just  over 
4J  ozs.  The  steel  wire  V  by  which  the  receivers  T  T  are 
connected  serves  as  a  spring  to  press  the  ear-pieces  / 
into  the  ears,  and  it  may  be  easily  adjusted  to  give  any 

desired  pressure.  As  it  is  objec- 
tionable to  have  several  people 
inserting  the  ear-pieces,  separate 
rubber  tubes  (shown  in  section 
fitted  over  the  tubular  projection 
on  c  in  fig.  29)  are  provided^ 
which  can  be  readily  changed 
so  that  each  user  may  have  a 
separate  pair.  There  is  no  doubt 
that  the  bi-telephone  possesses 
distinct  advantages,  but  the 
reasonable  prejudice  against  the 
common  use  of  an  instrument 
which  needs  to  be  inserted  in  the 
ears  will  probably  prove  a  very  serious  obstacle  to 
its  general  introduction. 


Adjusting  Clamps  for  Receivers, 

In  many  forms  of  telephone  receivers  the  practice  is 
to  adjust  the  position  of  the  diaphragm  by  means  of 
rings  of  thin  metal  or  of  paper,  clamped  between  the 
diaphragm  and  the  body  of  the  instrument.  These 
separate  rings  are  naturally  liable  to  get  lost  or  broken 
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if  the  top  is  removed,  and  in  any  case  do  not  appear  a 
very  satisfactory  mechanical  device.  Messrs.  Mix  & 
Genest  have  consequently  introduced  a  special  clamp, 
which  is  illustrated  in  connection  with  a  watch-receiver 
case  by  fig.  31.  The  diaphragm  itself,  D,  is  clamped 
firmly  in  the  cover  by  means  of  the  ring  R,  which  is 
threaded  on  its  periphery  to  screw  into  the  cover.  The 
cover  can  be  screwed  into  position  in  the  usual  way, 
and  when  in  its  proper  place  as  to  adjustment  can  be 
rigidly  fixed  there  by  means  of  the  clamping  screw  c. 
This  clamping  screw  passes  through  the  case  into  the 
brass  piece  A,  from  which  a  stout  pin  a  passes  through  a 


Fig.  31.    }  full  size. 

hole  in  the  case,  and  is  threaded  on  its  end  to  correspond 
with  the  screw-thread  for  the  cover.  The  pin  a  is, 
however,  rather  longer  than  the  case  is  thick  ;  so  that 
when,  by  the  screwing-up  of  C,  the  piece  A  is  drawn 
towards  the  rim  of  the  case,  the  end  of  a  firmly  presses 
against  the  rim  of  the  cover,  and  so  effectually  prevents 
it  from  being  moved.  This  serves,  therefore,  not  only  as 
an  adjustment,  but  also  as  a  means  of  preventing  un- 
authorised persons  from  tampering  with  th6  instrument, 
because  the  case  cannot  be  opened  except  with  the  aid 
of  a  screw-driver- 
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CHAPTER  V. 

CARBON  TRANSMITTERS, 

The  original  carbon  transmitter  of  Edison  is  repre- 
sented in  its  numberless  successors  in  scarcely  more  than 
the  fact  of  the  use  of  carbon.  Ceaseless  efforts  have 
been  made  by  some  of  the  most  able  of  investigators  to 
discover  some  material  other  than  carbon  that  was 
equally  efficient — efforts  that,  if  they  had  been  crowned 
with  success  during  the  continuance  of  the  monopoly  of 
the  use  of  carbon,  would  have  ensured  a  handsome  for- 
tune. Hitherto  nothing  has  been  found  that  even 
approaches  carbon  in  efficiency  for  microphonic  purposes, 
and  now  that  the  monopoly  has  lapsed  the  incentive  to 
investigation  is  considerably  reduced. 

The  principle  adopted  in  connection  with  magnetic 
receivers  will  be  followed  also  in  this  chapter — namely, 
a  selection  will  be  made  of  some  typical  forms  of  trans- 
mitters which  will  embrace  some  which  are  principally 
of  historical  interest,  some  which  illustrate  a  more 
or  less  special  principle,  and  others  (and  these  the 
greater  number)  which  are  useful  forms  for  present-day 
purposes. 
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Crossley's  Transmitter} 

The  diaphragm  of  Crossley's  apparatus  (figs.  32  and 
33)  is  a  very  thin  deal  board  D,  having  at  the  comers 
small  cork  pads  L,  which  are  glued  to  a  sloping  board 
F  H,  in  the  centre  of  which  is  fitted  a  mouthpiece  E. 

Below  the  diaphragm  (fig.  33)  are  fastened  four  car- 
bon blocks  B,  B',  b",  b"',  between  which  four  carbon 
cylinders,  or  pencils  C,  c',  c",  c'"  are  arranged. 


B         '^        B 

Fig.  32. 

Fig-  33  represents  the  arrangement  of  the  pencils 
between  the  blocks.  It  will  be  seen  that  the  ends  of 
the  carbon  pencils,  which  are  smaller  in  diameter  than 
the  central  part,  fit  loosely  in  holes  drilled  in  the 
blocks.     This  was  the  first   transmitter  in  which  this 


Fig.  33. 

form  of  pencil  was  adopted,  although,  as  already 
explained  (p.35),  Prof.  Hughes'  original  microphone  was 
essentially  the  same.  Indeed,  in  his  paper  read  before 
the  Physical  Society  on  the  8th  June,  1878,  Hughes 

« British  Patent  Specification,  412  (February  i,  1879). 
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showed  his  appreciation  of  the  desirability  of  using 
multiple  contacts.  He  said,  ''  a  man's  voice  requires 
four  surfaces  of  pine  charcoal,  six  of  willow,  eight  of  box- 
wood,  and  ten  of  gas  carbon^ 

The  current  from  the  battery  passes  through  tlie 
primary  wire  of  the  induction  coil  to  the  carbon  block 
B',  and  thence  by  the  two  upper  and  the  two  lower 
pencils  to  the  block  B'"  and  back  to  the  battery. 

The  vibration  of  the  diaphragm,  consequent  on  speech 
being  directed  towards  it,  causes  variations  of  contact 
between  the  carbon  cylinders  and  the  carbon  blocks, 
which  produce  variations  of  current  strength  in  the 
primary  wire  of  the  induction  coil.  These  variations  of 
contact  may  be  broadly  explained  in  the  following  way : 
When  the  vibrating  diaphragm  makes  a  downward 
movement,  the  blocks  B  follow  this  movement,  whilst 
the  cylinders  C,  through  inherent  inertia,  have  a  ten- 
dency to  remain  in  place,  and  this  establishes  loose  con- 
tacts between  the  cylinders  and  the  blocks.  When, 
subsequently,  the  diaphragm  executes  a  reverse  upward 
motion,  the  blocks  following  the  diaphragm  press 
more  closely  against  the  cylinders,  which  still  have  a 
tendency  to  descend — hence  a  better  contact  between 
the  cylinders  and  the  carbon  blocks. 

The  Gower-Bell  Transmitter. 

This  transmitter,  which  is  shown  in  fig,  34,  consists 
of  eight  carbon  pencils  supported  between  eight  outside 
carbon  blocks,  Cj,  C^,  C,,  C4,  and  one  central  block,  C,  the 
whole  being  fixed  beneath  the  diaphragm,  which  is  a 
simple  deal  board  about  g\  in.  x  5^  in.  and  'ii  in.  thick, 
fixed  by  screws  beneath  the  top  of  the  transmitter 
case,  with  soft  rubber  washers  on  either  side,   so  that 
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the  whole  diaphragm  may  be  as  free  as  possible.  The 
top  of  the  case  gives  the  diaphragm  a  slight  slope 
(see  fig^  102). 

The  carbon  pencils,  one  of  which  is  shown  full  size, 
are  connected  in  two  sets  of  four,  by  means  of  thin 
copper  strif^j,  S  S'.  The  battery  current,  on  its  way 
to  the  primary  wire  of  the  induction  coil,  enters  one  set 
of  pencils  through  four  of  the  eccentric  blocks,  passes 
through  the  centre  block,  and  leaves  by  the  second  group 
of  pencils. 


Fig*  34- 

The  diaphragm  is  protected  by  a  teak  board  furnished 
with  a  porcelain  mouthpiece,  the  object  of  which  is  to 
secure  direct  speaking  towards  the  centre  of  the  dia- 
phragm, and  to  prevent  the  latter  from  being  used  as 
a  desk.  It,  however,  presents  a  disadvantage  which 
occasionally  necessitates  its  being  abandoned — namely, 
the  condensation  of  moisture  upon  the  cold  surface  of 
the  porcelain  during  use,  which  in  cases  where  the 
instrument  is  continually  used  becomes  very  objection- 
able, and  has  even  been  known  to  cause  a  fault  in  the 
instrument 
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The  Gower  transmitter  is  used  very  extensively  by 
the  British  Post  Office  and  others.  For  an  indication  of 
its  efficiency  see  p.  io6. 

Ader^s  Transviitter. 

The  carbon  cylinders  are  of  the  same  form  as  in  the 
preceding ;  but  they  are  more  numerous,  and  are 
arranged  parallel  to  each  other  in  two  sets,  between  three 
carbon  blocks  B,  b',  b"  (figs.  35  and  36). 


^W:-^H 


^--    V.4;-:i.,^/^..^::^ 


1?«.  35- 


Fig.  36. 

The  diaphragm  D  is  a  deal  board,  which  is  fixed  at  a 
slight  angle  with  the  horizontal  plane.  It  is  fastened  to 
a  rubber  frame  C  C^  which  is  glued  above  the  board  F  H» 
through  which  there  is  a  hole  at  O  to  allow  a  free  space 
for  the  carbons.  The  diaphragm  is  quite  open,  not  beings 
protected,  as  in  the  Crossley,  by  a  board  with  a  mouth- 
pic  ce. 
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Paul  Bert  and  UArsonvaFs  Transmitter* 

The  arrangement  of  the  carbons  on  the  diaphragm  of 
this  transmitter,  which  is  fixed  vertically  (fig.  37),  is 
similar  to  that  of  Hughes's  microphone  (p.  35),  but  the 
number  of  carbons  is  increased. 

The  special  characteristic  of  the  D'Arsonval  trans 
mitter  is  the  method  of  regulating  the  pressure  of  the 
carbons.     The   carbon   blocks  B,  b',  b"  have  conical 


Kg.  37.  Fig.  38. 

holes  for  the  reception  of  the  conical  ends  of  the 
carbon  pencils  c,  c',  c',  c".  The  pencils  are  surrounded 
by  a  covering  of  thin  sheet  iron  F,  and  behind  them 
is  a  horseshoe  magnet  A,  shown  in  section  in  fig.  37 
and  by  dotted  lines  in  fig,  38.  This  magnet,  the  posi 
tion  of  which  can  be  r^ulated  by  approaching  it  towards 
or  withdrawing  it  from  the  carbons  by  means  of_a  screw, 

*  Sieur,  «  Etude  tur  la  T«1£phonie." 
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attracts  the  iron  covering  of  the  carbons,  so  that,  under 
the  influence  of  the  vibrations  of  the  diaphragm  D,  their 
contact  with  the  blocks  B,  b',  b"  is  modified  without 
breaking,  and  produce  the  variations  of  resistance  and  of 
current  strength  required  for  the  reproduction  of  articu- 
late sound.  It  will  be  seen  from  fig.  38  that  the  carbon 
pencils  are  arranged  in  pairs,  so  that  the  current  passes 
from  block  B  simultaneously  through  the  pencils  C 
and  c\  through  block  b',  then  through  the  pencils  O 
and  C",  and,  leaving  through  block  B'Vcompletes  its  circuit 
through  the  primary  wire  of  the  induction  coil,  whose 
secondary  wire  is  in  connection  with  the  line-wire,  as  in 
the  systems  already  described.  In  fact,  almost  without 
exception,  this  arrangement  in  series  and  parallel  is  a 
feature  of  all  pencil  transmitters,  as  it  tends  to  equalise 
the  action  and  prevent  irregularity  due  to  the  inde 
pendent  motion  of  the  carbon. 

De  JongJis  Transmitter} 

The  De  Jongh  transmitter  is  a  very  convenient  and 
efhcient  form  of  pencil  transmitter. 

It  consists  of  a  diaphragm  of  pine  wood,  about  6|  inches 
by  4^  inches,  to  which  are  affixed  two  series  of  four 
carbon  blocks,  the  surfaces  of  which  are  polished.  The 
blocks  in  each  set  are  connected  together  by  means  of 
a  flexible  wire,  securely  bound  round  each.  Behind  the 
diaphragm,  at  a  distance  of  half  an  inch,  is  placed  a  base 
board,  into  which  are  driven,  at  an  angle  of  about  45^,  two 
rows  of  brass  pins,  so  arranged  that  polished  carbon 
pencils  placed  horizontally  across  them  will  rest  loosely 
against    the   carbon    blocks   fixed  on  the  diaphragm. 

>  Biiti>h  Patent  Specification  16,082  (1884). 
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An  indiarubber  cushion  separates  the  diaphragm  from 
the  base-board.  The  whole  is  mounted  in  a  suitable 
case,  which  is  fixed  veitically  in  any  convenient  posi- 
tion. The  pencils  pressing  loosely  against  the  carbon 
blocks  fixed  to  the  diaphragm  connect  them  together, 
and  when  the  diaphragm  is  made  to  vibiate,  the  con- 
tacts are  more  or  less  affected,  ^ 
and  the  current  correspondingly 
varied. 

Fig.  39  shows  a  section  of  the 
instrument. 

A  is  the  base  of  the  transmitter, 
into  which  are  driven  the  pins 
H,  P',  P",  P'". 

B,  B',  b",  b'"  are  one  set  of  blocks, 
bound  around  each  of  which  is  the 
soft  copper  wire. 

c,  c",  c",c"'  are  the  carbon  pencils 
pressing  against  and  connecting 
tt^ether  the  two  series  of  blocks. 
One  of  these  pencils  is  shown 
separately  at  the  side. 

D  is  the  diaphragm,  which  Is 
clamped  into  position  by  the 
hinged  front  of  the  case,  F. 

G   is    the   indiarubber   cushion        ^'8-  ^'*-  *  *^'  ^'■ 
between  the  diaphragm  and  the  base  of  the  instrument. 

Mix  Sf  Genes fs   Transmitter.*' 
This  instrument,  which  has  been  extensively  used  by 
the  German  Post  Office,  is  represented  in  figs.  40  and  4 1 
The  leading  idea  in  the  construction  of  this  microphone 

•  "  InduMricE,"  August  19,  ^887. 
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was  to  avoid  accidental  derangement  of  the  carbon  con- 


Fig.  41. 
tacts  while  retaining  the  advantages  of  carbon  pencils 
and  a  vertical  position  of  the  diaphragm.  This  is  ejected 
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by  a  sort  of  brake,  which  so  holds  the  carbon  pencils 
that  they  do  not  rest  on  the  lower  points  of  the  holes  in 
the  carbon-holders.  This  prevents  the  pencils  from 
taking  up  an  independent  rolling  motion  from  the  vibra- 
tion of  the  diaphragm  in  the  same  direction,  which  isoneof 
the  probable  causes  of  thejarringnoise  which  characterises 
microphones  with  vertical  diaphragms  unless  some  such 
steps  are  taken.  It  jnay  be  observed  that  D'Arsonval 
secures  this  object  by  means  of  a  magnet  and  iron- 
sheathed  pencils  (p.  65). 

The    mouthpiece    t    is  ;, 

screwed  to  a  cast-iron  ring 
R,  which  is  grooved,  and 
carries  in  the  groove  the 
diaphiagm  M,  of  thin  pine- 
wood,  surrounded  as  in  the 
Blake,  by  an  indlarubber 
band.     Two   clamps,  a  a 
(fig.40)hold  the  diaphragm 
in  position.     Two  carbon- 
holders     b,    fastened     to  • 
the  diaphragm,  carry  three                      Fi(C-  4i> 
carbon  pencils  k  of  the  usual  form.      A  spring  f  placed 
across  the  pencils  acts  as  a  brake,  and  carries  a  brass  plate, 
between  which  and  the  carbon  pencils  a  pad  of  some 
soft  material,  such  as  felt,  is  inserted. 

By  means  of  the  screws  s  and  J],  the  pencils  k  can 
be  adjusted  to  slightly  press  against  the  carbon-holders, 
so  that,  although  the  pencils  cannot  luU,  they  yet 
remain  -sufficiently  movable. 

In  the  latest  pattern  the  felt  pad  ts  replaced  by  three 
hog-hair  brushes  which  are  arranged  to  press  lightly  one 
upon  each  pencil.    The  adjustment  slides  the  bar /up 
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or  down,  so  increasing  or  reducing  the  pressure  of  the 
brushes  upon  the  pencils.  This  is,  no  doubt,  a  simpler 
and  more  sensitive  adjustment.  The  principle  of  the 
hog-hair  brushes  is  shown  by  fig.  42,  which  illustrates  a 
smaller  form  of  transmitter. 

The  *' Johnson  "  Transmitter, 

This  is  no  doubt  a  very  satisfactory  transmitter  for 
domestic  purposes,  or  for  use  on  short  lines.  The 
general  arrangement  is  indicated  in  fig.  43  ;   the   tM(o 


Fig.  43.    About  I  full  size. 


carbon  pencils  c,  c'  are  mounted  upon  a  thin  pine 
diaphragm  between  three  carbon  blocks  B,  b',  b",  which 
are  connected  as  shown,  so  that  practically  the  two 
pencils  are  joined  in  multiple.  The  diaphragm  is 
fixed  at  a  slight  angle  with  the  horizontal  plane,  as 
in  the  case  of  the  Gower.  The  upper  surface  of  the 
diaphragm  is  coated  with  a  thin  sheet  of  mica  as  a 
precaution  against  the  effects  of  moisture-condensation 
during  use. 

It  will  be  seen  that  the  instniment  is  practically  a 
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Hughes  microphone  pure  and  simple,  with  the  pencils 
fitted  angularly  upon  the  diaphragm.  It  was  devised 
principally  with  a  view  to  supply  a  pencil  transmitter 
free  of  the  Crossley  patent. 

Blake's  Transmitter.^ 
This  is  represented  in   figs  44  and  45.     The  front  of 
the   case   of  the  instrument, 
pierced    in    the    centre  and 
fitted  with  a  mouthpiece  \\, 

carries   on    its   reverse   side  I 

an    iron   ring     r    (fig.    45),  IV 

upon  which  are  cast  the 
two  projecting  pieces  b,  V. 
Upon  the  upper  projection 
is  fixed  the  angle-piece  c, 
by  means  of  the  flexible 
brass  strip  m,  and  the  lower 
angle  of  c  abuts  against  the 
end  of  the  adjusting  screw 
»  fitted  in  the  lower  pro- 
jection. Immediately  behind 
the  mouthpiece  lies  the  dia- 
phragm D.  This  is  a  circular 
iron  disc,  surrounded  by  a 
rubber  ring  u  stretched  over 

its    periphery,   and  it  is  re-  __ 

tained    in    position  by    two  '^ 

springs  v^    and  v^  (fig.  45),        ^'S  «■    !  f""  *'«=• 
which  are   fixed   to    the  ringr,  and  press  respectively 
upon    the  rubber  ring  and  upon  the  disc  itself.     At 
the    extreme    end    of    the    short  arm  of  the  angle- 

*  British  Patent  Specification  1:9  (January  10,  t<i79). 
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piece  c  are  fixed  two  springs  g  and  f,  one  of  which, 
/,  is  insulated  from  c.  Spring /is  of  thin  fleidble  steel 
fitted  at  its  free  end  with  a  platinum  contact  This 
free  end  presses  against  the  centre  of  the  diaphragm, 
and  the  platinum  contact  is  pressed  by  the  carbon  disc 
k  fastened  upon  the  small  brass  plate/  which  forms  the 
extremity  of  spring  g    Springs  /  and  g  arc  therefore 


FiST*  4S«     i  full  size. 

in  electrical  connection  only  by  means  of  the  platinum 
contact  and  the  carbon  disc,  being  insulated  at  their 
upper  ends. 

The  current  passes  from  one  pole  of  the  battery 
through  the  primary  coil  to  the  ring  r,  the  upper 
projection  b^  brass  strip  tn,  the  short  arm  of  the  angle- 
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piffce  c,  spring  g,  brass  plate  /,  carbon  disc  k,  the 
platinum  contact  of  spring/,  and  back  to  the  other  pole 
of  the  battery. 

If  the  diaphragm  D  be  thrown  into  vibration,  these 
vibrations     are     transmitted     to  - 

spring  /,  so  that  the  platinum 
contact  presses  more  or  less 
strongly  against  the  carbon  face 
of  the  plate/. 

This  transmitter  is  more  ex- 
tensively used  than  any  other, 
and  though  it  is  by  no  means 
the  best,  it  works  so  efficienti/ 
that  it  has  held  its  place  with 
great  pertinacity  against  all  rivals. 
Its  articulation  for  short  distances 
is  very  good,  but  when  used  for 
long  distances  it  is  decidedly  in- 
ferior to  some  others. 

Recent  improvements  in  trans- 
mitters of  the  granular  form  are, 
however,  now  tending  to  the  dis- 
placement of  the  Blake  to  some 
extent. 

For  switchboard  use — where  the 
transmitter  is  required   to  be  sus- 
pended in  front  of  the  switch,  and       '''«■  4^-  *  f°"  ** 
it  is  consequently  important  that  it  should  be  small  and 
compact—"  metal-cased  "  Blake  transmitters  are  fitted. 
A  very  neat  instrument  of  this  class,  manufactured  by 
the  Western  Electric  Company,  is  shown  in  figs.  46  and 
47.      The  working  parts   are  lettered  to  correspond 
with  those  d  figs.  44  and  45.     Access  is  obtained  to 
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the  inside  of  the  case  by  the  removal  of  the  back,  which 
is  effected  by  turning  aside  the  stiff  spring  s,  as  indicated 
in  fig.  47.  The  terminals  are  shown  at  the  upper  part 
of  the  case,  and  the  piii  P  is  for  the  purpose  of 
suspending  the  instrument. 


Fig.  47.     3  full  size. 

Maicfu's  Tramtttilter.* 

A  carbon  block  B  (fig.  48)  is  fixed  to  the  centre  of  a 

very  thin  cork  diaphragm  D  of  1}  in.  to  z  in.  diameter. 

Against  the  block  B  rests  a  small  carbon  cylinder  C, 

•  Sienr. "  Etude  lur  U  T^Mphonie." 
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attached  to  the  vertical  arm  of  a  lever  L,  which  is 
pivotted  as  shown,  and  upon  whose  screw-threaded 
horizontal  arm  is  fitted  a  small  weight  E.  which  serves  for 
regulating  the  pressure  of  the  carbons.  Maiche  places 
three  four,  or  five  discs  similarly  arranged  on  the  same 
wooden  board,  and  covers  the  front  of  the  board  with  a 
piece  of  cloth  or  serge. 

The  contacts,  as  well  as  a  corresponding  number  of 
induction  coils,  are,  according  to 
the  conditions  of  resistance,  placed 
in  multiple  or  in  series. 

Gent's  Transmitter. 
This  (figs.  49  and  Jo)  is  a  very 
simple  instrument  of  the  Blake 
type  with  two  contacts.  In  the  fig- 
ures, which  are  to  a  scale  two-thirds 
full  size,  D  is  a  wooden  diaphr^m 
clamped  between  indiarubber 
rings    by    a   brass    ring  r.      In  Fig.  48- 

the  centre  of  D  is  cemented  and  pinned  a  carbon 
button  C,  upon  which  rest  the  two  carbon  points  c'  of 
the  weighted  levers  p,  p',  which  are  freely  pivotted  at  a. 
The  pressure  of  the  points  C  upon  C  is  regulated  by  the 
position  of  the  double  screw-nuts  w  upon  the  second 
arm  of  the  levers  P.  This  transmitter  gives  very  good 
results,  especially  for  short  lines. 

Locht-Labye's  Transmitter.'* 

In  the  more  usual  forms  of  transmitters  the  diaphragm 

Is  held  in  a  fixed  position,  either  at  each  comer,  on 

two  opposite  sides,  or  all  round.     In   Locht-Labyr'a 

»  Sieur, "  Etude  sur  U  Tiliphonie." 
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apparatus,  however  (figs.  51  and  52),  the  small  cork 
board  L  is  simply  fixed  at  its  upper  part  by  two  very 
flexible  spring-plates  R,  R.  On  the  lo\ver  part  of  the 
board  is  fixed  a  carbon  disc  c,  against  which  rests  a 
metallic  lever  B, 

The  contact  between  the  carbon  disc  and  the  abutting 
lever   closes    the   circuit   of   the  battciy   through    the 


% 


Fig.  51.  Fig.  S«. 

primary  wire  of  the  induction  coil,  whose  secondary 
wire  is,  as  usual,  connected  to  line. 

The  lever  B  is  pivotted  at  o,  so  as  to  admit  of 
adjustment,  which  consists  in  causing  a  pressure  of  the 
end  of  the  lever  against  the  carbon  disc  sufficient  to 
prevent  any  breaking  of  contact  during  the  vibrations 
communicated  to  the  board  L  by  the  action  of  the  voice. 

The  transmitter  and  the  induction  coil  are  placed  in 
a  box  covered  by  a  piece  of  woollen  cloth,  which  slightly 
deadens  the  vibrations  of  the  air,  and  thus  prevents,  to 
a  certain  extent,  the  tH«aking  of  contact 
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Freeman's  Transmitter.^ 

With  the  object  of  strengthening  the  eflFects  of  the 
microphone,  various  attempts  have  been  made  to 
multiply  the  variations  of  current  by  double  induc- 
tion coils  and  other  double  actions.  A  number  of 
transmitters  (including  some  already  described)  may 
be  classed  under  this  category,  and  Freeman's  is 
another  example  of  this  idea. 

In  its  essential  parts  it  is  of  the  Blake  type  of  trans- 
mitter, a  (fig.  S3)  is  a  diaphragm,  a  projection  on  which 

&^ 

LINE 


Fi«:.  53. 


presses  against  the  iwo-arm  lever  b  r,  whose  fixed 
centre  is  d.  At  b  and  c  two  platinum  contacts  press  oh 
the  carbon  discs  e  and  f.  The  primary  wire  of  the 
induction  coil  is  in  two  sections,  one,  g,  being  wound 
direct  on  the  soft-iron  wire  core,  and  the  other,  g\  being 
wound  outside  the  secondary  wire  h.  The  coil  is  sur- 
rounded by  a  casing  of  soft-iron,  which  produces  on  the 
spirals  of  ^'  the  same  effect  as  the  core  has  on  the  spirals 
of  ^.  The  secondary  wire  h  is  connected,  as  usual,  through 

8  "Journal  T^Wgraohique,*'  1887. 
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the  telephone  receiver  T  to  the  line.   The  local  battery  B 

is  so  placed  in  the  circuit  of  the  primary  wires  that  two 

independent  circuits  are  formed,  one  being  B  g  e  b  d'B^ 

the  other  B  g  'fc  d  B.     When  the  diaphragm  vibrates,  the 

resistances  of  these  circuits  are  alternately  augmented 

and  diminished,  the  increase  of  one  corresponding  to  the 

decrease  of  the  other.     A  weakening  of  current  in  ^  is  * 

therefore  alwayis  accompanied  by  a  strengthening  in^', 

and  vice  versA.    These  variations  of  current  are  arranged 

to  act  in  an  inverse  sense  on  the  secondary  circuit  A,  and 

so  produce  an  increased  effect.     It  is,  however,  doubtful 

whether  any  improvement  is  likely  to  arise  in  actual 

use. 

Baudefs  Transmitter. 

This  transmitter,  represented  in  fig.  54,  consists  of  a 
mouthpiece  £  attached  to  the  extremity  I  of  a  glass 
tube  T  about  two-fifths  of  an  inch  in  diameter,  which 
is  itself  fixed  to  a  jointed  support,  so  that  the  whole  of 
the  apparatus  can  be  bent  at  any  angle. 

The  mouthpiece  carries  a  thin  ebonite  diaphragm  D, 
to  which  is  fastened  a  copper  cylinder  M^  which  pro- 
jects into  the  glass  tube,  and  which  is  in  electrical 
connection  with  the  upper  terminal  B.  In  this  tube 
are  placed  six  balls  of  hard  carbon,  of  slightly  smaller 
diameter  than  the  tube,  so  as  to  allow  them  to 
move  freely  within  it.  Behind  these  is  a  second 
copper  piece  M',  which  is  pressed  upwards  by  a  small 
spiral  spring  (not  shown)  in  the  cylindrical  box  K.  The 
lower  terminal  B'  is  in  electrical  connection  with  M^. 
The  screw  working  in  the  stirrup  Q  regulates  the 
pressure  of  the  piece  m'  against  the  balls,  which,  oi 
course,  are  thereby  maintained  in  continuous  connection 
with  M^. 
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the  inside  of  the  case  by  the  removal  of  the  back,  which 
is  efTected  by  turning  aside  the  stifT  spring  s,  as  indicated 
in  fig.  47-  The  terminals  are  shown  at  the  upper  part 
of  the  case,  and  the  pin  F  is  for  the  purpose  of 
suspending  the  instrument. 


Fig.  47.     §fullsiz«. 

Maicke's  Transmitter.* 

A  carbon  block  B  (fig.  48)  is  fixed  to  the  centre  of  a 

very  thin  cork  diaphragm  D  of  i\  in.  to  2  in.  diameter. 

Against  the  block  B  rests  a  small  carbon  cylinder  C, 

•  Sieur,  "  Etude  tur  U  TiUphonie." 
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attached  to  the  vertical  arm  of  a  lever  L,  which  is 
pivotted  as  shown,  and  upon  whose  screw-threaded 
horizontal  arm  is  fitted  a  small  weight  E,  which  serves  for 
regulating  the  pressure  of  the  carbons.  Maiche  places 
three,  four,  or  five  discs  similarly  arranged  on  the  same 
wooden  board,  and  covers  the  front  of  the  board  with  a 
piece  of  cloth  or  serge. 

The  contacts,  as  well  as  a  corresponding  number  of 
induction  coils,  are,  according  to 
the  conditions  of  resistance,  placed 
in  multiple  or  in  series. 

Gent's  Transmitter. 
This  (figs.  49  and  50)  is  a  very 
simple  instrument  of  the  Blake 
type  with  two  contacts.  In  the  fig- 
ures, which  are  to  a  scale  two-thirds 
full  size,  D  is  a  wooden  diaphragm 
clamped  between  indiarubber 
rings    by    a    brass   ring   r.      In  Fig.  48. 

the  .  centre  of  D  is  cemented  and  pinned  a  carbon 
button  C,  upon  which  rest  the  two  carbon  points  c'  of 
the  weighted  levers  P,  p',  which  are  freely  pivotted  at  a. 
The  pressure  of  the  points  c'  upon  C  is  regulated  by  the 
position  of  the  double  screw-nuts  w  upon  the  second 
arm  of  the  levers  P,  This  transmitter  gives  very  good 
results,  especially  for  short  lines. 

Locht-Labye's  Transmitter^* 

In  the  more  usual  forms  of  transmitters  the  diaphragm 

Is  held  in  a  fixed  position,  either  at  each  corner,  on 

two  opposite  sides,  or  all  round.     In   Locht-Labyr'a 

*  Sieur,"  Etude  surUTfliphonie." 
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fine  wire  gauze  is   inserted   opposite  the  hole  in   the 
mouthpiece,  and  in  front  of  the  diaphragm. 

The  action  of  the  instrument  is 
as  follows : — 

When  the  platinum  diaphragm 
is    spoken    against    through  the 
mouthpiece,  its  inner    surface   is 
brought  more  or  less  into  contact 
with    the    coke    granules,   which 
causes  varying   pressure   between 
them.    Tlie  resistance  which  they 
offer  to  the  current  is  thus  varied 
FiR.  56.  i  full  5iK.       ^vith    the  amplitude  of  the  vibra- 
tions of  the   platinum  foil    under  the  influence  of  the 
sound  waves,  and   the   current   changes   similarly. 

Referring  to  fig.  56,  A  A  is  a  ring  of  metal  securing 
the  platinum  foil  diaphragm  d  around  its  circumference; 
B  is  the  back  contact  plate ; 
C,  C'  are  the  terminals  for 
Connecting  the   microphone 
to  the  battery  and  induction 
;oil  ;     they     arc     attached 
'   respectively  to   the   ring  a 
and  the  plate  B,     G   is  the 
granulated   carbon  inserted 
between  D  and  B.    The  wire 
grid  is  clamped  between  A 
and  the  mouthpiece. 
Transmitter.'' 

Several  important  modifications  of  Hunning's  trans- 
mitter were  made  by  the  late  Charles  Moseley,  of  Man- 

B.:tish  Palenl  Specification  (Provisional)  2,451  (May,  lS8l). 
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Chester.  The  platinum  diaphragm  was  replaced  by  a  thin 
carbon  disc,  and  the  space  between  it  and  the  back  plate 
was  wedge  shaped,  so  as  to  secure  uniform  contact  among 
the  loose  carbon  particles.  Further,  in  order  to  overcome 
to  some  extent  the  deteriorating  effect  of  the  granules 
becoming  so  set  that  the  vibration  of  the  diaphragm 
ceases  to  act  upon  them,  the  device  was  adopted  of  mak- 
ing the  front  electrode  only  a  small  disc  c,  in  the  centre 
of  a  thin  pine  diaphragm  D  (tig.  57).  By  this  means 
the  compacted  granules  at  the  bottom 
of  the  cavity  are  rendered  inoperative. 

Rotih^s  Transmitter. 

This  is  the  transmitter  adopted  by 
the  French  Administration  for  use  on 
the  London-Paris  telephone  circuits. 
As  shown  in  fig.  58,  D  is  a  thin  carbon 
disc  about  4  Inches  in  diameter,  across   „  ^ 

the  centre  of  which  is  fixed  a  carbon 
block,  shown  in  section  at  C.  This 
block  is  about  2\  inches  long,  and  has 
three  recesses  as  shown.  Its  surface  near 
the  diaphragm  is  coated  with  paper  to 
serve  as  insulation,  and  the  block  itself 
is  fixed  by  means  of  insulated  screws 
with  nuts.  The  recesses  are  filled  with 
broken  filaments  from  incandescent 
electric    lamps.        The    diaphragm    is  p-     ,j 

mounted  in  a  wooden  ring  with  india-        I  fun  si^e. 
rubber  packing,  upon  a  board  with  a  central  opening  M. 
Birlinet's  Universal  Transmitter. 

This  is  represented  in  fig.  59,     It  has  the  following 
construction : — 
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B  is  a  wooden  box  with  a  screw-cover  B'.  On  the 
edge  of  B  a  brass  ring  is  fixed,  against  which  is  clamped 
the  vibrating  Corbon  plate  D,  so  that  good  connection  is 
secured  for  D.  The  second  electrode  is  the  carbcn 
block  c,  in  the  lower  surface  of  which  are  turned  three 
concentric  angular  grooves.     This   block  is    fixed  in 


N 


/ 


position  by  a  pin  l,  which  is  adjustable  by  means  of  a 
micrometer  screw-nut  E.  The  head  of  the  pin  L.  which 
passes  through  the  centre  of  the  carbcn  block  c,  is 
turfled  down  to  receive  a  small  rubber  tube  c,  whose 
end  lightly  presses  upon  the  carbon  disc  d,  and  thus 
damps  down  its  vibrations.    The  carbon  block  is  enclosed 
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in  its  entire  circumference  by  a  ring  of  felt  F,  whose  lower 
rim  likewise  touches  the  membrane  D.  A  closed  space 
is  thus  formed  between  the  carbon  electrode,  the  felt 
ring,  and  the  diaphragm,  which  is  filled  with  carbon 
granules. 

The  special  feature  of  this  instrument  is  that  the 
diaphragm  is  horizontal,  with  the  granules  lying  above 
it,  the  idea  being  that  as  the  diaphragm  is  shaken  in 
use  the  gpranules  are  prevented  from  settling  down,  and 
also  that  condensation  of  moisture  from  the  breath  will 
not  be  so  likely  to  cause  serious  trouble.  It  forms  a  very 
efficient  transmitter.  A  cylindrical  piece  H  is  screwed 
in  the  cover  B',  and  to  it  the  indiarubber  mouthpiece  S 
is  fastened. 

By  means  of  two  bolts,  which  serve  also  for  con- 
nections, and  only  one  of  which,  K,  is  shown,  the  trans- 
mitter can  be  fixed  to  the  front  of  any  case. 

Berihon's  Transmitter.^ 

The  Berthon  transmitter  (another  modification  of  the 
Running's,  p.  81)  has  been  used  to  some  considerable 
extent,  especially  in  France.  One  form  consists  of  two 
circular  carbon  pliates  P,  P'  (fig.6o)  about  2f  inches  in 
diameter,  separated  from  one  another  by  an  indiarubber 
ring  B.  An  ebonite  cupola  C,  three-quaaters  filled  with 
granules  of  retort  carbon,  is  placed  in  the  centre  of  plate  P'. 
When  the  apparatus  is  suspended  the  granules  press 
against  the  exterior  plate  P'  and  establis\i  microphonic 
contact  In  the  latest  form  of  the  instrument  the  granules 
are  complete  tiny  balls,  not  merely  fragments  of  carbon. 

The  whole  is  enclosed  in  an  ebonite  case  A,  in  which 
it  is  held  by  a  metal  ring  D,  which   screws  into  the 

^  British  Patent  Specification  2,893  (March  4,  1885). 
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ebonite.  Indiarubber  rings  are  fitted  at  b'  below  the 
plate  p',  and  at  e,  beneath  the  ring  D.  The  bottom  of 
the  case  is  perforated  with  holes  T,  to  permit  of  the  free 
vibration  of  the  lower  plate.  The  connection  of  the  ter- 
minals b,  b'  with  the  carbon  plates  is  secured  by  means 
of  slightly  flattened  platinum  wires. 

The  most  favourable  angle  at  which  to  inch'ne  the 
plates  is  about  50°,  and  it  is  stated  that  in  this  position 


Fig.  60. 

the  apparatus  Is  not  only  most  sensitive,  but  that  it  ts  free 
from  the  disagreeable  cracking  noise  which  results  from 
actual  interruption  of  the  microphone  circuit 

Tkomberry's  Tmnsftiitter. 
Fig.  61  shows  a  section  of  this  instrument,  which  has 
been  very  extensively  used  in  America  for  long-distance 
speaking.  In  a  shallow  cylindrical  brass  box,  the  bottom 
of  which  is  perforated  in  the  centre,  is  placed  the  platinum- 
foil  diaphragm  D.  Above  this  is  an  ebonite  ring,  while 
on  the  periphery  of  the  brass  box  rests  another  ebonite 
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ring,  within  which,  and  resting  upon  the  lower  ring,  is  a 
thin  brass  cylinder  c  Upon  the  upper  edge  of  c  rests  a 
circular  brass-piece  B  shaped  as  shown.  The  space  in  the 
cavity  around  this  piece  is  nearly  filled  with  coke 
granules.  This  whole  combination  is  placed  in  a 
hollow  chamber  H,  at  the  upper  part  of  an  iron  casting 
which  forms  the  case  of  the  instrument.  The  brass  cap 
L  covers  the  whole.    The   mouthpiece   M   and  general 


Fig.  61. 


arrangement  are  of  the  Berliner  type.  The  height  of 
the  instrument  is  adjustable  upon  a  vertical  rod,  on 
which  it  is  clamped  by  a  set-screw. 


The  Western  Electric  Transmitter. 

Although  the  general  construction  of  this  instrument 
follows  on  the  lines  of  Berliner's  "Universal,"  it  is 
arranged  only  as  a  vertical  transmitter.  Referring  to 
fig.  62,  the  thin  metal  diaphragm  D  is  surrounded  by  a 
rubber  ring,  as  in  the  Blake,  and  fitted  hito  the  metal 
cap  B',  being  fixed  by  a  wire  ring  sprung  into  the  cap. 
The  cap  is  itself  fitted  with  a  light,  well-shaped  mouth- 
piece M.  Rivetted  in  the  centre  of  the  diaphragm  is  a  very 
thin  circular  tray,  the  bottom  of  which  has  two  circles  of 
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indentations,  and  inside  the  rim  of  which  is  sewn  a  sleeve 
of  flannel  F.  When  the  cap  is  screwed  into  position  on 
the  metal  case  B,  the  circular  carbon  block  c  fits  into  the 
sleeve  F,  so  that  the  space  for  the  carbon  granules  is  very 
effectually  enclosed.  A  short  length  of  rubber  tube 
projecting  from  the  centre  of  the  carbon  block  acts  as  a 


Fig.  62.    I  tuU  tiie. 

damper  on  the  diaphragm.    The  pressure  of  this  damper 

is  regulated   thus :     The  carbon   block 

is  Bxed  upon  a  brass  rod  L,  which  slides 

in  a  thick  cylinder  fixed  in  the  centre 

of,  but  insulated  from,  the  case  B.     One 

end  of  this  cylinder  is  screw-threaded, 

and  has    a    deep    slot  across  it ;    the 

'^'    ^'  nut  E  is  first  screwed  over  the  cylinder, 

then  a  pin  is  passed  through  a  hole  in  L  across  the  slot, 

and  over  this  is  screwed  the  nut  e'.     The  inner  end  of 

this  latter  nut  is  recessed  so  as  to  permit  it  to  pass  over 

ihe  projecting  ends  of  the  cross-pin.     The  forward  or 

backward  motion  of  the  nuts  E,  E',  between  which  the 

cross-pin  is  clamped,  then  adjusts  the  position  of  c  in 
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reference  to  the  diaphragm.  The  outer  circular  groove 
in  the  face  of  the  carbon  block  is  drilled  with  a  series  of 
recesses,  as  shown  in  fig.  63. 

The  transmitter  is  fixed  on  its  holder  by  a  collar  at 
Cy  which  permits  of  its  being  turned  round,  and  also 
furnishes  one  point  of  connection.  The  other  con- 
nection is  secured  by  the  end  of  L  pressing  against  a 
spring. 

In  the  experimental  trials  of  apparatus  to  be  used  on 
the  London-Paris  line  this  was  one  of  those  selected  for 
the  final  experiments — the  others  were  the  Ader  (p.  64), 
D'Arsonval  (p.  65),  Gower  (p.  62),  and  Roulez  (p.  83). 

T/ie  **  Solid-Back'*   Trarismitter^ 

As  already  noted,  the  great  drawback  of  granulaf 
transmitters  is  the  natural  tendency  of  the  granules  to 
become  "  packed  "  after  use,  by  reason  of  the  vibrations 
of  the  diaphragm,  and  most  of  the  variations  on 
Running's  original  form  have  been  made  with  a  view 
to  the  elimination  of  this  defect.  The  "  solid  back " 
is  the  latest  American  development  in  this  direction. 
This  (fig.  64)  is  the  form  of  transmitter  used  upon 
the  New  York-Chicago  telephone  line,  which  is  nearly 
a  thousand  miles  long.  It  is  made  in  this  'country  by 
the  Western  Electric  Company. 

The  two  electrodes  are  small  carbon  discs,  each 
soldered  upon  a  brass  plate  of  similar  diameter,  of  which 
the  back  one  has  a  screwed  brass  pin,  by  which  it  is 
fixed  in  the  back  of  the  hollow  chamber  of  the  thick 
brass-piece  B,  while  the  front  plate  has  a  threaded  boss 
terminating  in  a  threaded  pin.  The  inner  cylindrical 
surface  of  B  is  lined  with  paper.    The  carbon-faced  discs 

♦  "Electrical  Engineer"  (New  York),  v<».  xiv.,  p.  4.77  (1891^' 
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are  slightly  smaller  in  diameter  tlian  the  hollow  chamber, 
so  that  the  intervening  grannies  at  the  lower  portion  of 
the  chamber  are  not  in  the  direct  path  of  the  current 
Clamped  to  the  front  electrode  by  a  nut  (shown  in  section) 
upon  the  screwed  boss  is  a  disc  of  mica  whose  diameter  is 
equal  to  that  of  the  threaded  rim  of  B_;  and  when  a 
suitable  quantity  of  the  usual  finely-divided  anthracite 
carbon  has  been  placed  over  the  back  electrode,  the 
other  is  fitted  over  it  and  clamped  by  means  of  the  cap- 
ring,  C.     The  flexibility  of  the  mica  pc  mits  of  the 


Fig,  64.  )  full  siie. 
movement  of  the  front  electrode  relatively  to  the  back. 
The  back  block  B  is  rigidly  fixed  in  the  bridge-piece  S, 
which  extends  across  the  case ;  and  the  screwed  pin  of 
the  front  electrode  passes  through  the  centre  of  the 
diaphragm  and  is  fixed  by  two  small  nuts.  The  dia- 
phragm, whose  periphery  is  surrounded  by  a  rubber 
band,  is  held  in  the  metallic  case  by  two  rubber-tipped 
dampening  springs  as  in  the  ordinary  Blake  transmitter. 
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The  induction  coil  used  is  of  a  somewhat  unusual  type, 
Deing  6  inches  long  between  cheeks  and  wound  respec- 
tively to  "3"  and  about  14"  for  the  primary  and  secondary 
wires. 

It  is  stated  that  extended  trials  of  this  transmitter 
— which  is  certainly  clear  and  distinct  in  articulation- 
seem  to  indicate  that  the  "  paclcing  "  difficulty  has  been 
successfully  overcome. 


Fig.  6S. 
The  Hunning  "  Cone "  Trans/ni(/er. 
This  is  a  modification  of  a  device  of  Deckert  and 
Moraolka,  of  Vienna,  which  gives  very  good  results,  but 
we  are  not  aware  that  any  independent  tests  of  their 
permanent  efficiency  without  "  packing"  of  the  granules 
have  been  made  public.  Fig,  65  is  a  front  view  of  the 
back  carbon  plate.  It  will  be  seen  that  the  whole 
surface  is  covered  with  "cones,"  or,  more  accurately, 
pyramids,  arranged  in  rows  with  alternate  interspacings. 
The  centre  projections  are  slightly  truncated,  and  tufts 
of  silk  are  gummed  upon  them  to  act  as  "  dampers  "  to 
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the  front  carbon  diaphragm.  The  periphery  of  this 
latter  is  represented  in  the  figure  by  the  outer  dotted  line, 
and  the  two  inner  dotted  lines  indicate  a  ring  of  cotton 
wool  which  is  fixed  on  the  diaphragm,  and  forms  a  pad 
for  retaining  the  granules,  and  also  for  regulating  the 
vibrations.  The  granules  are  of  graphited  carbon,  and 
are  of  a  more  or  less  definite  form,  although  they  are 
not  uniform  in  size. 

In  connection  with  this  transmitter  attention  has 
been  specially  drawn  to  the  fact  that  was  first  pointed 
out  by  Professor  Hughes,*  and  was  well  known  to  many 
practical  telephonists — that  the  reaction  of  the  receiver 
upon  the  transmitter  at  one  station  on  a  circuit  may  be 
made  to  form  a  whistling  "call"  for  the  other  stations. 
If,  with  the  connections  suitably  arranged,  a  sufficiently 
powerful  battery  (about  four  or  six  LeclanchS  cells)  be 
placed  in  the  microphone  circuit,  and  the  microphone  be 
caused  to  vibrate,  the  action  upon  the  secondary  circuit 
will,  in  the  usual  way,  cause  the  receivers  at  the  operating 
and  the  other  stations  to  vibrate  correspondingly.  If  now 
the  receiver  at  the  operating  station  be  placed  in  a 
suitable  position  in  front  of  the  transmitter  diaphragm, 
it  will  tend  to  keep  the  diaphragm  in  motion,  and  thus 
the  two  diaphragms  will  keep  re-acting  upon  each 
other,  causing  a  sound  which  will  vary  according  to  the 
natural  rate  of  vibration  of  the  discs.  It  will  be  clear 
from  this  description  that,  in  order  to  make  this  an 
efficient  "call,"  considerable  attention  must  be  given 
to  the  relative  sizes  of  the  diaphragms.  Deckert's 
telephones  give  fairly  good  results,  but  most  granular 
transmitters  would  probably  lend  themselves  to  the 
device  more  or  less  satisfactorily. 

8  "  Telegraphic  Journal,"  vol.  vi.,  p.  255  (1878)' 
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CHAPTER  VL 

EXAMPLES  OF  TELEPHONIC  RESEARCH. 

It  IS  proposed  in  this  chapter  to  describe  some  special 
forms  of  telephone  which,  though  less  practical  than 
most  of  those  hitherto  illustrated,  are  interesting  princi- 
pally as  indicating  the  wide  field  over  which  experiment 
has  ranged. 

In  the  first  place  may  be  described  an  instrument  to 
which  allusion  has  already  been  made  (p.  2),  and  which 
may  be  fairly  considered  the  pioneer  of  electrical  tele- 
phones.   This  is 

Reis^   Telephone. 

As  early  as  i860  Philip  Reis  constructed  this  apparatus, 
by  means  of  which  music  produced  in  one  place  could 
be  transmitted  to  a  great  distance.  The  instrument  is 
represented  in  figs.  66  and  67,  which  are  respectively 
the  transmitter  and  the  receiver. 

At  the  station  where  the  tune  is  played  a  mouthpiece 
T,  leading  into  the  box  K,  receives  the  vibrations  of  the 
air  produced  by  the  musical  instrument.  In  the  upper 
part  of  the  box  is  stretched  a  membrane  ;//,  which 
vibrates  in  unison  with  the  vibrations  it  receives.  These 
movements  interrupt  the  circuit  of  an  electric  current  in 
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the  following  way :  Let  us  suppose  one  pole  of  a  battery, 
whose  other  pole  is  to  earth,  connected  to  the  terminal 
marked  2  in  fig.  66,  from  which  a  metallic  conductor, 
formed  of  a  thin  copper  strip  i,  goes  to  a  platinum  disc 
0,  in  the  middle  of  the  diaphragm.  Barely  clear  of  this 
disc  is  a  point  fixed  beneath  the  angle  of  the  piecea  b  c. 
Each  time  the  membrane  m  is  raised,  the  point  will  touch 
the  disc,  and  a  current  will  be  established ;  while  on  the 
other  hand  the  cunent  is  interrupted  on  the  recession 
of  the  membrane  and  when  it  returns  to  a  state  of  rest. 
The  line-wire  is  connected  to  terminal  i. 


Fig.   66. 

The  receiver  (fig.  67)  consists  of  an  iron  rod  d, 
surrounded  by  a  spiral  g  of  insulated  copper  wire,  one 
of  the  extremities  of  which  is  connected  through 
terminal  3  to  line,  while  the  other  terminal  4  is 
connected  direct  to  earth,  thus  completing  the  circuit. 

The  rod  d  is  mounted  upon  a  hollow  box  B,  made  of 
very  thin  wood,  and  a  cover  D  fits  over  the  coiU  The 
whole  of  this  arrangement  is  intended  to  strengthen  the 
effect  produced  by  the  successive  interruptions  of  the 
current.      The   principle   is   the   same  as   in  a  piano, 
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where  tlie  intensity  of  the  notes  is  increased  by  the 
resonance  of  the  case.  The  sounds  reproduced  by  the 
receiver  result  from  the  alternate  magnetisation  and 
demagnetisation  of  the  core  d,  which,  by  causing  certain 
alterations  in  the  molecular  arrangement  of  the  mass 
of  the  rod  give  rise  to  vibration  of  the  resonant 
case.  The  vibrations  of  the  rod  d  exactly  synchronise 
with  those  of  the  membrane  vt,  and  consequently 
with  those  of  the  instrument  playiifg  the  tune.  Not 
only  is  the  time  correct,  but  also  the  relative  amplitude, 
so  that  two  of  the    factors   which  constitute   music — 


Pig-  67. 

pitch  and  loudness — are  faithfully   reproduced:  timbre 
only  is  wanting. 

The  form  to  be  given  to  the  box  K  is  an  important 
factor  in  the  construction  of  the  transmitter ;  it  was 
found  advantageous  to  make  the  sides  of  curved  boards. 
The  efficiency  of  the  receiver  also  was  increased  by 
introducing  several  iron  rods  into  the  coil ;  the  sourd, 
which  was  in  the  first  instance  muffled,  was  then 
much  improved.  There  can  be  no  doubt,  as  has  been 
already  stated  (p.  3),  that  Reis's  instrument  could 
and  did  reproduce  articulate  speech  before  Bell  ever 
thought  of  his  telephone ;   but  this  is  only  one  illus* 
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tration  of  an  often-proved  fact — that  it  is  one  thing  to 
make  a  great  discovery,  and  quite  another  thing  to 
nxake  it  commercially  useful. 

Edison's  EUctrotnotograph. 

If  a  sheet  of  blotting-paper  be  soaked  in  a  saturated 
solution  cf  caustic  potash,  and  placed  on  a  metallic  plate 
connected  with  the  positive  pole  ofa  battery  composed  cf 
two  or  three  Leclanche  cells,  and  a  narrow  strip  of 
platinum  foil  be  then  passed  over  the  surface  of  the 
paper,  exercising  a  certain  pressure  on  the  foil,  a 
resistance  to  the  sliding  motion  will  be  felt,  owing 
to  the  friction  of  the  foil  against  the  paper,  which 
possesses  a  certain  roughness  of  surface.  If  the 
platinum  foil  while  sliding  over  the  paper  be  connected 
with  the  negative  pole  of  the  battery,  the  resistance  to 
the  sliding  will  be  diminished  to  a  very  great  extent 
when  the  current  flows.  The  electric  current,  therefore, 
may  be  said  to  have  the  effect  of  smoothing,  or  lubrica- 
ting as  it  were,  the  rough  surface  of  the  paper.  This 
effect  of  the  electric  current  is  proportionate  to  the 
current ;  it  commences  and  ceases  with  it,  and  is  so 
sensitive  that  the  feeblest  currents — those,  for  instance, 
which  have  no  sensible  effect  upon  an  electro-magnet — 
are  rendered  quite  perceptible. 

In  the  instrument  shown  in  fig.  68,  a  thin  diaphragm 
of  mica,  about  3^  inches  in  diameter,  carries  in  its  centre 
a  strip  of  platinum  C,  which  presses  against  the  cylinder 
A  with  a  constant  pressure,  due  to  the  spring  S,  regulated 
by  the  screw  E. 

The  cylinder  A  is  of  chalk  or  of  a  paste  consist- 
ing of  linxe,  caustic  potash,  and  a  small  quantity  of 
mercuric  acetate.    When  of  chalk,  it  is  moistened  with 
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an  easily  decomposable  electrolyte  like  potassk.  iodide^ 
This  takes  the  place  of  the  paper  soaked  in  potash  in 
the  preceding  experiment.  The  cylinder  is  turned  with 
a  regular  motion,  either  by  means  of  a  handle  W,  or  by 
clockwork. 

The  electric   current  coming    from   the    transmitter 
passes  by  the  support  H  to  the  cylinder  A,  and  thence 


by  the  platinum  strip  c  and  the  wire  D  to  earth. 
By  turning  the  cylinder  in  the  direction  of  the 
hands  of  a  watch,  the  friction  between  the  strip  c 
and  the  surface  of  the  cylinder  produces  traction 
on  the  strip  c.  The  mica  disc,  on  account  of  its 
elasticity,  takes  up  a  position  which  depends  on  the 
friction  between  a  and  C :   and  as  each  variation  of 
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the  current  which  traverses  A  and  C  produces  a  variation 
in  the  traction  of  strip  C,  this  causes  a  certain  displace* 
tnent  of  the  mica  disc,  which  thus  vibrates  synchro- 
nously  with  the  undulatory  current,  and,  consequently, 
synchronously  with  the  membrane  of  tlie  transmitter. 
The  vibratory  motion  of  the  mica  disc  is,  therefore,  not 
obtained  directly  by  the  electric  current,  but  is  pro- 
duced mechanically  by  the  rotation  of  the  cylinder  A. 
The  current  merely  effects  a  reduction  of  the  friction. 

The  handle  may  be  turned  in  either  direction, 
as  the  platinum  strip  C  acts  equally  well  by  pull- 
ing or  by  pushing  the  mica  disc.  The  substance 
with  which  the  cylinder  is  coated  must  be  always  kept 
moist,  and  this  is  secured  by  raising  from  time  to  time, 
by  means  of  G,  a  small  roller  immersed  in  a  solution  of 
caustic  potash  which  is  contained  in  the  reservoir  T. 

The  sounds  emitted  are  very  loud,  and  can  be  heard 
over  a  large  hall,  but  the  articulation  is  very  indistinct. 

Bregtiefs  Mercury  TeUplwtie. 

Although  Antoine  Br^guet's  conception  of  the  utilisa- 
tion of  the  action  and  reaction  •f  electric  currents  and 
capillary  forces  has  not  hitherto  been  of  practical  use,  it 
is  so  distinctive  an  idea  as  to  call  for  notice. 

The  point  of  a  capillary  tube  (T,  fig.  69)  containing 
mercury,  plunges  into  a  vessel,  V.  This  vessel  is  partly 
filled  with  mercury  M',  and  partly  with  acidulated  water 
A  ;  the  capillary  point  does  not  reach  the  mercury,  but 
dips  only  into  the  dilute  acid. 

Two  platinum  wires  P  and  Q  communicate  respec- 
tively with  the  mercury  in  T  and  that  in  V. 

If  the  two  wires  be  connected  with  one  anoiher, 
the  level  of  the  mercury  in  the  capillary  tube  will  be 
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established  at  an  invariable  height  But  if  a  battery  be 
interpolated  in  the  circuit  of  the  platinum  wires,  the  level 
will  assume  another  position  of  equilibrium,  depending 
on  the  potential  difference.  A  definite  level  of  the 
mercury  will  correspond  to  each  difference  of  potential. 
Above  the  mercury  in  the  tube  is  a  small  air-chamber  s, 
closed  by  a  diaphragm  B,  the  pressure  on  which  will 
evidently  vary  every  time  the  level  of  the  mercury 
varies. 

The  apparatus  also  is  rever- 
sible ;  that  is  to  say,  if  by  some 
modification  of  the  pressure  in  s 
the  level  of  the  mercury  suffers 
displacement,  a  difference  of  the 
potential  will  result  in  the  two 
conductors  P  and  Q. 

Now,  if  two  similar  instru- 
ments be  joined  in  one  circuit, 
when  pressure  is  exercised  at 
S,  a  change  in  the  level  of  the 
mercury  in  the  tube  of  the  second 
apparatus  will  at  once  be 
produced.  Thus  on  speaking 
above  the  tube  T,  the  air 
contained  in  this  tube  is 
caused  to  vibrate,  and  these  vibrations  communU 
cated  to  the  mercury  give  rise  in  the  receiving 
apparatus  to  exactly  corresponding  vibrations  of  the 
air  in  the  upper  part  of  the  tube ;  s )  that  all  the 
words  pronounced  into  the  tube  are  feebly  reproduced 
by  the  diaphragm  of  the  receiving  instrument. 


Fig.  69. 
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PreKds  Thermo-  Telephone  Receiver} 
The  experimental  form  of  this  instrument  is  shown 
by  fig.  70.  On  a  stout  mahc^any  base  a  was  fitted 
a  sliding  brass  pillar  C,  which  could  be  fixed  at  any 
distance  from  D,  a  disc  of  thin  iron.  Part  of  a  fine 
wire  P  was  stretched  between  the  centre  of  the  disc 
and  the  screw  on  c.      Its   loo^  ends  were  connected 


Fig.  70. 
to  terminals  on  the  base,  so  that  P  might  be  inserted  in 
circuit  with  a  microphone  transmitter  M  and  a  battery  B 
of  six  potassium  bichromate  cells. 

A  platinum  wire  of  3  mils  diameter,  and  6  inches 
long  from  p  to  p',  was  used,  and  the  sonorous  effects 
were  very  marked  when  the  microphone  transmitter 
U  was  spoken  into.  The  articulation,  though  faint; 
was  clear,  and  words  could  easily  be  heard. 

' '"  Proceeding!  of  the  Roj-al  Society,"  April  iS.  iSSo. 
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Forbes^  Thermal  Transmitter.^ 

Professor  G.  Forbes  made  some  experiments  with 
a  red-hot  wire  as  a  telephone  transmitter,  A  fine 
platinum  wire  was  included  in  the  circuit  of  a  charged 
accumulator  and  the  primary  wire  of  an  induction 
coil.  A  receiving  telephone  was  connected  in  circuit 
with  the  secondary  wire  of  the  induction  coil.  The 
battery  power  was  such  that  the  fine  wire  in  the 
primary  circuit  was  heated  to  a  high  temperature  and 
rendered  incandescent  When  in  this  condition,  words 
spoken  towards  it  could  be  heard  in  the  receiving 
telephone.  The  explanation  of  the  phenomenon  is  that 
the  sound  waves  passing  the  incandescent  wire  in  quick 
succession  altered  its  resistance  by  cooling,  and  thus 
varied  the  strength  of  current  in  the  primary  circuit 
The  fluctuations  of  current  thus  caused  excited  cor- 
responding fluctuations  in  the  secondary  circuit,  and 
these  reproduced  the  voice  in  the  receiver.  Spiral  wires 
in  the  form  of  watch-springs,  of  steel  and  platinum- 
iridium,  were  tried  in  place  of  the  straight  wire  with 
some  success.  An  indiarubber  diaphragm  when 
interposed  between  the  voice  and  the  heated  wire  did 
not  interfere  with  the  efficiency  ;  but  mechanical 
vibration  had  no  effect  whatever  upon  the  apparatus. 

Dolbeat^s  Receiver,^ 

This,  the  invention  of  Professor  A.  E.  Dolbear,  of 
Boston^  was  assuredly  the  most  simple  conception  for 
the  reproduction  of  speech  that  is  possible.    It  consisted 

'  Professor  George  Forbes,  F.R.S.,  on    'A  Thermal  Telephone   Trans 
mitier."    Proc.  Royal  Society,  1887. 

Journal  Soc.  T«»1.  Kueineers."  vol.  xi.,  p.  130  (1882). 
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of  two  conducting  discs  brought  close  together  to  form 
the  two  plates  of  a  small  "condenser."  The  line-con- 
nections were  made  to  each  disc,  and  the  charge  and 
discharge,  or  the  variation  of  tension  between  the 
opposed  plates,  was  made  the  means  of  producing 
the  necessary  vibrations. 

The  simplification  of  the  receiver,  however,  resulted  in 
the  need  of  a  very  powerful  transmitter  and  induction 
coil;  and  in  experimental  trials  it  proved  impossible 
to  receive  properly  while  the  very  high  resistance 
secondary  coil  was  in  circuit  at  the  receiving  end. 
The  transmitter  used  was  of  the  Hunnnig  type. 


EFFICIENCY  OF    TRANSMITTERS.  lOJ 


CHAPTER  VIL. 

THE     COMPARATIVE       EFFICIENCY      OF      SOME 
TRANSMITTERS  AND   INDUCTION   COILS. 

Very  slight  consideration  will  make  it  abundantly 
plain  that  a  comparison  of  different  telephone  transmitters 
or  receivers  can  scarcely  be  made  with  the  same  exactness 
as  can  be  insured  in  the  comparison  of  apparatus  of  a 
more  mechanical  character.  The  efficiency,  for  instance, 
of  different  telegraph  sounders,  or  relays,  or  of  two 
dynamo  machines,  may  be  compared  with  considerable 
accuracy ;  but  in  the  case  of  telephonic  apparatus  the 
fact  that  the  recorded  results  depend  for  the  most  part 
upon  the  ears  of  the  observers  introduces  a  factor  of 
great  uncertainty,  and  although  certain  transmitters  are 
generally  admitted  to  be  of  a  high  efficiency,  it  is  rarely 
that  several  persons  agree  on  the  superiority  of  one 
particular  form.  It  is,  however,  admitted  that  the  slight 
differences  which  do  exist  cannot  ordinarily  be  detected 
except  by  a  very  practised  ear. 

Professor  Charles  R.  Cross,  of  Boston,*  has  recorded 
some  practical  tests  made  with  a  view  to  determine  the 
relative  efficiency  of  the  Edison,  Hunning,  and  Blake 

'  Rothcn,  "Journal  T^l6graphiquc,"  1887. 
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transmitters,  and  so  arranged  as  to  be  independent  of 
personal  error.  For  this  purpose  he  passed  the  currents 
produced  in  the  secondary  wire  through  a  very  sensitive 
Kohlrausch  dynamometer,  having  a  resistance  of 
206  ohms.  The  vowels  a,  i,  0,  u  were  sounded,  and 
also  an  organ  pipe  giving  512  vibrations  per  second. 
The  following  were  the  results  in  milli-amp^res : — 


Transmitters.                    a. 

• 

0. 

K. 

Organ  Pipe. 

Edison      ..•     -088 

•072 

•123 

•144 

•022 

Blake        ..•     -123 

— 

•144 

•144 

•132 

Hunning  ...     737 

•213 

737 

•503 

•556 

These  figures  clearly  show  that  the  Edison  trans- 
mitter, with  its  lampblack  lozenge,  although  its  repro- 
duction is  very  clear,  gives  relatively  feeble  variations, 
and  that  the  Hunning  is  remarkable  for  its  powerful 
effects.  This  is  in  accordance  with  the  general  expe- 
rience that  granular  transmitters  are  extremely  good 
when  they  are  in  working  order  (p.  81). 

One  series  of  experiments  made  by  the  British  Post 
Office  authorities^  was  as  follows  : — 

Four  different  forms  of  transmitters  used  in  connec- 
tion with  various  Continental  exchange  systems  were 
obtained  and  compared  with  that  used  in  the  Gower- 
Bell  instrument  (p.  62).  They  comprised  the  well-known 
forms  of  D'Arsonval  (p.  65),  Berliner  (p.  83),  De  Jongh 
(p.  66),  and  Mix  &  Genest  (p.  67). 

An  artificial  line  was  employed  in  making  the  tests. 
This  consisted  of  a  series  of  double-wound  resistance 
coils  and  condensers,  made  up  of  60  sections,  each  coil 
of  which  had  a  resistance  of  33  ohms,  and  each  section 
of  condenser  a  capacity  of  I  microfarad.     Fig.  71  shows 

•  Proc.  Royal  Society  (1887),  W.  H.Preece  **  On  the  Limiting  Distance 
of  Speech  by  Telephone." 
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«  plan  of  part  of  the  switch,  and  fig.  72,  the  'line"  in 
diagram  form.  The  arrangement  of  the  "  line  "  is  such 
that  it  can  be  adjusted  to  any  capacity  in  microfarads, 
and  to  any  resistance  (in  gradations  of  33  ohms),  inde- 
pendently  one  of  the  other.  For  the  experiments  in 
-question,  however,  the  number  of  sections  of  capacity 
«nd  of  resistance  were  always  equal.     The  comparisoo 


Rg.  71.    \  full  tisa. 
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Fig:.  7J. 
was  made  by  ascertaining  the  point  at  which  articulation 
became  indistinct  with  the  different  transmitters.  The 
transmitters  were  connected  to  a  switch  by  means  of 
which  any  one  of  them  could  be  instantly  joined  in 
circuit  with  the  same  induction  coil  practically  without 
interrupting  the  speaking,  the  remaining  portion  of  the 
apparatus  being  undisturbed. 

The  results  are  shown  in  the  following  table.     The 
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fourth  column — the  product  of  the  capacity  of  the 
circuit  (K)  and  the  resistance  (R) — represents  the  point 
at  which  articulation  completely  failed  with  each 
transmitter. 


Transmitter 
under  test. 

Resistance 
R 

Capacity 
K 

K  X  1< 

1 

Remarks. 

Micro- 

Ohms. 

farads. 

This  result  was  only 

D'Arsonval 

858 

26 

22,308 

obtained   after  very 
careful  adjustment. 
^This   transmitter   was 
afifected  by  moisture, 
and  the   KxR  fell 

Berliner      

759 

35 

17,457 

i     to    13,260    after    2 

\     minutes'  speaking. 

Gower-Bell 

693 

21 

Mo53 

De  Jongh    

.693 

21 

14,553 

Mix  and  Genest 

462 

14 

6,468 

These  results  also  bear  out  general  practical  experi- 
ence. In  such  an  instrument  as  a  microphone,  de- 
pendencc  upon  an  adjustment,  however  simple,  is  really 
a  grave  source  of  weakness  ;  while,  although  granular 
transmitters  are,  as  already  stated,  in  many  respects 
extremely  good,  a  recognised  weak  point  of  many  forms 
is  that  they  are  affected  by  moisture. 

The  induction  coil  of  course  plays  an  important  part 
in  the  intensity  and  clearness  of  the  reproduction.  As 
a  matter  of  fact  it  probably  plays  a  much  more  important 
part  than  is  generally  supposed,  and  there  can  be  little 
doubt  that  a  large  number  of  transmitters  might  be 
sensibly  improved  by  choosing  more  suitable  induction 
coils.  In  these  coils,  as  has  been  shown  at  p.  12,  the 
number  of  windings  of  each  circuit  is  the  essential,  and 
the  actual  resistance  is  only  the  secondary,  consideration ; 
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the  length  and  the  thickness  of  the  coils  must  therefore 
be  taken  into  account. 

The  administration  of  the  Swiss  Telephone  Depart- 
ment made  a  very  complete  series  of  tests  with  ten 
different  coils  in  connection  with  the  Blake  transmitter* 
The  experiments  were  conducted  by  M.  Abrezol,  the 
coils  being  wound  as  shown  by  the  following  table : — 


No. 
of 

Primary  Wire. 

Secondary  Wire.                     | 

Number  of 

Diameter 

Resistance. 

Numbrrof 

Dinmeter  1 

Resistance. 

Coil. 

Convolutions. 

of  Wire. 

Convolutions. 

of  Wire.  1 

] 

mm. 

ohms 

mm. 

ohms 

I 

6l 

•25 

1,956 

•15 

100 

2 

62 

■25 

3,191 

■15 

180 

3 

62 

•25 

4,oSo 

•15 

250 

4 

Ii6 

•50 

3,P5» 

•15 

250 

5 

330 

roo 

3.865 

•15 

250 

6 

232 

I'20 

4,420 

•15 

300 

7 

295 

•s 

1-50 

4,273              M5 

300 

8 

36S 

•5 

2-CJ 

4,735       !      -13 

350 

0 

368 

•7S 

I-I7 

4.735 

•30 

130-2 

10 

1,350 

•5 

ic-oo 

3,950 

•15 

400 

By  means  of  a  switch  any  one  of  these  ten  coils  could, 
without  loss  of  time,  be  placed  in  the  testing  circuit, 
and  the  observer  could  quickly  and  easily  pass  in  review 
the  whole  of  the  coils  by  retaining  the  impression 
produced  from  one  test  till  the  next.  The  experiments 
were  made  on  five  actual  circuits,  ranging  in  length  from 
•5  to  107*4  kilometres,  and  the  results,  which  were 
obtained  by  using  a  good  Blake  microphone  of  Ameri- 
can make,  were  compared  with  its  ordinary  induction 
coil,  whose  primary  wire  had  a  resistance  of  i  '05  and 
secondary  of  180  ohms.  The  sizes  of  wire  and  number 
of  convolutions  of  this  coil  do  not  appear  to  have  been 
recorded. 

Expressing  by  the  figure  i  the  intensity  and  clearness 
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of  the  Standard  coil,  the  ten  coils  gave  the  following 
results : — 


Distances 

Induction   Coil. 

(Kilometres). 

1 

X 

2 

3 

4 

S 

6 

7 

8 

9   '  10 

•5       i 

•3 

•7 

•9 

1-5 

1-3 

1-5 

1*3 

1-3 

1 

17     -3 

•9 

•9 

•9 

1-3 

10 

•9 

•9 

1-0 

10 

•3 

6i-6 

•9 

I'O 

1*0 

1-7 

1-3 

1-6 

1-5 

IS 

1-6 

•3 

i-o 

I'l 

1*3 

IS 

1*2 

•9 

•9 

■9 

•9 

•5 

79-1             •( 

•3 

•9 

•9 

1-3 

I-I 

1-7 

i-i 

I'l 

1-7 

•3 

•7 

I'O 

I-o 

1-5 

1-3 

1-3 

II 

I-o 

1*4 

•3 

85-3             ■( 

•7 

I-o 

•9 

1-3 

1-3 

1-7 

IS 

1-5 

1-6 

•3 

•8 

1-3 

1*3 

1-5 

1-5    1-6 

1-4 

'f 

1-6 

•4 

1 

•2 

•7 

•6 

1*2 

I-o    1-5 

1-6 

1-6 

1-7 

•3 

107  4              . 

•9 

VO 

ro 

1-5 

1-3 

1-5 

1-3 

1-2 

1-3 

■I 

The  upper  row  of  figures  opposite  each  distance 
represents  the  comparative  "  intensity,"  and  the  second 
row  the  comparative  *•  clearness." 

From  this  table,  which,  taking  into  consideration  the 
nature  of  the  tests,  shows  a  remarkable  concordance,  it 
will  be  seen  at  once  that  the  coils  Nos.  i  and  10  must  be 
rejected.  Coils  Nos.  4,  6,  and  9  gave  the  best  results ; 
coil  No.  4  is  the  only  one  which,  under  all  circumstances, 
gave  clearer  and  more  intense  reproductions  than  the 
standard  instrument.  The  clearness  of  reproduction 
gradually  disappeared  with  the  increase  of  length  in 
the  actual  circuit,  and  the  sound  became  more  diffused 
and  muffled,  due  to  the  interfering  and  retarding  effects 
of  self-induction.  In  this  respect  coil  No.  9  is  especially 
remarkable,  at  long  distances  it  surpassed  No.  4 ;  but, 
since  the  same  microphone  must  serve  as  well  for  the 
short    lines    of   a    system   as    for    the    long    ones    a 
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mean  must  be  adopted,  and  therefore  No.  4  ought  to 
be  selected. 

It  is  well  recognised,  however,  that  the  coil  which 
gives  the  best  result  with  the  Blake  tiansmitter  does 
not  behave  equally  well  with  others,  and  to  be  ex- 
haustive the  experiments  made  with  one  single  class 
of  transmitters  ought  therefore  to  be  multiplied. 

The  series  of  experiments  referred  to  above  (p.  105), 
as  having  been  conducted  by  the  British  Post  Office 
authorities,  also  included  a  comparison  of  the  relative 
efficiency  of  the  various  induction  coils  with  which 
the  several  transmitters  were  fitted,  the  circuit  being 
again  arranged  so  that  any  one  of  the  coils  could  be 
substituted  for  another  by  means  of  the  switch  while 
the  speaking  continued  and  all  other  conditions  remained 
unchanged.  In  this  case  it  was  not  possible  to  know 
the  number  of  convolutions,  etc.,  as  given  in  the  Swiss 
experiments,  but  the  dimensions  of  the  coils  indicate 
the  conditions  to  some  extent.  The  results  in  the  limit 
of  speakin[j  upon  the  artificial  line  are  given  below : — 


Coil  Tested. 


Gower-Bell.. 
D' Arson  val.. 
Berliner.... 
De  Jon^h  . 
Mix  &  Gen  est 


Dimensions. 


Length 
(inside 
cheeks). 


Inches. 
3i 

*\ 
3J 


Outside 
Diameter 


laches. 
If 


Resistance. 


Primary 


1 


Ohms. 

•5 
•7 
•6 
.22 

1-0 


Secondary 


Ohms. 

250 

173 
188 

143 
157 


Speaking  limit 
(K  xR) 


14,553 
13,200 

13,200 
10.692 
13,200 


These  results  coincide  very  remarkably  with  those 
obtained  by  the  Swiss  Administration,  inasmuch  as  the 
Gower-Bell  standard  induction  coil  as  adopted  by  the 
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Post  Office,  which  showed  best  in  these  experiments, 
exactly  corresponds  with  the  coil  adopted  by  the  Swiss 
on  the  basis  of  their  experiments.  The  sizes  of  the 
primary  and  secondary  wires  in  the  Gower-Bell  coil  are 
respectively  50  and  5  mils.  There  are  eight  layers 
of  primary  and  seven  layers  of  secondary  wires. 

It  must,  however,  be  frankly  admitted  that  other  com- 
binations of  coils  may  be  equally  efficient.  For  instance, 
in  the  Post  Office  Telephone  (p.  146),  in  which  the 
Gower-Bell  microphone  is  used,  the  primary  coil  has  a 
resistance  of  "S",  with  25  mils  wire,  and  the  secondary 
<:oil  a  resistance  of  150*  with  5  mils  wire.  The  results 
with  this  coil  were  found  to  be  indistinguishable  from 
those  with  the  Gower-Bell  coil.  This  applies  also  to  the 
induction  coil  used  with  the  "  solid-back  "  .transmitter 
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CHAPTER    VIII. 

COMPLEMENTARY    APPARATUS     USED     WITH 

TELEPHONES. 

Before  proceeding  to  illustrate  some  of  the  more 
usual  types  of  complete  telephone  instruments  it  is 
desirable  to  describe  certain  necessary  adjuncts  for  a 
telephone  installation. 

L— The  Automatic  Switch. 

It  is  clear  that  means  must  be  pro\  ided  by  which  the 
calling  or  speaking  part  of  the  apparatus  may  be  inserted 
at  will.  This  applies  to  every  case  except  where  a 
"  reed  "  or  similar  call  is  used  (pp.  42  and  44).  It  is  also 
necessary  to  provide  for  joining-up  and  disconnecting  the 
microphone  circuit.  At  first  this  was  done  by  means 
of  an  ordinary  switch,  but  experience  soon  showed  that 
users  frequently  forgot  to  restore  the  switch  to  its  calling 
position,  so  practically  breaking  down  the  line.  Hence 
the  introduction  of  the  automatic  switch,  by  which  the 
required  operation  is  effected  in  the  act  of  replacing 
the  receiver  in  its  proper  position. 

The  principle  of  the  automatic  swi'<:ch  may  be  under- 
stood from  fig.  73,  which  shows  the  German  two-contact 
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switch.  On  a  brass  upright  piece,  s,  mounted  on  a  base- 
board, is  pivotted  a  lever  one  extremity  of  which  is  bent 
in  the  form  of  a  hook  c.  This  hook  projects  through  the 
front  board  of  the  telephone  case,  and  on  it  is  suspended 
the  telephone  with  its  flexible  conductors.  When  the 
receiver  is  not  suspended  upon  the  hook,  the  spiral 
spring /holds  the  inner  end  of  the  lever  against  the 
contact  a.  As  scon,  however,  as  the  telephone  is 
suspended,  its  weight  pulls  down  the  lever,  whose  inner 
end  is  then  pressed  against  the  contact-screw  r. 

The  line  is  connected  to  the  lever,  and  the  speaking 
and  calling  parts  of  the  apparatus  respectively   to   a 


Fig.  73. 

and  /.  Htnce  the  call-bell  can  sound  only  when  the  lever 
presses  against  the  contact  r,  so  that  when  the  receiver 
is  nut  in  use  it  must  always  be  on  the  hook. 

Where,  as  is  generally  the  case,  a  microphone  trans- 
mitter is  employed,  on  the  removal  of  the  telephone 
from  the  hook  the  primary  circuit  of  the  induction  coi! 
must  be  closed,  and  the  construction  of  the  automatic 
switch  is,  therefore,  altered  to  complete  a  second  circuit 
when  the  receiver  is  lifted.  When  two  receivers  are 
used,  a  second  and  distinct  switch  is  sometimes 
provided  for  this  purpose. 
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II. — Lightning  Protectors. 

In  order  to  protect  the  apparatus  against  damage  by 
lightning,  it  is  usual  to  provide  each  set  with  a  lightning 
protector  or  arrester.  These  generally  are  of  the  very 
simplest  description,  that  ordinarily  used  being  of  the 
form  shown  in  fig.  74. 

It  consists  of  two  brass  plates  with  sharp  saw-teeth 
fixed  near  together;  the  line-wire  is  connected  to  one 
plate  and  the  earch-connection  is  made  to  the  other. 
The  plates  are  sometimes  made  adjustable  with  regard 
to  each  other,  as  the  efficiency  of  the  instrument 
depends  upon  the  lightning  discharge  being  able  to  leap 
acrod3  the  space  intervening  between  the  points. 


Fig.  75. 

If  the  circuit  is  metallic,or  the  instrument  is  intermedi- 
ate, each  line  is  brought  to  a  separate  plate  facing  an  earth 
barcommontoeach.  Fig.  75  shows  the  form  of  double 
protector  used  by  the  Austrian  Government,  in  which,  in 
addition  to  the  serrated  edges,  each  line-plate  is  fitted  with 
a  spring  brought  over  the  earth  bar,  but  prevented  from 
actually  touching  it  by  the  interposition  of  a  strip  of  silk. 

The  Post  Office  pattern  of  lightning  protector  for 
single  lines  is  shown   in  fig.  76.      It    consists  simply 
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of  two  circular  brass  discs  having  perfectly  flat  facjs 
which  are  tinned.  Between  these  two  faces  is  placed  a 
disc  of  mica  with  three  perforations  around  a  central  hole. 
The  upper  (or  front)  plate  is  fixed  to  the  lower  by  means 
of  a  terminal,  insulated  from  a  by  an  ebonite  collet  c, 
whichis  faced  with  a  brass  washer  between  which  and 
A  the  line-wire  is  clamped.  The  protectors  are  fixed 
upon  bases  singly  or  in  groups,  and  the  earth-connection 
is  made  to  the  terminal  E  through  the  back  screw  e  and 
a  plate  which  is  fixed  at  the  back  of  the  wooden  base. 


Fig.  76.  Full  size. 
A  somewhat  similar  arrangement  is  used  upon  double- 
wire  circuits.  This  is  shown  in  fig.  77.  In  this  case  the 
centre-plate  is  the  earth-connection,  and  the  two  lines 
are  joined  to  the  upper  and  lower  plates  (A  and  B).  The 
bosses  upon  the  two  upper  plates  serve  both  to  secure  a 
good  screw-connection  and,  by  fitting  in  holes  provided 
in  the  base,  also  ensure  the  plates  being  itr  their  proper 
positions. 
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The  Germin  Postal  AdminUtration  has  introduced 
for  telephonic  purposes  an  elaborated  form  of  the  reel 
or  tube,  lightning-protector,  which  possesses  several 
features  of  interest- 

The  apparatus,  represented  by  fig.  7S,  consists  essen- 
tially of  three  brass  cylinders  wi,,  M,  »«„  fitted  upon  a 
common  spindle,  but  insulated  from  one  another.  The 
middle  cylinder  M  is  directly  soldered  on  the  spindle  s, 
and  its  two  extremities  are  turned  down  to  a  smaller 
diameter  than  the  central  portion.    The  cylinders  at 


Fig.  77.  Full  si". 
each  end,  w/,  and  »«.,  are  insulated  from  the  spindle  and 
from  M  by  means  of  ebonite  collets.  On  the  reduced 
ends  of  M  is  wound  a  single  layer  of  silk-covered  wire 
about  40  mils  in  diameter,  which  passes  from  one 
end  of  M  to  the  other,  crossing  the  central  portion  of  M 
in  a  groove  made  for  the  purpose.  The  two  ends 
of  this  wire  are  passed  across  the  ebonite  collets  and 
the  cylinders  w,  and  ?«,  in  similar  grooves,  and  clamped 
respectively    into    electrical     connection     with     tho^c 
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cylinders  by  means  of  the  nut  n  and  the  disc  a.  The 
two  cylinders  ot,  and  w,  are  thus  brought  into  electrical 
connection,  whilst  the  cylinder  M  is  insulated  from  them 
by  the  silk  covering  of  the  wire.  The  spindle  is  inserted 
into  three  brass  blocks  p\,  p,,  and  p^.  In  which  it  fits 
accurately  ;  good  electrical  connection  is  further  ensured 
by  the  metallic  springs  f,  which  press  against  flattened 
portions  of  the  cylinders  m„  M,  and  m^.     The  left-hand 
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Fig.  78.      Full  size, 

block,/i,  is  connected  to  the  wire  leading  to  the  apparatus, 
the  right-hand  one, /a.  to  line,  and  the  centre  one,  ^„  to 
earth.  The  line-circuit  thus  passes  from  the  right-hand 
block,  through  the  silk-ccvered  wire  and  the  left-hand 
block,  to  the  apparatus.  If  a  current  of  dangerously 
high  potential  passes  from  the  line  to  the  lightning  pro- 
tector, it  must  pass  through  the  silk<overed  wire,  which 
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it  will  melt,  or  heat  so  as  to  destroy  the  silk  covering, 
thus  passing  to  M,  and  thence  to  earth ;  the  circuit  of 
the  apparatus  will  therefore  be  broken  by  the  melting 
of  the  wire,  or  diverted  to  earth,  and  in  either  ca?e  the 
apparatus  itself  is  secured  against  damage.  ^ 

When  the  protector  has  acted  in  this  way,  ana  con- 
sequently broken  down  the  circuit,  working  conditions 
may  be  restored  by  simply  removing  the  bobbin. 
When  in  position  the  disc  a  at  the  end  of  m^  lifts 
the  spring  c  by  means  of  the  ebonite  block  b,  so 
that  the  platinum  contact  upon  C  is  clear  of  p^,  but 
on   the   removal  ol  the  bobbin,  p^  and  p^^  are  joined 


Fig.  79.    Full  size. 

across  by  the  spring  C,  and  the  circuit  is  restored,  but 
without  the  bobbin-protector.  There  is,  however,  a 
protector  of  the  toothed  form  at  F,  which  prevents  ihe 
circuit  from  being  absolutely  unprotected  in  any  case.  It 
a  new  bobbin  be  now  inserted,  the  disc  a  again  raises 
the  spring  C,  and  places  the  protecting  wire  of  the  new 
bobbin  in  circuit. 

A  very  simple  form  of  protector  introduced  in  the 
South  Wales  District  of  the  Postal  Telegraph  Depart- 
ment is  shown  in  fig.  79.  Upon  a  wood  strip  B  fixed 
upon  the  test-board  are  mounted  line-plates  A  fitted 
with  two  connection-screws — one  for  the  line  and  the 
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othvf  for  the  instrument  connection.  The  ends  of  these 
plates  project  over  the  edge  of  the  strip,  and  in  them  are 
fixed  conical-pointed  screws  a,  which  can  be  accurately 
adjusted  very  close  to  a  continuous  earth-strip  E.  It  is 
found  to  serve  its  purpose  extremely  well 

lil, — Batteries, 

The  time  for  which  a  telephone  is  in  actual  use 
during  any  period  is,  under  ordinary  circumstances, 
comparatively  short ;  so  that  it  is  very  desirable  to  use 
a  battery  in  which  no  actioQ  takes  place  when  it  is  idle : 


Fig.  So. 

and  for  this  reason  the  Leclanch^  battery  has  almost 
universa'ly  commended  itself.  For  ringing  purposes  when 
a  magneto  generator  is  not  used,  a  small-size  porous-cell 
form  is  Siifficient,  but  for  the  microphone-circuit  battery 
(usually  two  cells),  it  is  advisable  to  have  the  large  size, 
or,  better  still,  the  six-block  agglomerate  form.  This  con- 
sists of  a  grooved  cylinder  of  carbon  surrounded  by  six 
cylindrical  blocks  of  an  agglomerate  of  carbon  (55  paits), 
manganic  peroxide  (40  parts),  and    gum-lac  resin  (5 
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parts).  The  blocks  are  wrapped  with  a  piece  of  canvas 
and  kept  together  by  rubber  bands  (fig.  80).  The  zinc 
element  almost  entirely  surrounds  the  carbon  combina- 
tion. The  two  parts  are  shown  separate  in  the  figure 
for  the  sake  of  clearness,  and  for  the  same  reason  part 
of  the  canvas  is  removed.  The  resistance  of  this  cell  is 
almost  inappreciable,  which  constitutes  its  peculiar  fitness 
for  the  microphone  circuit,  inasmuch  as  it  is  specially 
desirable  that  the  whole  resistance  of  that  circuit  sht>uld, 
as  far  as  possible,  be  the  variable  microphonic  resistance. 

An  improved  form  of  Leclanche  battery — the 
Leclanch^-Barbier — is  very  extensively  used  in  France 
and  other  Continental  countries.  Its  most  important 
feature  is  the  use  of  a  specially-prepared  salt,  which,  it  is 
said,  does  not  crystallise  upon  the  zinc,  nor  does  the  zinc 
get  destroyed  unequally.  It  is  made  in  both  "  wet "  and 
*'dry  "forms. 

The  so-called  "  dry  "  cells  are  coming  rapidly  into 
favour  for  telephone  purposes. 

Where  a  telephone  is  in  constant  use,  it  is  often  neces- 
sary to  have  a  reversing  switch,  by  means  of  which 
either  of  two  sets  of  speaking-cells  can  be  brought  into 
use   in  turn. 

In  some  cases,  as,  for  example,  at  the  London  end 
of  the  London-Paris  telephone  lines,  secondary  cells 
are  being  used  with  great  advantage. 

IV.— Magneto  Generators. 

Magnetic  call-signals  are  very  much  used  for  tele- 
phonic purposes.  They  doubtless  furnish  a  very 
convenient  source  of  electric  energy ;  but  some  adminis- 
trations, considering  that  the  adoption  of  the  microphonic 
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transmitter  in  any  case  necessitates  the  employment  of 
a  battery,  and  for  other  reasons,  have  not  adopted  them. 
The  first  form  of  these  machines  was  similar  to  an 
ordinary  medical  magneto-electric  machine,  but  this  was 
soon  superseded  by  the  Siemens  armature,  which  has 
since  been  adopted  by  all  manufacturers.  A  general 
view  of  the  form  that  the  magneto  generator  now  usually 


takes  is  given  in  fig,  8i,  which  represents  the  generator 
lind    magneto  bell  manufactured   by  the  Consolidated 

relephone  Company,  Figs,  82  and  83  give  respec- 
tively a  longitudinal  section  and  a  transverse  section 
from    the    left  of    the   armature- tox    of  the  magneto 

portion  of  the  same  instrument. 

The  buildtng-up  of  the  armature-box  in  this  Instru- 
ment is  specially  simple  and  ingenious.  The  two  pole- 
pieces  N,  S  (fig.  83)  and  the  left-hand  bearing  for  the 
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armature-axle  are  cast  t<^ether  by  means  of  lead  (/) 
into  the  form  of  a  rectangular  box.  Three  strong 
permanent  magnets  (M,  figs.  82  and  83)  are  then 
clamped  in  position,  with  their  similar  poles  juxtaposed, 
by  means  of  clamping  strips  (C,  fig.  83),  It  is  impor- 
tant that  the  magnets  fit  closely  on  the  pole-pieces. 

It  will  be  seen  that  the  inner  surfaces  of  the  pole- 
pieces  are  curved.     These  curves  are    carefully    and 


Fig,  Si.    \  full  iat. 

accurately  turned,  so  as  to  ensure  that  as  the  armature  A 
is  revolved  it  shall  be  quite  free  and  yet  as  close  as 
possible  to  the  pole-pieces. 

The  armature  A  (figs.  82  and  83)  is  practically 
an  electro- mag  net  the  core  of  which  consists  of  a  soft- 
iron  cylinder,  deeply  and  widely  grooved  on  two  sides 
and  at  each  end,  so  leaving  a  comparatively  thin  web 
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over  which  the  wire  is  to  be  wound.  It  is,  however, 
really  a  casting,  and  at  each  end  of  the  web  is  cast  a 
cylindrical  extension  from  which  the  pivots  are  formed. 
The  core  of  the  armature  A  must  be  of  the  so ''test 
iron  ;  its  cylindrical  surface  must  be  worked  most  care- 
fuUy,  and  the  whole  centred  as  accurately  as  possible 
in  its  bearings.  The  wire  is  wound  over  the  web  on  each 
side  of  the  axis.  One  end  of  the  coil  is  soldered  to  a 
pin  ay  which  is  in  direct  connection  with  the  metallic 
mass  of  the  armature,  and  the  other  end  is  soldered  to  the 
pin  by  which  is  insulated  from  the  shaft  of  the  armature 

and  is  in  metallic  connection 
with  the  pin  c,  also  insulated 
pi^  from  the  shaft  by  the  ebonite 
I  tube  d.  In  the  machine  in 
question  the  resistance  is  about 
SCO  ohms,  but  in  other  types 
the  resistance  ranges  up  to 
i,oooo  hms. 

At  the  right-hand  end  of  the 
armature-axle  is  fixed  a  toothed 
Fig.  83.    i  full  size.        wheel  W.  This  wheel  gears  with 

the  larger  driving-wheel  w^,  and,  in  order  to  secure  quiet 
running  the  wheel  W  is  made  of  rawhide,  which  has  been 
proved  very  durable  for  such  purposes.  Wj^  runs  in 
bearings  B,  fixed  on  the  top  of  the  armature-box,  between 
the  legs  of  the  permanent  magnets.  The  driving-wheel 
is  actuated  by  the  crank-handle  H,  through  the  pin  /, 
projecting  from  the  intermediary  arm  D.  This  forms  an 
automatic  arrangement  by  which  the  magneto  coil  is 
short-circuited  when  not  in  use,  as  its  presence  in  the 
ringing  circuit  is  objectionable.  The  act  of  turning  the 
crank-handle  breaks  the  short-rircuit.     The  particular 
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form  of  automatic  cHt-out  illustrated  is  known  as  the 
Gilliiand.  Through  the  bearing  of  the  crank-handle  the 
pin  /  is  connected  to  that  end  of  the  coil  that  is  joined 
to  the  pin  b^  while  the  wheel  w^^,  being  axled  on  the 
armature-box,  is  connected  with  the  uninsulated  end  of 
the  coil  which  comes  to  a.  The  pin  /  projects  through 
a  hole  in  w^^,  and  is  held  against  the  edge  of  the  hole 
by  means  of  a  spring  between  it  and  the  insulated  stud 
e  \  but  when  the  handle  is  turned  so  as  to  make  /  drive 
the  wheel,  the  pin  must 
first  move  forward  against 
an  ebonite  bushing  in  the 
hole  in  Wj,  thereby  bring- 
ing the  coil  in  circuit. 

An  objection  to  this  form 
of  cut-out  is  that  its  action 
depends  upon  the  handle 
being  turned  in  the  right 
direction.  In  the  Williatns 
magneto  the  short-circuit 
is  broken  by  a  pin  on  the  ^*^*  ^^* 

crank-axle  sliding  up  the  side  of  a  V-shaped  recess  in  the 
boss  of  the  driving-wheel,  so  drawing  the  end  of  the 
axle  away  from  a  spring  connected  to  the  insulated 
end  of  the  coil.  The  pin  can  slide  up  either  side  of 
the  V,  so  that  the  direction  in  which  the  handle  is 
turned  is  not  material. 

A  very  neat  and  simple  form  of  automatic  cut-out 
in  which  centrifugal  force  is  the  controlling  agent  is  used 
in  the  Ericsson-Bell  Company's  magneto  generators.  It 
is  shown  diagrammatically  in  fig.  84.  A  flat  spring 
fitted  with  a  small  weight"  a  is  fixed  upon  the  armature- 
axle,  to  which,  as  usual,  one  end  of  the  coil  is  connected. 
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1'he  Other  end  of  the  coil  {s  joined  to  an  insulated  central 
pm,  as  shown  at  c  in  fig  82,  into  which  a  small  contact- 
pin  is  screwed  (fig.  84).  Normally  the  periphery  of  a 
is  held  against  this  point  by  the  tension  of  the  spring, 
thus  short-circuiting  the  coil ;  but  when  the  armature  is 
rotated  the  centrifugal  action  causes  a  to  fly  off  from  the 
contact,  and  the  coil  is  therefore  brought  into  circuit. 
The  small  weight  is  prevented  from  receding  too  far  by 
the  stop -pin  in  its  centre.  In  returning  to  its  normal 
position  a  good  rubbing  contact  is  made. 

A  somewhat  similar  device  is  introduced  in  the  PosU 
pattern  magneto.  It  consists  of  a  flat  spring  weighted 
at  its  free  end,  which  normally  joins  across  the  two  ends 
of  the  coil.  When  the  armature  is  turned,  the  free  end 
of  the  spring  moves  outwards  by  centrifugal  force,  and 
thu»  the  coil  is  kept  in  circuit  so  long  as  the  revolution 
continues. 

Friction-gearing  and  rubber  bands  for  some  time 
largely  displaced  toothed  gearing  for  the  driving  of 
magnetos,  owing  to  the  noise  made  by  the  latter ;  but 
sut:h  great  improvements  have  been  made  in  this  respect 
(especially  by  the  "  silent  gear"  with  raw-hide  small 
wheel,  as  described  above),  that  the  undoubted  advan- 
tages as  regards  durability,  etc.,  of  cut  gear  are  leading  * 
to  its  general  re-introduction. 

If  the  crank  be  turned  moderately  fast  a  good  machine 
will  actuate  a  good  bell  through  20,000  ohms  external 
resistance,  although  10,000  ohms  is  considered  ample 
as  a  rule. 

On  the  other  hand,  the  bcii  sliould  be  capable  of 
such  adjustment  that  when  it  will  ring  with  the  high 
resistance  in  circuit  the  armature  will  not  stick 
when  the  external  resistance  is  reduced  to  nil. 
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The  general  connections  are  shown  by  fig.  85,  in 
which,  however,  the  Williams  automatic  cut-out  is 
indicated.  It  will  be  seen  that  the  two  Bell  receivers 
are  shown  in  multiple  circuit,  which  is  generally  better 
than  the  series  arrangement 
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Fig.  85. 


The  terminal  shown  beneath  the  lightning  protector 
16  ordinarily  connected  to  "  earth,"  but  may  be  used  in 
connection  with  a  two-way  switch  for  an  "  extension  " 
bell  in  cases  where  an  additional  bell  is  required. 

Fig.  86  shows  a  system  of  connections  devised  by  Mr. 
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J.  J.  Carty*,  and  now  largely  used  in  America.  In  this 
arrangement  the  bells  are  joined  in  "  bridge  "  or  "  leak  " 
between  the  lines  (or  between  line  and  earth)  at  every 
station,  whether  terminal  or  intermediate,  and  the 
magneto  generator  is  brought  into  circuit  between  the 
same  points  (that  is,  in  multiple  circuit  with  the  bell 
coils)  by  means  of  an  automatic  cut-in.      The  lower 
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Fig.  86. 

contact-springs  of  the  automatic  switch-lever  are  in  this 
case  not  required.  The  altered  conditions  of  the  circuit 
necessitate  a  material  alteration  in  the  winding  of  the 
armature,  as  more  current  is  required.      Hence  these 

^  British  Patent  Specification  4,794  (1891).    Western  Electric  Company. 
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generators  are  wound  with  thicker  wire  to  a  resistance 
as  low  as  150*. 

This  system  is  said  to  increase  the  number  of  bells 
which  can  be  placed  in  circuit  to  a  remarkable  extent, 
and  it  is  probable  that  its  application  will  become  general. 

CommutaUd  Magneto. 

In  some  systems  the  plan  is  adopted  of  having  two 
methods  of  calling — one,  say,  to  actuate  the  indicators 
at  an  exchange  by  means  of  alternating  currents,  and 
the  other  to  actuate  polarised  instruments  by  direct 
current.  It  may,  of  course,  even  be  arranged  to  have  a 
third  call  by  a  direct  current  in  the  opposite  direction. 
For  such  a  purpose  commutated magnetos  are  made.  The 
turning  of  the  handle  in  the  usual  way  sends  alternate 
currents,  but  the  depression  of  a  button  while  the  handle 
is  being  turned  sendsa  current  to  line  in  one  direction  only. 
In  some  cases  this  is  effected  by  connecting  the  armature 
coil  to  line  during  only  half  its  revolution,  so  that  the 
alternations  are  missed  and  a  series  of  intermittent 
currents  are  transmitted,  their  effect  being  practically 
equivalent  to  a  constant  current.  In  other  forms  the 
commutation  is  effected  in  much  the  same  way  as  in  a 
dynamo  machine,  by  alternately  reversing  the  connec- 
tions of  the  two  ends  of  the  coil.  Such-  magnetos  are 
used  rather  extensively  in  some  American  systems, 
but  have  not  hitherto  been  adopted  in  England. 

v.— Call-bells. 

It  is  clear  that  no  telephone  circuit  is  complete  without 

a  means  of  calling,  and  this  is  usually  provided  in  the 

form  of  an  electric  bell.     Such  bells  may  be  of  different 
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kinds,  according  to  the  requirements  of  the  circuit.   The 
most  usual  form  is 

{a.)—TIu  Trembler  Bell. 

This  consists  of  an  electro-magnet  E  fitted  upon  a 
frame  of  the  general  shape  shown  in  fig.  87,  which  is 
mounted  upon  a  wooden  base.     Fixed  by  means  of  a 

spring  s  to  the  same  frame 
is  an  armature  capable  of 
vibrating  in  front  of  the  poles 
of  the  electro-magnet,  and 
this  is  extended  by  a  stout 
wire  terminating  in  a  small 
bell-hammer  H,  the  whole 
being  so  planted  upon  the 
base  that  the  bell-hammer 
is  near  to  the  bell-dome  D. 
On  the  side  of  the  arma- 
ture opposite  to  that  of  the 
electro  magnet  is  fitted  an 
insulated  adjustable  contact- 
screw  C,  and  the  spring  S  is 
so  formed  that  its  free  end 
is  raised  clear  of  the  arma- 
ture  and    rests  against  the 

point  of  C.      The  electrical 
Fig.  %•!,  J  full  size.  ^j^^ujt  is   from  terminal  A, 

through  the  coils  of  the  electro-magnet  to  the  insulated 
contact  C  along  the  spring  s  to  the  frame,  and  thence  fo 
the  other  terminal  B.  If  now  a  current  pass,  the  armature 
will  be  attracted  and  the  bell-hammer  will  strike  the 
dome  ;  but  this  movement  will  break  the  circuit  at  C, 
and  the  tension  of  the  spring  s  will  therefore  restore  the 
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armature  to  its  normal  position,  the  circuit  will  be  again 
complete  ;  and,  if  the  current  be  still  on,  the  armature 
will  again  be  attracted  and  the  bell  struck,  and  so  on  ; 
the  armature  being  alternately  attracted  by  the  electro- 
magnet and  replaced  by  the  tension  of  the  spring,  so 
causing  the  bell  to  be  continuously  ringing  so  long  as 
the  current  is  kept  on. 

Except  where  the  workmanship  is  thoroughly  good 
and  reliable  there  is  some  advantage  in  having  the  frame 
extended  so  as  to  provide  a  point  of  attachment  for  the 
bell-dome  pillar,  as  this  provides  against  error  in  fitting 
the  parts  or  variation  of  the  relative  positions  by  warping, 
etc.  In  most  cheap  forms  of  bell  the  frame  is  of  cast 
iron,  in  which  case  no  separate  cross-piece  for  the  electro- 
magnet is  used. 

In  order  that  trembler  bells  shall  be  available  for  use 
without  relay  on  direct  telephone  circuits  up  to  a  line- 
resistance  of  Tjcxy^y  the  coils  need  to  be  wound  to  a 
resistance  of  lOC;  but,  as  this  is  rather  high  for  a  short 
circuit  or  in  a  "  local  *'  circuit  where  a  relay  is  used,  the 
ends  of  the  two  coils  in  the  Post  Office  bells  are 
brought  to  four  small  connection-plates  under  the 
cover,  by  which  means  the  coils  may  be  joined  in  series 
(100")  or  multiple  (25"). 

It  will  be  noticed  in  the  bell  illustrated  that  not  only 
can  the  contact-screw  c  be  adjusted,  but  that  the  pole- 
pieces  on  the  cores  of  the  electro-magnet  are  adjustable, 
being  in  the  form  of  screws  which  can  be  screwed  for- 
ward or  back.'"  This  forms  a  very  convenient  means  of 
adjusting  for  sensitiveness. 

To  produce  an  effective  call,  the  press-button  at  the 
calling  station  should  be  kept  depressed  for  a  few 
seconds. 
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(3.) — Trembler  Bell  with  Indicator. 
It  is  often  desirable  that  a  call  should  not  only  actuate 
the  bell  in  connection  with  the  telephone,  but  should 
also  give  indication  of  the  fact  that  the  bell  has  been 
rung  in  case  of  temporary  absence  from  the  room  of  the 
person  whose  duty  it  is  to  attend,  or,  in  cases  where, 
more  than  one  bell  being  fixed,  it  is  desired  to  indicate 
certainly  which  has  been  actuated. 

Post  Office  Pattern. — For 
this  purpose  the  call-bell 
shown  in  fig.  88  is  often  used; 
it  is  similar  to  the  previous 
instrument,  but  is  provided 
with  an  indicate  r.  On  the 
armature  of  the  bell  is  fast- 
ened a  catch-pin  /,  against 
which  abuts  a  catch  pivotted 
at  d.  Fitted  upon  the  front 
end  of  the  same  axle  as 
the  catch  is  a  light  brass 
arm  terminating  in  a  disc  I, 
which  is  painted  white,  and 
this  disc  is  so  arranged  with 
regard  to  a  circular  opening 
in  the  front  of  the  case  that 
it  is  quite  clear  when  the 
catch  is  detained  by  the 
Wg.  88.    » full  size.  catch-pin  /.  When,  however, 

the  armature  is  attracted,  the  pin  moves  clear  of  the  arm, 
which  therefore  falls  by  its  own  weight,  and  the  white 
disc  then  appears  behind  the  opening  in  the  case,  remain- 
ing in  that  position  until  it  is  replaced  by  pulling  a  cord 
attached  to  the  arm  r. 
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French  Pattern. — The  method  adopted  by  the  French 
Telephone  Administration  is  shown  by  fig.  89.  .,  In 
addition  to  the  ordinary  trembler  bell  parts,  an  armature 
a  is  pivotted  at  i/,  and  arranged  to  move  parallel  with 
the  ends  of  the  electro-magnet  coils  E.     On  the  same 
axle  is  fitted  the  arm  c,  terminating  in  a  detent,  which 
normally  holds  up  the  indicator-drop  I  fixed  upon  the 
case  of  the  bell.    When, 
however,  a  current  passes 
the  catch  is  lifted  and  the 
indicator   falls.      The  fit- 
ting of  the  indicator  quite 
independently  of  the  catch 
appears    to    be    a    weak 
point  in  this  contrivance. 

(c. ) —  Continuous-ring  ing 
Trembler  Bells. 

The   deviee   by   which, 
when  once  a  call  has  been 
made,  the   bell  will   con- 
tinue to  ring  until  atten- 
tion    is     given,    is     very  ^^^'  ^^ 
similar  to  that   for   the   indicator.      The  principle   is 
shown  in  fig.  90.      The  incoming  current  passes  from 
the  centre  terminal  through  the  coils,  etc.,  to  the  left- 
hand  terminal,  and  in  so  doing  releases  the  detent  d, 
which  is  pivotted  on  an  extension  of  the  frame,  permitting 
of  contact  being  made  by  it  with  c,  which  is  connected 
to  the  right-hand  terminal.     A  local  battery  is  joined 
between  the  two  outside  terminals,  the  circuit  of  which 
is  completed  through  the  bell  so  long  as  the  detent 
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remains  down.    The  detent  is  replaced  by  means  of  a 
cord  on  arm  r. 

{d^ — Extension  Trembler  Bells, 

Referring  again  to  fig.  90,  if  there  be  a  battery  and 
another  bell  joined  in  circuit  between  the  centre  and 
the  right-hand  terminals,  this  second  bell  will  ring  as 
long  as  the  detent  is  down,  but  the  former  only  so  long 
as  the  calling  current  is  kept  on  the  line. 

The  lever  is  replaced  in 
its  original  position,  and 
the  second  call  -  bell  cut 
out  of  the  circuit  by  the 
cord  as  before,  or  some- 
times (in  this  and  in  the 
case  of  the  indicator)  by 
means  of  a  mechanical 
press-button  fastened  to 
the  base  board. 

A  special  switch  is 
generally  inserted  in  the 
circuit  of  the  second  bell, 
so  as  to  prevcfit  the  bell 
from  ringing  when  not 
required. 

(^.) — Trembler  Bells  with 
Fig.  90.    J  full  size.  Automatic  Cut-out 

It  is  sometimes  urged  that  trembler  bells  with  the 
ordinary  "  make  and  break  "  suffer  from  the  defect  that 
the  contact  between  the  spring  and  the  armature  becomes 
faulty,  so  that  the  circuit  is  thereby  disconnected;  and  also 
that  two  call-bells  cannot  be  placed  in  series  on  the  same 


SHORT-CIRCUITING  BELLS.  135 

circuit.  To  obviate  these  defects  call-bells  with  automatic 
cut-outs   are   frequently   employed,  the    action    being 
arranged  to  short-circuit  the  coils  instead  of  disconnecting 
the  bell-circuit  at  the  armature-contact.     No  doubt  this 
arrangement  is  equally  efficient  with  the  other,  but  it 
is  quite  open  to  question  whether  it  is  more  so.     The 
inadvertent  short-circuiting  of  the  coils  is  as  likely  to 
occur  as  the  unintentional  disconnection  at  the  armature- 
spring  ;  and,  as  regards  the  irregular  ringing  of  two  bells 
placed  in  series,  the  defect  is  as  marked  with  short-circuit 
as  with  disconnection  bells,  and  for  a  similar   reason — 
the    two  bell-hammers   are  not 
synchronous.    Hence  in  one  case 
the  disconnection  of  the   circuit 
occurs    at   one  bell  before    the 
other  has  struck,  and  in  the  other 
case  the  short-circuiting  of  one 
(which     greatly     increases     the  t 
current)     happens     before     the 
other,    so    that    each    bell    has 
to  act  with  a  constantly  varying 
current.      The    result   in    either  ^.91^ 

case  is  irr^ularity  of  ringing.  The  remedy  is  either  to 
insert  relays  at  both  points,  or  to  join  the  bells  on  the 
circuit  in  "bridge"  (p.  158), 

(/.)— Other  convenient  forms  of  trembler  bell  are 
the  "Whittington"  (f5g.  91),  which  is  a  speciality 
of  the  General  Electric  Company,  and  the  circular 
pattern  (fig.  92).  which,  although  it  is  perhaps 
in  some  respects  less  satisfactory  than  the  more  usual 
form,  presents  the  advantages  of  being  more  compact 
and  of  working  as  well  in  a  horizontal  as  in  a  vertical 
position.     The  illustration  is  of  the  form  made  by  the 
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Consolidated  Telephone  Company,  and  fitted  to  many 

of  their  complete  instruments.    The  base  is  a  finished 

brass   casting,   and    the    dome    is    supported  on    the 

cross-piece  of  the  electro-magnet. 

The  call-bells  used  in  telephony  vary  very  greatly  in 

resistance.     For  direct 

line     working     it     is 

generally  not  desirable 

to    have    a    very    low 

resistance — a    coil     of 

iioo"    should     give    a 
good  ring  with  20  to  25 
milliamperes  of  current. 
Fig.  ga.   a  ruii  siie.  For     short    or    local 

circuits  a  lower  resist- 
ance— say,  25  ohms — will  suffice  ;  but  this  requires  a 
much  greater  current. 

{g-) — Magneto  Call-bells. 
Where  the  call  is  effected  by  alternating  currents 
from  a  magneto  machine  an  altogether  different  type  of 
bell  is  employed.  The  general  construction  is  shown  in 
f"!-  9J-  The  armature  a,  pivotted  centrally  in  front  of 
the  poles  of  the  electro-magnet  e,  is  polarised  by  one 
pole  of  the  permanent  magnet  m,  the  other  pole  of  which 
is  brought  near  or  attached  to  the  cross-piece  of  the 
electro-magnet.  By  this  arrangement  the  alternating 
magneto  currents  sent  through  the  coils  cause  the 
armature  a  to  vibrate,  thus  moving  the  hammer  h,  which  is 
fixed  to  the  armature,  alternately  from  side  to  side.  On 
each  side  is  fixed  a  bell-dome,  againstwhich  the  hammer 
strikes  in  its  movements.  The  sensitiveness  of  the  bell 
largely  depends  upon  the  relative  positions  of  the  per- 
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tnanent  magnet,  the  electro-magnet,  and  the  annature. 
Either  the  polarising  mj^net  must  not  touch  the  cross- 
piece  of  the  electro-magnet,  or  the  opposite  pole  must 
be  an  appreciable  distance  from  the  armature,  depending, 
of  course,  upon  the  strength  of  the  magnet.     Otherwise 


^-  93- 
the  magneto  currents  cannot  easily  actuate  the  armature 
in    opposition    to    the    influence    of    the    permanent 
magnetism. 

VI. — Pendulum  Signaller. 
When  several  offices  are  placed  on  one  circuit  it  is 
often  found  to  be  a  source  of  inconvenience  and  annoy- 
ance for  every  station  to  receive  the  call  meant  for  only 
on^— a  means  of  securing  an  individual  call  upon  such 
a  circuit  is  therefore  very  desirable.  This  is  done  by 
means  of  the  device  illustrated  in  figs.  94  and  95, 
which  is  the  invention  of  Messrs.  Saunders  and  Brown.' 
Fig.  94  is  a  front  elevation  and  fig.  95  an  elevation  of 
the  interior  mechanism.     The   pendulum-rod  p,  which 

'  British  Patent  Specift'ilion  a.oao  (April,  1883). 
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is  pivotted  above  the  case,  is  fitted  with  an  adjustable 
bob  B,  the  adjustment  of  which  to  the  various  positions 
on  the  graduated  rod  determines  the  rate  of  vibration  of 
the  pendulum  when  it  is  set  in  motion.  Fitted  upon  the 
axle  immediately  behind  the  rod  is  a  light  spring  c» 
which  plays  between  two  contacts,  so  that  each  complete 
vibration  of  the  pendulum  provides  for  the  transmission 


TO  PEMOULUM     1 
*  CONTACTS 
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Fig*  94*    i  full  size. 


Fig.  9$.    \  full  size. 


of  two  current-pulsations  from  a  battery  placed  in  circuit 
with  the  line  and  the  pendulum  through  the  first  two 
terminals  shown  in  fig.  95.  (The  contact-spring  c  is 
shown  as  projecting  horizontally  for  clearness — it 
is  actually  fitted  behind  the  pendulu,n-rod  and  inside 
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the  case.)  By  adjusting  the  bob  to  any  one  position,  and 
setting  the  pendulum  into  vibration,  the  correspond- 
ing station  alone  is  called. 

The  currents  sent  to  line  by  the  motion  of  the  outer 
pendulum  pass  through  the  coil  R  inside  the  case  at 
every  station.  The  passing  of  these  currents  tends  to 
cause  the  attraction  of  the  light  armature  A,  to  a  flexible 
extension  of  which  is  attached  the  pendulum.rod  P'^ 
upon  which  is  a  bob  b'.  Now  at  each  station  the 
position  of  B'  upon  the  rod  varies,  so  that  the  natural 
rate  of  vibration  of  the  inner  pendulum  at  one  station 
alone  corresponds  with  the  rate  of  the  outer  pendulums 
when  adjusted  to  one  of  the  marked  positions.  In  all 
other  cases  the  vibratory  attraction  of  the  armature 
simply  shakes  the  pendulum,  but  at  the  one  station 
where  the  natural  rate  of  oscillation  is  a  direct  multiple 
of  the  speed  of  currents  transmitted  the  inner  pendulum 
attains  its  full  amplitude.  In  doing  so  the  rod  P'^ 
is  brought  against  the  rod  r,  which  projects  from 
the  weight  w  upon  the  spring  S :  by  this  means  the 
short-circuit  between  s  and  C'  is  broken,  and  either  the 
line-current  or  a  current  from  the  local  circuit  of  a 
relay  can  pass  through  the  coils  of  the  call-bell,  which 
are  normally  short-circuited  between  s  and  c'.  Thus 
the  bell  at  the  required  station  is  rung,  while  those  at 
the  other  stations  on  the  circuit  are  not. 

The  pendulum  call  was  first  suggested  by  Bizot, 
whose  system  is  described  by  the  late  Count  du  Moncel 
in  vol  iii.  of  his  Expose  des  Applications  del'Elcctricite. 

VII.— Relays. 

Even  when  they  are  wound  with  a  large  number  of 
turns  of  wire  (to  a  resistance  of  lOO**)  ordinary  trembler 
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bells  require  a  comparatively  large  current  —  25  milli- 
amp^res  being  the  lowest  that  can  be  satisfactorily  used. 
For  a  long  line,  therefore,  the  battery-power  required 
would  have  to  be  rather  high.  This  leads  to  the  neces- 
sity of  introducing  a  relay 
into  the  circuit  in  lieu  of 
the  bell,  and  working  the 
bell  from  the  local  circuit 
of  the  relay. 

One  form  of  relay  that 
is  used  for  this  purpose  is 
shown,  two-thirds  full  size, 
in  plan' by  fig.  96,  and  in 
side  elevation  by  fig.  97. 
Mounted  on  a  brass  base 
is  an  electro-magnet  M,  with  projecting  cores  upon  which 
is  fixed  a  brass  cross-piece.    Vertically  between  the  coils 


Fig.  97.     3  full  size. 

Is  pivotted  an  axle  a,  upon  which  at  the  lower  part  H 
fitted  the  relay  tongue  T,  and  at  the  upper  end  tha 
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armature  A,  the  ends  of  which  are  situated  on  opposite 
sides  of  the  two  cores  of  the  electro-magnet  o'^he 
platinum  contact-points  at  the  end  of  the  tongue  rest 
against  the  end  of  one  of  two  adjustable  screws  b  and 
c.  Normally  the  tension  of  the  spring  s  holds  the 
tongue  against  b^  which  is  fitted  with  an  insulating 
(ivory)  point ;  but  the  passing  of  a  current  through  the 
coils  causes  the  attraction  of  the  armature  and  brings 
the  tongue  over  to  contact  c^  thus  closing  the  local 
circuit  of  the  bell  and  abattery. 

This  instrument  is  often  fitted  inside  the  telephone 
case,  but  when  required  separate  it  is  mounted  upon  a 
wooden  base  and  fitted  with  a  tubular  brass  cover  with 
glass  top  as  shown  in  section  in  fig.  gy. 

The  current  required  for  this  relay,  when  wound  to 
100  ohms,  is  16  milliampdres,  so  that  a  reduction  of  more 
than  one-third  of  the  battery-power  is  effected  by  its 
use.  There  is,  however,  a  practical  objection  to  the  use 
of  a  relay  if  it  can  be  avoided,  inasmuch  as  it  forms 
another  piece  of  apparatus  liable  to  its  own  peculiar 
faults  and  requiring  a  certain  amount  of  care  in 
adjusting,  etc. 


Vi  1 1.— Wall  Fittings,  etc. 

When  it  is  required  to  have  a  telephonic  instrument 
for  use  upon  a  table,  or  in  any  other  position  where  it  is 
liable  to  be  moved,  it  becomes  necessary  to  make  the 
connections  by  means  of  flexible  cords.  In  such  cases 
the  fitting  of  a  "  wall-rosette "  at  the  fixed  point  to 
which  the  wires  are  brought  forms  a  neat  mode  of 
connecting     the    flexible-cord     conductors     with__the 

U2SIJV  i  .        r^ 


.  * 


141  COMPLEMENTARY  APPARATUS. 

ordinary  wires.     Figs.  98   and   99  show  such  rosettes 
for  four  and  seven  wires  respectively. 


Fig.  98.  Fig.  99. 

If  it  is  desired  to  have  a  ready  means  of  transferring  a 

telephone  instrument  from  one  room  to  another,  so  as  to 

be  able  to  use  one  instrument  at  two  or 

mors  points,  the  circuits  must  beformed 

to  the  several  places  and  terminated  in 

"  wall-blocks."  These  are  so  made  that 

a  plug    with     a   flexible    connection 

attached   can    be   inserted   in  a  way 

to  complete  the  circuit  of  a  telephone 

instrument    connected    to    the    other 

end  of  the  flexible  cord.      Fig.    100 

shows    a  wall-block     and     plug  for 

snch  a  purpose.     This  forms  a  simple 

'  and  inexpensive  means  of  making  one 

instrument  do  duty  in  two  or  more 

places,    where,    of  course,    it  is  not 

Fig.  100.        required    to    communicate   from    one 

point  when  the  instrument  is  likely  to  be  wanted  at 

another. 


GOWSR-BEU.   TELBPBCNS 


CHAPTER  IX. 

OJMPLETE    TELEPHONE  INSTRUMENTS. 

Gower-Bell  Telephone. 
F»GS.  lOi  and  102  give  views  of  the  Gower-Bell  tele- 
phone as  used  by  the  British  Post  Office,  and  fig.  103 
showi  the  ordinary  connections. 


r  g.  loi. 


The  receiver,  shown  at  R  in  fig,  101,  is  placed  on  a 
separate  base  beneath  the  cover,  to  the  underside  of 
the  top  of  which  the  microphone  is  fitted.  The  receiver 
Is  of  the  form  shown  in  fig.  i3,  with  the  addition  of 
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three  niatg^  (a  fig.  103),  by  which  the  magnet  may  be 
adJuBted.\''The  microphone  is  as  shown  in  fig,  34. 
The  resistance  of  the  primary  wire  of  the  induction 
coil  is  '5-,  and  that  of  the  secondary  wire  250-. 
Two  No.  I  porous-pot  Leclanch^  cells  are  generally 
used  for  speaking,  but  for  busy  circuits  6-block  agglo- 
merate (fig.  80)  are  more  efficient  The  resistance  of 
the  receiver  is  200*. 

In  connection  with  this  instrument  may  be  followed 
out  the  general  principles  of 
the  arrangement  of  the  parts 
of  a  telephone. 

K  is  a  small  kty  pivotted 
(behind  the  back-board)  at 
its  lower  end  and  made  to 
play  between  two  contact- 
points.  The  lever  itself  is 
connected  to  line,  and  the 
upper  contact  of  the  key  is 
connected  to  one  pole  of  the 
catl-battery,  the  other  pole 
Fig.  10*.  of    which    is    connected  to 

earth  or  to  the  return  line,  as  the  case  may  be.  If  now 
the  lever  of  K  be  brought  into  connection  with  the 
upper  contact  by  depressing  the  small  ivory  press-button 
at  the  top  of  the  instrument,  a  "ringing"  current  will 
pass  to  the  line. 

The  lower  contact  of  K  is  connected  to  the  axis  of 
the  left-hand  switch-lever  S,  the  longer  end  of  which, 
as  well  as  that  of  the  right-hand  switch-lever,  is  normally 
kept  depressed  by  means  of  the  hearing-tubes,  as  shown 
In  fig.  102. 

If,  when  this  is  the  case,  a  current  be  sent  from  line,  it 
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will  pass,  by  way  of  terminal  L,  key  K,  switch-lever  S, 
and  its  front  contact,  through  tlie  coils  of  the  relay  B 
to  earth  or  return  line,  thus  actuating  the  relay  and 
causing  the  bell  to  ring.  When  this  call  has  been 
acknowledged  by  the  depression  of  the  ivory  button  as 
described  above,  the  hearing-tubes  are  removed  from 
their  positions  of  rest  in  the  forked  ends  of  the  switch- 
levers  s,  S',  and  the  speaking  and  hearing  parts  of  the 
telephone  instrument  are  switched  into  circuit     This 


Fig.  103, 

practically  automatic  change  of  connection  Is  effected  by 
means  of  two  spiral  springs,  which,  on  the  removal  of  the 
hearing  tubes,  bring  the  switches  S,  S'  into  the  positions 
shown  in  fig.  103.  The  right-hand  lever  joins  up  the 
microphone  and  the  primary  wire  of  the  induction  coil 
with  the  left-hand  portion  of  the  battery  (two  Leclanchd 
cells),  while  the  movement  of  the  left-hand  lever  dis- 
connects the    relay    from  the  line  and  joins  in  the 
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telephone  receiver   and   the  secondary  section  of  the 
induction  coil. 

The  Gower-Bell  instruments  used  by  the  Post  Office 
are  now,  when  returned  for  repair,  being  fitted  with  two 
double-pote  Bell  receivers  (p.  51),  instead  of  the  Gower 
receiver  and  tubes.  This  change,  besides  innproving 
the  instrument  (for  it  has  long  since  been  recognised 
that  two  hand-receivers  are  better  than  the  one  Gower), 
effects  an  actual  economy,  inasmuch  as  the  tubes — which 


are  very  expensive — require  comparatively  frequent 
renewal.  By  a  slight  change  of  the  internal  connections 
is  obtained  the  "  Universal  "  telephone,  so  called  because 
the  connections  permit  of  its  use,  without  alteration, 
under  almost  every  condition  of  working  that  is  required. 
These  connections  are  shown  by  iig,  104,  whjch  repre- 
sents diagrammatically  the  "  Post  Office  Telephone," 
introduced  on  the  expiry  of  the  controlling  patents. 
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It  may  be  remarked  that  the  telephone  receivers 
should  invariably  be  hung  with  the  ear-piece  down,  as, 
apart  from  this  direction  keeping  the  ear-pieces  free 
from  dust,  the  receivers  when  taken  in  the  hands  are 
in  the  most  convenient  position  for  holding  to 
the  ears. 

The  two  free  wires  above  the  centre  terminals  are  for 
connection  to  the  local  circuit  of  the  relay  when  one  is 
used.  In  this  case  the  connection  shown  by  a  dotted 
line  is  replaced  by  the  coils  of  the  relay  (figs.  96 
and  103). 

There  is,  as  already  stated,  no  essential  difference 
between  the  general  arrangement  of  the  Gower-Bell  and 
any  other  complete  form  of  microphonic  telephone. 
The  differences  that  do  arise  do  not  generally  affect  the 
principle.  The  construction  of  the  microphone^  for  in- 
stance, will,  of  course,  have  a  direct  bearing  upon  the 
shape  of  the  instrument,  some  microphones  requiring  to 
be  fixed  in  a  vertical,  and  others  in  a  more  or  less  sloping 
position  ;  and,  again,  it  is  usual  to  combine  the  switches 
upon  one  lever.  The  two  separate  switch-levers,  however, 
are  very  useful  in  some  cases  as  a  means  of  regulating  the 
signals — indeed,  for  some  conditions  of  the  Post  Office 
system  they  are  essential. 

Some  typical  forms  of  complete  instruments  may  now 
be  illustrated  with  a  few  words  of  explanation  to  each. 


Bell-Blake  Tekp/ume. 

Fig.  105  shows  the  complete  Bell-Blake  magneto  com- 
bination, .which  has  been  the  standard  pattern  of  the 
Kational  Telephone  Company.    At  the  upper  part  is 
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the  magneto  generator  and  bell,  fitted  with  the 
automatic  switch  for  the  Bell  receiver.  A  fixed  hook 
provides  for  a  second  receiver, 
as  shown.  Beneath  is  the  usual 
Blake  transmitter  (p.  ,71), 
and  at  the  bottom  of  the 
board  is  a  case  for  holding 
the  microphone-circuit  bat- 
tery, the  top  of  the  case  being 
arranged  to  serve  as  a  desk. 
Fig.  85  shows  the  connections. 


Fig.  105. 

Hunning- Bell  and  Magneto  combined. 
This  is  a  very  compact  form,  com- 
plete in  one  case,  except  as  regards  the 
microphone  battery  (fig.  106).  The 
Hunning's  transmitter  (fig.  62)  is  fitted 
upon  the  door  of  the  magneto-bell  case,  below  the  bell,  and 
the  induction  coil  is  placed  at  the  back  of  the  case,  above 
the  generator.    This  is  a  pattern   introduced  by  the 
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Western    Electric    Company,     The    connections  are 
shown  in  fig.  86. 

_  Beriiner's  Universal  Set 

{Magntto). 
Berliner's  transmitter 
i^Z-  59)  lends  itself  very 
readily  to  combination 
with  almost  any  form  of 
instruintjnt.       The     illus- 


tration (fig,  107)  shows  It 
in  connection  with  a  m^neto 
set  of  the  ordinary  wall-type. 

The  Ericsson-  Bell  Wall  Telephone. 
The  general   arrangement  of 
this,  as  shown  in  fig.  108,  will  be 
«een  to  be  very  similar  to  the  preceding.      The  trans 


Fig,  10?. 
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mitter,  of  granular  type,  is  fitted  at  the  top  of  the 
board ;  the  lightning  protector,  just  beneath  it,  is  of 
a  characteristic  form,  provision  being  made  by  means  of 
a  peg  to  short-circuit  the  instrument,  to  put  either  line 
(if  the  telephone  is  intermediate)  direct  to  earth,  leaving 
the  instrument  in  circuit  on  the  other  line,  or  to  put 
both  lines  direct  to  earth.  The  top  of  the  generator 
case  furnishes  a  desk-slope,  and  upon  it  is  fitted  a 
washable  memoranda  tablet.  A  decorated  sheet-iron 
front  beneath  the  generator  conceals  the  microphone 
battery. 

Sitmetis'  Baitety-mll  Wall  Tehphone. 

One  of  the  standard  sets  adopted  by  the  German 
4  Telephone     Administration,     and 

manufactured  for  English  use  by 
Messrs.  Siemens  Bros.,  is  shown — 
about one-fifth full  fize — by  fig.  109. 
It  comprises  a  microphone  trans- 
mitter and  two  receivers  (of  the  form 
illustrated  by  fig.  16)  together  with 
a  relay,  trembler  bell,  press-button, 
automatic  switch,  induction  coil, 
and  lightning  protector  (fig.  78). 

Tabu  TcUphones. 

The  extension  of  the  use  of  the 
telephone  has  led  to  a  demand  by  principals  and 
managers  of  business  houses  for  an  instrument  that  shall 
be  easily  accessible  to  the  user  without  having  to 
move. 


TABLS  TBLSFHONES,  IJI 

A  neat  and  convenient  instrument  of  this  description, 
manufactured  by  the  Western  Electric  Company,  is 
shown  in  fig.  no.  The  case,  which  contains  the 
magneto  generator  and  bell,  the  automatic  switch,  and 
the  induction  coll,  may  be  of  walnut,  maht^any,  or 
ebonised  wood.  The  transmitter  is  of  the  form  shown 
by  fig.  62,  and  is  so  mounted  above  the  case  that  it  can 
be  turned  in  any  direction,  according  to  the  position  of 
the  user,  irrespective  of  the  base.  A  double-pole  Bell 
receiver  (fig.  21)  completes  the  set 

A  very  effective  table  telephone  (illustrated  by 
fig.  Ml)  is  manufactured  by  Mix  &  Genest 
The  dome  of  the  trembler  bell  is 
just  visible  beneath  the  base  of  a 
decorative  standard,  within  which  are 
the  induction  coil  and  the  electrical 
parts  of  the  automatic  switch,  the 
hook  of  which  projects  for  the 
reception  of  a  watch  receiver.  The 
standard  is  surmounted  by  a  Mix 
&  Genest  microphone  of  the  smalt 
form  shown  by  fig.  42. 

The  design    of  one   of  the  table 
telephones   made  by  the    Ericsson- 
Bell  Company  leaves  almost  nothing  Fig.  no. 
to  be  desired,  and  the   workmanship  is  also  excellent. 
This  instrument  is  shown  by  fig.  r  1 2.    The  magneto  gen- 
erator runs  very  smoothly  and  quietly.      It  is  provided 
in  some  instances  with  a  handle  on  each  side,  so  that 
when  placed  upon  a  double  office  table  the  person  on 
either  side  can  ring  without  inconvenience.     A  so-called 
micro-telephone  is  employed — transmitter  and  receiver 
fitted  together  as  a  band  instrument.    The  transmitter 


ISI  TELEPHONE  INSTRUMENTS. 

is  of  the  granular  Torm,  very  similar  to  that  shown  is 
fig.  62.  The  feet  of  the  instrument  are  fitted  with  rubber 
rollers,  so  that  it  can  be  moved  easily  and  noiselessly 
upon  the  table. 

Fig.  113  illustrates  the  "Circular  Pattern"  table  tele- 
phone manufactured   by  the  Consolidated   Company. 


Fig.  III. 

A  circular  box  containing  the  generator  forms  the  base 
of  the  instrument,  which  thereby  acquires  great 
stability.  '^  A  small  cylinder  mounted  above  the  base 
upon  a  brass  pillar  contains  the  magneto  bell,  auto- 
matic switch,  and  induction  coiL  Two  small,  neatly- 
figured  bell-domes  are  fixed  at  one  side,  and  on  the 
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Pig.  Wt,  About  }  real  i 
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other  is  thetransmitter — the  "Fitzgerald"  granular.  A 
watch  receiver  is  used.  The  circular  boxes  are  covered 
with  plush,  which,  as  it  may  be  of  any  required  colour^ 
to  suit  surroundings,  gives  a  pleasing  character  to  a  very 
neat  instrument. 

One  type  of  table  telephone  made  by  Messrs, 
Siemens  Bros,  is  illustrated  by  fig.  1 14.  It  represents  a 
magneto  set,  including  generator,  betl,  and  micro-tele- 
phone, with  a  flexible-cord  connection  to  a  wall-plug. 
The  receiver,  as  is  usual  in  Siemens'  instruments,  U 
wound  to  about  2uo  ohms. 


Micro-telephones. 

Combined  transmitters  and  receivers, 
now  generally  known  as  mkro- telephones, 
are  applied  to  general  uses  to  an  increas- 
ing extent.  Two  makes  of  these  have 
been  already  illustrated — the  Ericsson- 
Bell  in  fig.i  13, and  theSiemensinfig.114. 
An  example  of  another  pattern — the 
Western  Electric — is  given  to  a  larger 
scale  in  fig.  1 1 5,  The  receiver  is  invari- 
ably of  the  "  watch "  form,  differing, 
of  course,  considerably  as  to  the  mag- 
netic construction ;  and  the  transmitter 
Is  always  some  pattern  of  the  Hunning's 
type.  On  the  connecting  handle  is  often 
placed  a  press-piece,  the  depression  of 
which  joins  up  the  microphone  battery 
Fig.  iij.  while  conversation  is  going  on.  It 
need  scarcely  be  remarked  that  the  micro-telephone 
it  not    a  complete    instrument   in    itself:    it    requires 
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separate  induction  coil,  calling  system,  and  automatic 
switch.  The  need  for  flexibleK:ord  conductors  (which 
have  necessarily  a  comparatively  high  resistance)  in  the 
microphone  circuit  has  a  slight  tendency  to  reduce  the 
efficiency  of  the  telephone. 
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CHAPTER  X. 

INTERMEDIATE  STATIONS. 

When  more  than  two  stations  are  in  communication 
upon  one  circuit,  it  is  often  desirable  or  necessary 
that  the  users  should  be  able  to  divide  the  circuit  "at 
will  at  one  or  more  points.  Thus,  if  there  are  three 
stations,  it  may  be  required  that  when  any  two  are 
communicating,  the  third,  although  still  able  to  signal 
for  attention,  shall  not  be  able  to  interrupt  or  over- 
hear the  conversation  of  the  other  two.  Again,  if  there 
are  more  than  three  stations,  the  circuit  should  be  so 
arranged  that  if  two  at  one  end  of  the  circuit  are  in  com- 
munication, it  shall  not  prevent  two  others,  both  nearer 
the  other  end,  from  speaking  also. 

This  is  effected  by  means  of  "  intermediate  "  switches, 
which  are  of  various  forms. 

(a.) — Tie  British  Post  Office  System. 

In  connection  with  this,  attention  must  be  drawn 
to  the  fact  that  under  this  system  metallic  circuits  are 
the  rule  and  single  wires  the  exception.  In  these 
circumstance-^  there  are  three  distinct  ways  in  which 
a  telephone  can  be  placed  intermediate. 
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(l.)  It  can  be  placed  in  one  of  the  lines,  as  shown  by 
*  ordinary '  in  fig.  1 1 6.  The  objection  to  this  arrangement 
is  that  the  inductive  balance  of  the  metallic  loop  is 
disturbed  owing  to  the  want  of  electrical  symmetry 
between  the  two  lines/ and  thus  noises  from  induction 
are  introduced. 
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Fig.  1 1 6. 


(2.)  One  part  of  the  receiver  coils  and  of  the  secondary 
section  of  the  induction  coil  may  be  in  one  line,  and 
a  corresponding  part  in  the  other  line.  This  plan  b 
fairly  satisfactory  telephonically,  but,  as  it  necessitates 
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double- winding  of  the  receivers  and  induction  coils,  certain 
electrical  and  mechanical  objections  are  very  liable  to 
arise.  Tiie  principle  is  shown  at  *  differential '  in  fig.  1 16. 
(3.)  Each  line  may  be  continuous  through  the  inter- 
mediate station,  and  its  instrument  joined  across  or  ^'in 
bridge/'  as  shown  to  the  right  in  fig.  116.  This  arrange- 
ment is  quite  satisfactory  from  a  telephonic  point  of 
view,  even  when  eight  or  ten  telephones  are  placed  "  in 
bridge  "  (if  the  distance  between  each  is  not  excessive). 
The  electrical  difficulties  are  very  easily  overcome 
by  means  of  properly   proportioned  fixed   resistance 
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coils  placed  in  the  different  sections  of  the  circuit 
The  electro-magnetic  inertia  or  impedance  of  the 
apparatus  itself  is  here  utilised.  It  permits  the  receiver 
to  act,  but  at  the  same  time  it  so  chokes  the  circuit 
across  the  bridge  that  a  large  proportion  of  the  working 
currents  passes  along  the  line. 

Precisely  the  same  principle  applies  also  to  single- 
nvire  circuits,  only  in  that  case  the  intermediate  station 
becomes  a  '*leak''  to  earth. 
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There  is  a  further  advantage  which  this  plan  often 
presents,  and  that  is  an  actual  saving  in  the  erection 
of  lines.  This  may  be  illustrated  by  fig.  117  in  which 
the  upper  diagram  shows  the  series  arrangement  of  a 
single-wire  circuit,  while  the  lower  shows  the  same 
stations  joined  on  the  "  leak  "  principle.  It  will  be  seen 
that  in  the  latter  case  only  half  the  wire  and  insulators 
between  b  and  B  will  be  wanted  as  compared  with  the 
series  plan.  This  economy,  however,  cannot  be  effected 
if  a  switch  is  to  be  used  at  the  intermediate  station. 
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There  are  also  other  advantages  Incidental  to  the 
bridge  system.  For  instance,  a  fault  in  an  intermediate 
instrument  (unless  it  be  a  short-circuit  of  the  two  lines) 
will  not  break  down  the  whole  line. 

The  total  resistance  of  the  circuit  from  any  ringing- 
point  is  reduced  (generally  very  considerably),  so  that 
even  for  the  increased  current  a  lower  ringing-power  is 
ne«3ed.  .  The  cost  of  maintenance  of  the  batter}^ 
therefore,  is  much  the  same  as  for  the  ordinary  system, 
but  the  reduction  in  batteries  fitted  at  subscribers' 
offices  is  a  clear  advantage. 
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The  general  principles  that  need  attention  in  connec- 
tion with  *'  bridge "  and  "  leak  '*  working  will  be  clear 
from  the  following  general  description  of  the  Post 
Office  practice  in  this  respect. 

As  the  current  divides  in  invei'se  ratio  to  the  resist- 
ance, it  is  desirable,  for  ringing  purposes,  that  the 
several  arms  of  a  circuit  shall  not  be  very  unequal. 
In  the  case  of  a  "  three-office "  circuit,  balancing 
resistances  should  be  inserted  if  necessary  in  both  the 
shorter  branches.  The  resistance  coils  should  be  so 
connected   as  to  be   out  of  circuit   both  for  speaking 
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and  for  the  outgoing  ringing  current  Fig.  Ii8  shows 
how  this  is  done  for  the  case  where  a  bell  is  used  direct 
in  circuit,  and  fig.  119  where  a  relay  is  fitted  inside  the 
telephone.  The  advantage  of  this  arrangement  is  that 
the  introduced  resistances  do  not  involve  any  increase 
of  battery-power,  although  the  ringing  currents  received 
by  each  office  from  either  of  the  others  are  practically 
equalised.  These  two  figures  illustrate  one  of  the  ways 
in  which  the  ^'universal"  system  of  telephone  con* 
nections  is  of  value  (p.  146). 
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Where  there  are  more  than  three  offices  upon  a 
circuit : — 

(a.)  If  the  resistance  between  any  one  office  and 
the  next  is  small  (say,  not  more  than  20**)  no  balancing 
resistances  need  be  used,  and  bells  will  suffice. 

(b,)  If  the  resistance  between  the  two  or  more  inter- 
mediate offices  is  small  and  the  resistance  of  one  or 
more  of  the  terminal  arms  is  considerable,  then  all  the 
terminal  arms  should  be  balanced,  so  that  each  has 
approximately  the  same  resistance.  It  should  be  borne 
in  mind  that  on  the  "  bridge  "  or  "  leak  "  system,  the 
second  office  at  each  end  is  practically  terminal,  as  well 
as  the  first,  and  must  not  for  the  purposes  of  this  rule 
be  considered  ''intei  mediate."    Thus,  all  offices  on  a 
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circuit  with  four  instruments  are  "terminal"  (fig.  120). 
The  small  squares  in  this  figure  indicate  the  balancing 
resistances  required  in  this  case  at  three  out  of  the  four 
offices.  J^  is  the  symbol  employed  to  indicate  that  a 
100-  relay  is  used  with  the  telephone  ;  and  ^  ( fig. 
121)  shows  that  a  relay  of  i,ooo'*  is  fitted. 

{c.)  When  the  resistance  between  the  intermediate 
offices  exceeds  50^,  so  that  it  must  be  taken  into  account, 
it  is  necessary  to  use  a  high-resistance  (1,000^  relay  at 
each  office.  The  line-resistances  of  an  ordinary  tele- 
phone circuit  are  generally  so  small  in  comparison  with 
i,ooo«*  that  they  need  not  be  taken  into  account  when 
this  relay  is  used;  and,  as  the  relay  is  made  more 
sensitive,  so  that  the  working  current  required  is  reduced 
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from  1 6  milliamp^res  to  7,  the  introduction  of  the  high 
resistance  is  to  some  extent  compensated. 

(rf.)  If,  with  1,000"  relays,  the  resistance  of  one 
terminal  arm,  in  a  case  where  more  than  three  offices  are 
in  circuit,  should  be  more  than  150"  in  excess  of  that  of 
any  other  terminal  arm,  it  is  advisable  to  insert  balancing 
resistances  until  the  resistance  of  each  ai  m  of  the  circuit 
is  within  50"  of  the  resistance  of  the  arm  in  question. 

The  battery-power  must  be  so  regulated  that  each 
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ofBce  may  receive  the  standard  ringing  current  accord- 
ing to  the  following  scale  : — 

Bells  (100-)         25  milliamp^res. 

Relays  (locr)      16 

Relays  (1,000-) 7 

The  method  of  calculating  the  battery-power  required 
on  "bridge"  circuits  may  be  illustrated  by  an  ex- 
ample showing  the  calculation  for  one  station  (a)  upon  a 
four-office  circuit,  where  relays  having  a  resistance  of 
1,000-  are  used  (fig.  121). 

T  •  *.       .  ^  ,  1,000  X  i,o8«> 

Jomt  resistance  c  c  and  ^  D  =  — j — ~  -  «=  C20" 

1,000 -f  1,085 

Total  resistance  of  arm  *  C  D  =   520-  -|-    So-  =  6oo- 
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Joint  resistance  *  B  and  *  C  D  =  Ji^g?  X    ^  ^  ^88» 

1,100  +   600 
Total  resistance  of  ringing 

circuit  from   A        ...  =    sSS"  +    i40"=528» 
Now,  at  b  the  current  from  A  will  divide  in  the  ratio 
of  600  to  B  and  1,100  to  C  and  D ;    that  is,  C  and  D  will 

get  --  of  the  current  sent  from  A.    Of  this,  C  and  D 
17 

will  get  respectively  in  the  proportion  of  1,085  and  1,000; 

I  00c        1 1 
that  is,  D  will  get  -^-^  of  —,  of  the  current  sent  from 

2,003        17 

A ;   and  this,  for  a  i,ooo"  relay  of  the  Post  OfiBce  tele- 
phone type,  must  be   not   less  than  7   milliamperes ; 
therefore,  the  total  current  from  A  must  be 
17        2,085        49,623 

and  (as  E  =  C  R,  and  R  in  this  case  is  528")  the  electro- 
motive force  required  at  A  is 

^        22'S  X  528  00      li. 

E  =  — —  =  ir88  volts. 

1,000 

It  follows  that  the  battery  power  at  A,  assuming  the 
lowest  permissible  E.M.F.  of  a  Leclanche  cell  to  be  V2 
volt,  must  be  at  least  10  Leclanche  cells;  but,  as  the 
resistance  of  the  battery  is  not  taken  into  account,  and 
the  10  cells  do  not  give  much  margin,  11  cells  might 
be  fixed  in  this  case. 

Similar  calculations  would  have  to  be  made  to  deter- 
mine the  power  at  B,  c,  and  D  ;  as  on  the  **  bridge"  system 
the  power  required  at  the  several  offices  generally  varies. 
In  the  above  case  the  calculations  would  show  that 
9,  8,  and  9  cells  would  be  required  at  B,  c,  and  l) 
respectively. 

The  tediousness  of  these  calculations,  and  the  amount 
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of  time  which  they  take,  led  one  of  the  authors  to  devise 
a  scale  by  which  the  combined  resistances  can  be  read 
off  without  calculation.  A  reduced  copy  of  the  scale 
that  is  issued  to  departmental  officers  by  the  Post  Office 
is  given  in  the  Appendix. 

The  principle  of  this  scale  may  be  briefly  explained 
thus: — 

Let  two  resistances  a  and  ^,  which  are  joined  in 
multiple  circuit,  be  represented  linearly  (fig.  122)  by 
A  C  and  B'  C'  respectively.  At  b'  raise  a  perpen- 
dicular b'  b  equal  to  b,  and  join  A  B.    Then  a  perpen- 


dicular c  from  C  to  meet  A  B  will  represent  on  the  same 
linear  scale  the  combined  resistance  of  a  and  b.  Now,  it 
is  evident  that  the  point  B  will  always  be  situate  at  an 
angle  of  45^  with  regard  to  the  point  c'  on  the  line  AB'. 
The  scale  is  therefore  constructed  with  varying  values 
of  a,  6,  and  c  upon  the  lines  A  c',  B  c',  and  C  c 
respectively,  c'  being  the  common  zero,  and  the  divisions 
on  scale  b'  bearing  the  proportion  to  the  true  scale  b 
that  B  C  bears  to  B'  c'.  The  line  A  c  B  represents  a 
straight-edge  applied  to  any  points  A  and  B  on  the  scales 
0.  b'  with  the  resultant  resistance  shown  on  scale  c  at  C 
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The  '*  bridge  "  and  "  leak  "  systems  are  now  exclusively 
adopted  in  the  Post  Office  Telephone  systenu 


Fig.  123.    \  full  sizo 


Tig.  124.  }  full  size. 

The  front  of  the  "  bridge  intermediate  switch  "  that  is 
nsed  is  shown  by  fig.  123,  and  the  back  by  fig.  124. 
I  and  2  are  springs  which  are  connected  respectively 
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to  "  up  lines "  A  and  B ;  7  and  8  are  similar  springs 
joined  to  the  corresponding  "down  lines."  Beneath 
these  springs  are  brass  blocks,  connected  by  brass 
straps  alternately  with  terminals  3  and  6,  as  indicated 
by  3.  6.  3.  6.  Terminals  3  and  6  are  connected  to  the 
terminals  of  an  ordinary  trembler  bell.    The  movement 


Fig.  iij. 
of  the  switch-lever  L  actuates  a  cam  fixed  upon  the 
axis  of  the  lever.  This  cam  is  in  two  sections,  which 
are  insulated  from  each  other,  and  each  having  two 
projections  ;  those  of  the  lower  section  are  shown  in  the 
figure  beneath  springs  2  and  8,  and  those  of  the 
upper  section  beneath  i  and  7.  The  two  sections  are 
connected,  by  means  of  the  springs  shown,  to  terminals 
4  and  5  respectively,  which  af  ioined  to   the  two  line 
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terminals  of  the  telephone.  The  **  positions"  of  the  lever 
are  at  *'  down,"  "  through,"  and  "  UP."  When  the  lever 
is  to  "  through/'  all  the  cam  projections  are  beneath 
the  springs  (as  shown),  lifting  them  clear  of  the  brass 
blocks  beneath ;  when  the  lever  is  turned  to  *•  UP  "  or 
''  DOWN,"  one  part  of  each  section  is  beneath  i  and  2  or 
7  and  8  respectively,  the  other  two  springs  falling 
to  their  position  of  rest  upon  their  blocks  6  and  3. 
It  may  here  be  remarked  that  the  four  line  springs  are 
so  constructed  that  they  have  a  rubbing  (cleaning) 
movement  over  the  blocks  beneath  them. 

Fig.  125  shows  the  complete  electrical  arrangement  of 
apparatus  at  an  intermediate  switch  station  under  this 

UP  DOWN 


Fig.  126.  Fig.  127. 

system — the  dotted  lines  upon  the  switch  itself  showing 
the  internal  connections  when  the  lever  is  in  position 

•*  THROUGH." 

In  this  position  lines  A  are  continuous  by  way  of 
terminals  i,  5,  and  7,  and  lines  B  are  continuous  through 
2, 4,  and  8;  the  telephone,  with  its  relay  and  trembler  bell 
(to  the  right)  being  joined  between  A  and  B  lines 
respectively  at  5  and  4.  The  extra  trembler  bell  shown 
at  the  left  is,  in  this  position,  disconnected. 

When  the  switch  lever  is  turned  to  "  UP  "  and  "  DOWN," 
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the  connections  are  changed  to  those  shown  in  figs.  126 
and  127  respectively.  In  position  "DOWN  "  the  connec- 
tions of  the  down  h'nes  remain  to  the  telephone  (5  and  4), 
but  the  up  h'nes  are  now  connected  to  the  extra  bell 
(6  and  3).  The  switch  station  can  then  be  called  by 
and  speak  to  the  down  station,  but  can  only  be  called 
by  the  up  station  through  the  extra  bell.  In  the 
"  UP "  position  these  conditions  are  reversed :  the 
up  station  can  both  call  and  be  spoken  to  by  the  inter- 
mediate, while  the  down  station  can  only  call  by  means 
of  the  extra  bell. 

(3.) — The  German  System, 

Fig.  128  shows  an  intermediate  switch  used  by  the 
German  Telephone  Administration  for  single-wire 
circuits. 

There  are  six  flat  springs,  1-6,  of  German  silver,  dis- 
posed around  a  circular  cam,  which  is  capable  of  being 
turned  within  the  range  of  a  half-circumference  by  a 
tever-handle.  Of  these  springs,  i  and  2  are  on  a 
different  plane  from  the  others.  The  switch  is  intended 
for  fitting  inside  the  case  of  an  intermediate  telephone 
set — the  axis  of  the  handle  pa^sing  through  the  case 
from  the  front. 

When  the  handle  is  v^ertical  the  cam  is  in  the  position 
shown.  Springs  i  and  2  are  connected  through  the 
centre  contact-pin,  and  the  other  springs  are  disconnected. 

If  the  handle  be  turned  to  the  left,  the  centre  pin 
passes  clear  of  springs  i  and  2,  leaving  them  discon- 
nected, but  the  movement  of  the  cam  secures  the 
connection  of  springs  3  and  4,  and  of  springs  5  and  6, 
by  means  of  the  four  studs  s.  It  will  be  seen  that  the 
construction  of  the  cam  is  as  follows : — Around  the  axis 
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is  an  ebonite  sleeve,  through  the  forward  end  of  which 
passes  the  centre  contact-pin,  and  upon  which  the 
springs  I  and  2  press  except  when  the  switch  is  to 
"  intermediate."  Around  the  lower  part  of  the  sleeve  are 
disposed  two  curved  brass  strips  m,  which  are  surrounded 


Fig.  laS. 
by  an  ebonite  ring  e,  to  which  they  are  fixed  by  the  four 
studs  s.  Thus  the  studs  are  connected  tc^ether  in  pairs, 
and,  as  already  stated,  the  turning  of  the  handle  to  the 
left  secures  through  the  studs  the  connection  of  spring 
3  to  spring  4  and  spring  5  to  spring  6.  Similarly,  when 
tiie  handle  is  turned  through  an  angle  of  45  "  to  the  right 
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the  connections  are  altered  to  connect  springs  3  and  5 
and  4  and  6. 

Fig.  129  shows  the  full  connections  for  an  intermediate 
station.  Only  a  magnetic  transmitter  (p.  42)  is  shown, 
but  this,  of  course,  does  not  affect  the  switch.  It  will  be 
useful  to  trace  the  system  of  connection  through  the 
several  positions. 

Intermediate  Position, — The  current  arriving  from  the 
station  connected  to  Li  passes  by  way  of  the  lightning- 
protector  Si  through  the  electro-magnet  of  the  relay  R, 
thence,  through  springs  r  and  2  of  the  switch,  to  light- 
ning-protector S^,  and  so  by  terminal  L^  to  line  2. 

Ttu  terminal  stations  can  communicate^  but  the  inter^ 
mediate  speaking  circuit  is  disconnected. 

If  in  this  position  the  press-button  at  either  of  the 
terminal  stations  be  depressed,  the  relay  R  will  be 
actuated,  closing  the  local  circuit,  and  so  causing 
ihe  bell  w,  to  ring.  By  a  pre-arranged  system  of  signals 
the  intermediate  station  can  tell  which  office  is  being 
called. 

Second  Posttton,  handle  to  left. — The  connections  are 
marked  in  the  figure  by  firm  curved  lines  between  the 
springs ;  springs  i  and  2  are  disconnected. 

A  current  arriving  from  line  i  passes  from  L^  to  Si, 
thence  through  springs  5  and  6,  the  press-button  a, 
switch-lever  v,  call-bell  w„  and  to  earth. 

A  current  arriving  from  line  2  by  L^  passes  by  way  of  S, 
through  springs  4  and  3,  call-bell  w,  and,  finally,  to  earth. 

The  intermediate  station,  therefore,  can  receive  a  call  from 
eit/ur  terfninal  station,  and  tJte  switch  wiU  be  turned 
accordingly. 

By  depressing  a  a  current  can  be  sent  to  line  i  from 
the  battery  connected  to  terminal  B  through  springs 
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6  and  5  ;  and,  by  the  removal  of  the  telephone-receiver 
from  the  switch-lever  V,  the  speaking  circuit  is  connected 
to  the  same  line.    Thus : — 

TIu  intermediate  can  call  the  station  on  line  i,  and 
can  speak  on  that  circuit  after  unliooking  the  telephone. 


Figf.  129. 
Third  Position^  handle  to  n^///.— The  connections  are 
shown  in  the  figure  by  dotted  lines.    Springs  i  and  2 
are  disconnected. 
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The  conditions  of  the  second  position  are  reversed. 
The  calling  circuit  from  line  i  is  through  the  call-bell 
Wg,  and  that  for  line  2  through  call-bell  Wj,  while  the 
intermediate  can  call  or  speak  to  the  station  on  line  2. 

It  will  be  noticed  that  in  this  system  the  relay  is  not 
used  except  when  the  two  lines  are  through. 

{c).     Three-lever  Intermediate  Switch. 

This  (fig.  130)  is  a  useful  and  reliable  form  of  switch 
for  single-wire  circuits,  and  it  has  found  very  general 

LINE  I 


EARTH 


LINE  2 


Fig.  130.   \  full  size. 

acceptance  in  England.      Various  foreign  and  colonial 
administrations  have  also  used  it. 

Clamped  upon  the  base  of  the  switch  are  three 
springs,  a^  5,  c,  of  which  5  is  fitted  with  a  handle  knob. 
An  ebonite  link  across  the  three  springs  secures  that 
they  shall  all  move  together.  In  the  "  left,"  "  inter- 
mediate/' and  *'  right "  positions   of    the    handle    the 
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Spring  a  makes  contact  respectively  on  studs  d.e,^,  and 
spring  c  makes  contact  with  e',  f,  d',  while  spring  b  is  con- 
nected to  one  of  the  studs/"',  except  when  in  the  inter- 
mediate position,  where  it  is  disconnected  altogether. 

The  connections  can  be  readily  traced.  In  the  posi- 
tion with  the  handle  to  the  left,  line  i  is  connected  by 
way  of  spring  a  and  stud  d  to  the  speaking  instru- 
ment, while  line  2  is  joined  through  spring  c  and  stud  e' 
to  the  "extension  bell,'  as  separate  magneto  bells  are 
usually  called.  These  connections  are  reversed  when 
the  handle  is  turned  i-q  the  right,  line  2  being  then 
connected  to  the  speaking  set  and  line  i  to  the  extension 
bell.  In  the  central  position  as  shown,  line  1  is  joim^d 
through  spring  a,  stud  e,  and  the  extension  bell  to  /, 
and  thence  by  way  of  spring  c  to  line  2.  The  telephone 
set  is  disconnected. 

Of  course,  by  reverting  the  positions  of  the  telephone 
and  the  extension  bell,  the  speaking  set  may  be  in 
circuit  in  the  intermediate  position,  if  so  desired. 

{d).— Miller's  Intermediate 
Sxvitch. 

Miller's  intermediate  switch, 
a  general  view  of  which  is 
given  in  fig.  131,  has  also  met 
with  a  favourable  reception 
in  some  quarters.  The  con- 
nections are  obtained  by  a 
system  of  springs  rubbing 
upon  the  periphery  of  brass 
s^ments  which  form  the 
cam.    It  is  not  necessary  to  ^'S-  'S'- 

detail  the  various  connections.    The  electrical  portion 


174 


INTERMEDIATE  STATIONS. 


is  protected  by  a  cover  as  indicated  by  dotted  lines.  It 
will  be  noticed  that  the  contacts  are  quite  independent 
of  moving  axles,  and  are  consequently  very  safe  and 
reliable. 

{e) — SingU'Wire  ** Leak**  Intermediate  Switches. 

The  switches  just  described,  and,  indeed,  almost  any 
ordinary  intermediate  switch,  will  lend  itself  readily  to 
conversion  for  '*  leak'*  working;  but  it  does  not  appear 
that  this  system  has  extended  sufficiently  at  present  for 
a  suitable  switch  to  be  a  recognised  commercial  need. 
The  advantages  of  "  bridge  **  or  "  leak  *'  working  have 
been  already  explained  (p.  1 58),  and  there  can  be  no  doubt 
that  they  are  now  being  generally  admitted.     A  much 


LINE  I 


LINE  2 


Fig.  132.    \  full  size. 

simpler  switch  will  suffice,  and  one  on  the  spring-lever 
plan,  the  connections  of  which  will  be  easily  traced,  is 
shown  by  fig.  132.  The  handle  is  in  the  intermediate 
position. 
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A  simple  form  of  switch  on  a  plan  rece.itly  adopted 


TELEPHONE 

Vlj>  <33-    i  full  tiiet 


by  the  Post  Office  is  also  su^ested.     It  is  shown  in 
Ggs.  133,  134,  and  135.     Th^  two-arm  aluminium-bronze 
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springs  a  and  b  would  move  over  the  projecting  ridge 
on  the  segments  Li,  B,  L^,  T,  so  making  the  required  con- 
nections. 

The  advantage  of  the  form  of  base  here  indicated  (see 
also  figs.  123  and  124)  is  that  the  electrical  parts  are 
effectually  protected. 

The  external  connections  of  the  switch  are  sufficiently 
indicated  by  the  lettering  of  the  slot-headed  terminal 
screws  in  fig.  1.^3. 
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CHAPTER  XI. 

SWITCHBOARDS    FOR  SMALL  TELEPHONE  EXCHANGES 

A  SWITCHBOARD  is  an  apparatus  by  which  each 
subscriber  or  user  of  the  telephonic  system  can  call 
and  enter  into  communication  with  the  operator  at 
the  exchange,  and  which  enables  the  connection  of  any 
two  subscribers  to  be  effected  in  a  quick  and  reliable 
manner.  For  the  first-named  purpose  the  switchboard 
must  ordinarily  have  a  separate  electro-magnet  in  cir- 
cuit with  each  line,  by  which  a  current  sent  from  any 
subscriber's  station  shall  produce  a  signal  which  is  easily 
visible,  and,  if  need  be,  audible.  For  the  second  require- 
ment a  variety  of  diflfercnt  devices  have  been  adopted, 
some  of  which  will  now  be  described. , 

All  switchboards  for  use  in  connection  with  ordinary 
small  exchanges,  whether  public  or  private,  may  be 
suitably  classed  under  one  of  two  types:  (i)  the  Swiss 
Commutator  plan,  or  (2)  the  American  Cord-peg  and 
Spring  plan.  For  really  small  exchanges  each  system 
presents  its  own  advantages,  but  for  a  large  number 
of  subscribers  the  Swiss  commutator  arrangement 
becomes  unwieldy,  and  ultimately  impracticable 

The  original  form  of  the  Swiss  commutator,  which 
was  known  telegraphically  in   England  as  the  '*  Urn" 
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schalUr  Switch"  consisted  of  numbers  of  brass  bars  fitted 
horizontally  above  and  insulated  from  another  series  of 
bars  arranged  vertically.  At  every  point  of  crossing  a 
hole  drilled  through  permitted  of  the  insertion  of  a  brass 
split  plug,  thus  electrically  connecting  any  of  the  upper 
with  any  of  the  lower  bars.  This  has  proved  susceptible 
of  numerous  modifications,  of  which  a  very  good 
example  is  the  Chtnnock  switch,  which  has  been 
extensively   used,   especially    in    America.       Fig,   136 


Fig.  136. 

shows  8  complete  switch  for  six  subscribers,  made 
on  this  plan  by  the  Consolidated  Telephone  Company. 
Across  the  face  of  the  board  are  fitted  horizontally 
five  stout  brass  strips,  drilled  with  vertical  rows  of  holes 
beneath  the  centres  of  six  indicators  fitted  immediately 
above  the  switch.  In  line  with  the  vertical  rows  of 
holes,  but  behind  the  board,  are  fitted  thin  brass  strips 
clamped  in  position  by  thicker  strips  L  (fig.  137).  The 
thin  strips  are  shaped  with  long  projections,  which  are 
spaced  opposite  the  vertical  rows  of  holes,  and  are  turned 
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Up  to  form  springs  a,  b,  c,  d,  e.  These  vertical  strips 
are  connected  through  their  respective  indicators,  one 
to  each  line,  The  lowest  horizontal  strip  E  is  joined  to 
earth,  so  that  when  the  brass  plugs  are  inserted  through 
the  holes  in  that  strip  as  shown  in  fig.  136,  each  vertical 
strip  (that  is,  each  line  with  indicator)  is  connected 
through  its  plug  direct  to  earth.    This  represents  the 


Fig.  137-    JfulUiw. 

normal  position.  To  the  next  strip,  D,  is  joined  the 
speaking  instrument  in  connection  with  the  switch,  the 
c4her  end  of  which  is  to  earth  ;  thus,  when  any  one  of  the 
plugs  is  inserted  in  this  strip,  the  corresponding  line  is 
joined  through  its  spring  d  to  the  exchange  telephone. 
Again,  in  order  to  put  any  one  line  through  to  any  other, 
it  is  necessary  only  to  insert  the  two  corresponding  plugs 
in  either  of  the  strips  A,  B,  or  c. 
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The  indicators  shown  are  known  as  the  Danvera 
pattern.  Above  the  two  coils  of  an  electro-magnet  M 
(Bg.  138),  fitted  on  an  iron  L-shaped  frame,  is  pivotted 
an  armature  A,  prolonged  beyond  its  pivots  and  termi- 
nating in  a  catch.  It  is  held  off  the  poles  of  the  magnet 
by  a  flat  spring,  whose  pressure  is  adjustable  by  means 
of  screw  s.  Below  the  catch  (which  projects  through  & 
hole  in  the  vertical  arm  of  the  L-shaped  frame),  and 
pivotted  upon  the  front  plate  G  of  the  indicator,  is  a  flat 
plate  P,  which  tends  to  fall  to  a  horizontal  position,  but  is 


-  Fig.  138.  jrulisiia. 

normally  held  up  by  the  catch.  The  figure  shows  the 
armature  attracted  and  the  shutter  F  in  the  act  of  falling. 
When  it  falls  it  uncovers  a  number,  which  is  fixed  on 
the  front  plate  G  beneath  a  thin  brass  frame  g.  In  this 
position  a  platinum  point  upon  the  plate  p  rests 
upon  the  end  of  an  adjustable  contact-screw,  c,  in  a  brass 
bar,  F,  which  is  fixed  along  the  front  of  the  switch  just 
below  the  indicators.  The  frames  of  the  indicators 
themselves  are  also  electrically  connected  together, 
and  are  joined  through  a  trembler  bell  (shown  beneath 
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the  switch  in  fig.  1 36)  and  a  two-way  switch  to  one  pole 
of  a  battery,  the  other  pole  of  which  is  connected  to  F. 
When,  therefore,  the  two-way  switch  is  closed,  if  a  current 
passes  through  one  of  the  electro-magnets  M,  so  that  it 
attracts  the  armature,  the  shutter  P  will  be  released  hy 
the  catch,  and  when  it  fails  to  the  horizontal  position 


resting  on  F,  the  local  circuit  of  the  bell  will  be  com- 
pleted, and  the  bell  will  ring  continuously  until  the 
shutter  is  replaced.  When  a  switch  attendant  is  actually 
present  the  falling  of  the  shutter  is  sufficient  to  call 
attention,  and  the  bell-circuit  is  therefore  disconnected 
by  means  of  the  two-way  switch. 

Good  electrical  contact  for  the  local  circuit  between 
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the  shutter  and  the  frame  of  the  indicator  is  ensured  by 
means  of  the  light  spring  /  fixed  on  the  frame,  against 
which  a  pin  projecting  from  P  makes  good  rubbing  con- 
tact when  P  falls. 

As  representative  of  the  Cordpeg  and  Spring  type  of 
switchboard  may  be  taken  the  Spring-jack  system  now 
extensively  used  by  many  important  administrations. 

The  Western  Electric  Company's  five-drop  Standard 


rig.  140.   Full  sizet 


Fig.  141,    Full  size. 

switchboard  is  shown  by  fig.  139.  In  this  form  the 
Standard  boards  are  of  course  suited  only  to  very  small 
exchanges — say,  up  to  25  lines. 

The  most  recent  form  of  spring-jack^  or  switch-springy 
used  on  these  boards  is  shown  full  size  by  figs.  140 
and  141,  The  whole  spring-block  is  fixed  in  position 
by  the  insertion  of  the  cylindrical  portion  T  in  a 
circular  hole  made  through  the  front  board  of  the 
switch,  and  fixing  it  by  means  of  two  screws  through 
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the  flanged  portion.  This  piece  is  shown  in  section 
in  fig.  140.  Jwo  flat  springs  /,  t  are  soldered  into 
transverse  slots  at  the  back  of  T,  and  respectively 
above  and  below  these  are  placed  the  springs  L,  L',  the 
former  being  provided  with  a  tail-piece ;  and  between 
/,  f^  but  insulated  from  them,  is  a  straight  flat  spring  /, 
upon  which  L,  l'  normally  rest ;  /,  /'  being  gapped,  as 
shown  in  fig.  141,  to  admit  of  this.  In  fig.  140  the 
gapped  portion  of  /,  /',  is  shown  in  section,  so  as  tc 
clearly  show  the  shape  of  the  two  springs  L,  l'.     The 


Fig.  142.    Fnll  size. 


Fig.  143*    Full  size* 

end  of  /  also  forms  a  tail-piece.  The  whole  com- 
bination is  clamped  by  means  of  two  screws,  which 
are  insulated  from  /.  The  cylindrical  portion  T  is 
bored  longitudinally  to  admit  the  end  C  of  a  peg, 
shown  complete  by  fig.  142,  and  with  the  cover  / 
removed  in  fig.  143.  These  are  full-sized  representa- 
tions of  the  smallest  peg  ordinarily  made,  which  is 
rather  smaller  than  that  used  for  the  ordinary  switch- 
boards. The  conductor  of  a  single-wire  flexible  cord 
is  connected  beneath  the  screw  shown  in  fig,  143.     The 
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cover  slides  over  the  body  of  the  peg  and  is  secured 
by  a  small  screw.  The  length  of  c  is  ^uch  that  when 
it  is  inserted  in  T  (fig.  140)  the  knob  at  the  extremity 
passes  between  the  curved  ends  of  springs  L,  l',  thus 
lifting  them  from  contact  with  /  and  joining  them 
electrically  with  the  conductor  of  the  flexible  cord. 

The  form  of  indicator,  or  "  drop,"  manufactured  by 
this  company  is  remarkable  for  its  simplicity  and 
compactness.  A  side  sectional  elevation  is  given  in 
fig.  144,  which  shows  the  instrument  full  size.  When 
necessary,  indicators  of  the  form  shown  can  be  spaced 
at  vertical  distances  of  1  inch  centre  to  centre,  and 
horizontal  distances  of  ig  inch. 


Fig.  144.  Full  siie. 

The  indicators  are  made  up  on  strips  of  soft  iron  B,  of 
any  required  length.  Upon  this  strip,  for  each  indicator, 
are  fixed  two  coils  M,  for  which  the  strip  itself  serves  as 
a  cross-piece.  Clamped  over  the  projecting  poles  of  the 
cores  of  M  is  a  brass  fitting  c,  which  provides  pivot- 
bearings  for  the  armature  A,  suspended  vertically 
before  the  poles.  At  right  angles  to  the  armature  is 
rivetted  a  long  arm  d,  which  terminates  in  a  catch  ;  this 
arm  lies  between  the  coils  on  the  upper  side.  A'  brass 
pin  slightly  projecting  from  C  prevents  sticking  of  the 
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armature.  Between  the  front  plate  G  and  a  somewhat 
smaller  plate  behind  are  clamped  a  light  local-contact 
spring  J,  and  also  the  hinge-pin  of  the  shutter  P. 
The  shutter  is  held  up  by  the  detent  on  D,  the  weight  of 
which  is  sufficient  to  keep  the  armature  normally  away 
from  the  cores.  When  A  is  attracted  and  P  falls,  a 
tail-piece  on  the  shutter  presses  s  against  the  contact  c^ 
which  is  fitted  in  a  large  ebonite  collet  fixed  in  the  iron 
base  B.  This  forms  the  local  circuit ;  the  whole  series  of 
contacts  c  are  connected  by  a  wire  which  is  fixed 
beneath  the  lock-nut  on  c.  Upon  the  brass  fitting  C  is 
fixed  an  ebonite  block  to  which  two  connection-strips  d 
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SWITCH  5PRINC      ^ 
Fig.  145.  Connections  of  a  Line  on  small  Standard  Switchboard, 

are  attached.  To  the  inner  ends  of  these  strips  the  ends 
of  the  coils  are  connected,  and  the  outer  ends  afford  a 
convenient  means  of  making  the  required   connections. 

The  coils  are  ordinarily  wound  to  a  resistance  of 
about  70". 

Behind  the  line-terminals  at  the  top  of  the  board 
(fig«  139)  IS  fitted  a  lightning-protector  earth-strip  close 
to  the  terminal  plates,  one  edge  of  which  is  serrated. 

The  complete  connections  for  one  line  are  shown  in 
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fig.  145.  The  operator's  complete  telephone  set  (not 
shown)  is  connected  direct  to  earth  on  one  side,  and  to 
a  cord  terminating  in  a  single  peg  on  the  other,  so  that 
by  inserting  the  peg  in  any  switch-hole  the  operator  is 
properly  connected  with  the  corresponding  line  through 
the  coils  of  the  indicator.  The  lifting  of  the  springs  L,  L' 
from  the  stud  I  by  the  insertion  of  the  peg  disconnects 
earth  at  that  point  Two  lines  are  put  through,  as 
shown  at  3  and  5  in  fig.  139,  by  the  insertion  of  one  of 
a  pair  of  pegs  in  each  switch-hole,  these  pairs  being 
at  the  two  ends  oi  a  single  cord.  This  leaves  both 
indicators  in  circuit. 


STANDARD  SWIICHBOARDS.  tS9 


CHAPTER  XIL 

SWITCHBOARDS    FOR    ORDINARY  PUBLIC    EXCHANGES. 

SucHswitch  boards  as  those  just  described  aresufficient 
for  a  small  number  of  users  (say,  twenty-five),  but 
when  the  number  of  lines  brought  to  a  central  point  is 
sufficient  to  keep  one  or  more  attendants  more  or  less 
constantly  engaged,  the  system  has  to  be  elaborated  in 
order  to  facilitate  the  operation  of  the  switchboard  and 
provide  for  more  rapid  manipulation. 

The  Standard  switchboard  for  one  hundred  subscribers 
of  the  Western  Electric  Company  is  shown  by  fig.  146. 
If  two  or  more  boards  are  used,  auxiliary  wires  are  run 
between  the  several  boards  and  joined  to  the  switch- 
springs  below  those  of  the  subscribers'  lines. 

The  general  disposition  of  the  several  parts  as  shown 
in  the  figure  is  as  follows :  One  hundred  subscribers' 
indicators  (fig.  146)  are  arranged  in  ten  rows  of  ten  at 
the  upper  part  of  the  board  ;  immediately  below  are  six 
rows  of  twenty  switch-springs — five  rows  of  twenty  for 
the  hundred  indicators,  and  one  row  for  auxiliary  lines. 
Beneath  these  again  is  a  row  of  ten  special  "ring-off" 
indicators.  Then  comes  a  shelf  or  table,  at  the  back 
part  of  which  are  ten  pairs  of  pegs,  the  cords  of 
which  pass  through  holes  in  the  table  and  are  kept 
straight  by  weighted  pulleys.     By  this  means  the  two 
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rest  vertically  on  the 
:  close  togettier,  and  so 
be  easily  selected  and 
by  the  operator.  In 
:  of  each  pair  of  pegs  is 
:war  or  other  table-key, 
farther  forward  still  are 
ringing-keys ;  or  four  if 
switch  is  to  be  in  chaise 
two  operators.  Above 
switchboard  is  fixed  a 
dard  fitted  with  a  hori- 
al  arm,  upon  which  are 
nged  two  scries  of  ebonite 
!ys.  Over  these  pulleys 
iin  two  bare  soft  flexible 
:opper  cords,  made  up  of 
several  strands  of  six  or 
seven  mils  wire,  and  from 
in  ebonite  cross-piece 
aetween  them  is  sus- 
pended by  means  of  a 
rubber  band  a  neat  metal- 
:ased  Blake  transmitter 
fig.  46),  for  which  the 
suspending  wires  serve  as 
:onductors.  The  instru- 
ment is  counterbalanced 
behind  the  board,  where 
,  also  the  necessary  con- 
nections are  arranged. 
The  transmitter  is  thus 
Fig.  146,  easily  adjustable  to  any 
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required  height,  or  can  be  pushed  up  altogether  clear 
of  the  board. 

6ingle-wire  Standard  Switchboard. 

The  switch-springs  are  the  same  as  shown  in  fig.  140. 

The  connections  of  a  subscriber's  line  are  shown  in 
fig*  I47>  i^om  which  it  will  be  seen  that  the  line  is 
connected  direct  to  the  line  switch-spring,  so  that  the 
indicator  is  cut  out  of  circuit  by  the  insertion  of  a  peg. 

Fig.  148,  which  shows  the  complete  connections  of  a 
pair  of  pegs  A,  a',  with  their  table-key,  etc.,  will  make 
the  manipulation  of  the  switchboard  easily  understood. 
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^^Z'  147*    Line-circuit  Cunnections  of  Single-wire  Standard  Switchboard* 

The  pegs  are  shown  in  their  normal  position,  being  so 
held  by  means  of  the  small  pulley- weights  p,  p\  which 
run  on  the  peg-cords. 

Suppose,  now,  that  subscriber  78  calls  ;  the  operatoi 
will  at  once  place  one  of  the  pegs,  a',  into  switch-hole  78, 
pull  forward  the  lever  of  the  table-key,  and  receive 
the  subscriber's  instructions.  The  movement  of  the 
table-key  puts  the  springs  /,  P  in  connection  with 
the  outer  contacts.  The  circuit  is  therefore  from  line  78 
through  p^  A',  spring  /*,  ringing  key  r',  the  operator's 
instrument,  key  R,  spring  /,  peg  A  to  earth.  It  will  be 
observed  that  the  earth-connection  is  secured  through 
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the  body  of  the  peg,  the  end  of  which  rests  upon  a  brass 
plate  connected  to  earth.  The  projection  of  the  metal 
(figs.  142  and  143)  beyond  the  ebonite  cover  is  made  in 
order  to  effect  this.  If  subscriber  78  requires  to  be  put 
through  to  (say)  S,  the  operator 
next  puts  the  second  peg  a  into 
switch-hole  5,  and  depresses  the 
corresponding  ringing  key,  thus 
sending  alternate  currents  to  line 
5  from  the  "  generator."  On  the 
return  of  the  lever  of  R  to  its 
upper  contact,  the  circuit  is  from 
line  5,  through  t,  R,  the  operator's 
telephone,  R',  and  f,  to  line  78. 
If  subscriber  5  acknowledges  the 
operator's  call,  the  table-key  is 
restored  to  normal,  and  the  two 
lines  are  "  through."  The  circuit 
is  now  from  line  78,  by  way  of 
spring  ^,  through  the  ring-off 
indicator  to  earth  ;  also  from  f, 
by  way  of  spring  /  and  peg  A,  to 
line  5.  Thus  the  ring-olf  drop  is 
in  "  leak"  on  the  through  line. 
The  ring-off  indicator  is,  ss 
already  stated,  of  a  special  form. 
F'>- 14&  /«8^^  Co"-  It  consists  of  a  single  coil  (M, 

Kctions  of  Standard  Switch-  °  .        ^    ' 

board  with  Ring-off  Indicator  fig.  1 49)  wound  to  a  resistance 
"*  "'^"''■"  of  i,ooO",  and  constructed  on  the 

principle  of  John  Faulkner's  altandi  electro-magnet, 
with  an  iron  cyh'ndrical  case,  F.  The  impedance  of  this 
coil  to  the  passage  of  telephone  currents  is  such  that  its 
presence  as  a  leak  on  the  main  circuit  does  not  prac> 
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tically  affect  the  speaking  between  the  two  terminal 
offices.  The  other  parts  of  the  "  ring-off  drop "  are 
lettered  to  correspond  with  those  of  fig.  144.  The 
armature  A  b  provided  with  an  adjusting  screw,  is 
pivotted  in  c,  which  is  screwed  on  the  iron  case  F,  and 
is  fitted  with  the  arm  D,  which  terminates  in  the  catch 
for  holding  up  the  shutter.  B  is  the  iron  strip  upon 
which  the  whole  indicator  is  mounted,  G  the  pivotting 
plate  beneath  which  is  fitted  the  local-contact  spring 
(not  shown),  and  P  the  shutter.  The  ends  of  the  coil 
are  brought  out  in  the  form  of  two  rigid  wires  through 

^  B  „  c 


Fig,  149.    Full  liie. 

holes  in  the  armature  A.  On  the  conclusion  of  the 
conversation  the  subscribers  give  the  ring-off  signal 
(which  is  a  turn  or  two  of  their  magnetos),  the  relatively 
slower  alternations  of  which  easily  actuate  the  indicator, 
and  the  pegs  are  withdrawn  by  the  operator. 

When  a  subscriber  requires  a  communication  that 
must  be  made  on  another  switch,  the  connection  can 
still  be  made  direct  if  it  be  an  adjoining  switch,  but  an 
auxiliary  line  on  the  bottom  row  of  switch-holes  must  be 
used  by  arrangement  with  the  operator  at  any  other 
than  an  adjoining  switch.  In  such  cases  it  is  better  that 
the  second  operator  should  put  through  by  means  of  a 
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detached  pair  of  pegs,  so  as  not  to  use  an  extra  set  ot 
keys,  etc.,  and  introduce  another  ring-off  indicator. 

It  is  quite  impossible  for  one  operator  to  properly 
attend  to  so  many  as  lOO  subscritwrs  if  the  exchange 
system  includes  a  greater  number ;  because,  of  course,  the 
average  number  of  calls  from  each  subscriber  increases 
with  the  number  of  possible  correspondents ;  hence 
for  exchanges  which  exceed  lOO  it  is  necessary  to  have 
switchboards  fitted  for  an  operator  to  attend  to  50  sub- 
scribers instead  of  lOO,  as  experience  shows  that  to  be 
about  the  number  that  one  operator  can  attend  to  in 
such  circumstances.  This  question  of  manipulation  will, 
however,  be  dealt  with  later  on  (p.  206). 


Fig.  ,50.    jfullsiic 

The  connections  of  the  table-key  generally  used, 
which  is  Icnown  as  the  Dewar  table-key,  are  clearly 
shown  in  fig.  14S,  Figures  150  and  151  show  its  general 
construction.  It  is  practically  a  double  two-way  switch 
of  compact  form,  both  levers  of  which  are  actuated 
simultaneously,  and  themselves  furnish  a  locking  device 
for  the  handle.  The  whole  switch  complete  is  mounted 
upon  a  compound  ebonite  block  arranged  for  fixing 
beneath  the  switch-table.  The  handle-bar  A  projects 
through  a  slot  in  the  table,  over  which  is  fixed  a 
slide  a,  which,  as  it  follows  the  movement  of  the  handle, 
covers  the  slot  in  both   positions.    The  handle-bar  is 
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pivotted  at  b,  and  moves  betweeh  the  two  rigid  springs 
T,  T*,  upon  which  it  acts  by  the  intermediary  of  the 
two  press-buttons  B,  b'  pivotted  in  the  ebonite  base. 
Normally  T,  t"  are  in  contact  resfiectively  with  r  /, 
which,    although    shown    as    connected    together    in 


Fig.  151.  g  tuIUize. 
fig.  14S,  are  really  independent  contacts,  such  being 
required  in  some  systems  of  connection.  In  this 
position  the  two  buttons  B,  B'  are  pressed  near  together, 
as  shown,  by  the  tension  of  the  two  springs  T,  T',  and 
so  prevent  A  from  being  accidentally  moved  over  to 
the  dotted  position.   When,  however,  the  handle  is  pulled 
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over,  the  bar  is  forced  between  the  two  buttons,  and  the 
two  springs  are  brought  against  the  outer  contacts  /,  t. 

The  ringing  keys  are  shown  in  figs.  152  and  153  ;  the 
former  being  a  plan  from  beneath  and  the  latter  a  side 
sectional-elevation.  F  is  an  ebonite  press-button,  the  metal 
pin  of  which  passes  loosely  through  a  hole  in  the 
switch-table  and  rests  upon  the  spring  R.  A  similar 
press-button  acts  upon  the  other  spring  r'.  Normally 
these  springs  rest  against  the  tipper  contacts  t,  which 
pass  through  the  ebonite  base  and  are  joined  to  the 


Fig-   'S*.     if  f"ll  siie.  F,g.  ,53.     g  full  si^g. 

connection-Strips  t,  f.  When  depressed  the  springs 
come  in  contact  with  the  generator  connection -strip  g. 
The  ringing-power  for  a  large  exchange  is  usually 
obtained  from  a  special  Generator  (fig.  81)  kept  con- 
stantly working  by  means  of  a  water  or  other  motor. 
Where  such  power  is  not  available  a  PoU-changer  is  used 
for  sending  the  required  alternating  currents  (fig.  154). 
At  one  pole  of  a  strong  magnet  is  pivotted  a  vertical 
armature  extending  into  a  pendulum-rod.  The  opposite 
pole  of  the  permanent  magnet  is  utilised  to  polarise 
the  cores  of  an  electro-magnet  whose  poles  are  brought 
round  on  opposite  sides  of  the  pendulum  near  the 
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armature.  Below  the  electro-magnet  are  6tted  two 
series  of  contacts,  one  of  which  regulates  the  oscilla 
tions  of  the  pendulum,  while  the  other  serves  for  the 
reversal  ofthe  current  Fig.  155  illustrates  the  principle 
of  the  apparatus.  When  the  pendulum  swings  to  the 
right,  the  circuit  of  the  motor-battery  B  is  completed 


Fig.  154. 

Fig-  'SS 
through  the  left-hand  coil  S  of  the  driving  electro- 
magnet; s  therefore  attracts  the  pendulum  to  ths  left, 
and,  as  a  consequence,  its  circuit  is  disconnected,  and 
the  circuit  of  s',  the  right-hand  coil,  is  completed  ;  the 
pendulum,  thereTore,  is  attracted  to  the  right,  and  again 
takes  up  the  position  represented  in  the  sketch,  to 
continue  its  oscillations  in  the  manner  described.  The 
battery  B  should  consist  of  two  constant  cells. 
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The  lower  set  of  contacts  acts  as  follows.  The 
springs  n  and  /  are  connected  respectively  to  the 
negative  and  positive  poles  of  the  calling-battery  B': 
^  is  a  fixed  double  contact,  against  the  points  of  which 
n  and  p  rest  when  the  pendulum  swings  respectively 
to  the  right  (as  shown)  and  left,  and  from  which  the 
other  spring  is  disconnected  by  a  contact  .on  the 
pendulum-rod.  Thus  these  contacts  form  a  reversing 
arrangement  on  the  battery  b'.  The  double  contact 
is  connected  to  earth,  and  the  pendulum-rod  itself  is 
connected  to  the  lower  contacts  of  the  calling  keys 
(^,  figs.  152  and  153)  of  the  exchange  switch.  The  pen- 
dulum is  kept  in  motion  so  long  as  attendance  is  given 
at  the  exchange,  so  that,  by  means  of  the  pole-changer, 
alternate  call  currents  can  be  sent  to  any  of  the  lines 
through  the  calling  keys.  The  battery  b'  consists  of 
Leclanche  cells,  whose  number  depends  on  the  extent 
of  the  system. 

Ringing  over  single  wires  by  pole-changers  or  motor- 
generators  tends  to  introduce  disturbance  on  neigh- 
bouring'lines.  This,  however,  is  effectually  overcome 
by  the  adoption  of  the  expedient  suggested  by  Mr.  J.  D. 
Miller,  in  1889,  ^^  putting  a  small  condenser  across  the 
generator  or  pole-changer. 

It  will  be  observed  that  in  fig.  148  the  operator's 
instrument  is  in  direct  circuit  with  the  two  lines  that 
are  being  put  through,  although  by  the  final  operation 
the  ring-off  indicator  is  in  **leak."  This  appears  a 
scarcely  consistent  arrangement,  and  may  with  advantage 
be  modified  as  indicated  in  fig.  156 — a  modification 
which  presents  the  further  advantage  that  the  earth- 
connection  through  the  strip  upon  which  the  pegs  rest 
is  no  longer  needed. 
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In  the  original  arrangement  of  this  system  each  pair 
of  pegs  was  in  connection  with  separate  ringing  keys, 
and  the  general  connections  were  then  as  shown  by 
fig.  157.  The  double  table-key  was  in  that  case  not 
required,  but  in  its  place  was  a  cam-lever  key.    This 


Fig.  156.   Peg-circuit  Connecfiont  Fig'.  157.   Earlier  system  of  Peg- 

of    Switchboard      with     Gxctunge         circuit  Connections   requiring  two 

Apparatus  in  "leak."  Ringing  Kejs  for  each  pair  of  Pegs. 

is  shown  diagrammatically  in  fig.  157  as  a  press-key — it 
was  really  a  lever-switch  capable  of  retaining  either 
position  in  which  it  was  placed.  The  general  plan  of 
working  was  otherwise  the  same,  the  advantage  of  the 
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later  system  consisting  in  the  reduction  of  the  number 
of  parts.  Fig.  157,  however,  shows  the  riag-off  indicator 
in  leak  and  not  in  direct  circuit  as  was  originally  the 
case.  Of  course  the  1,000*  -resistance  indicator  would 
not  be  suited  for  insertion  in  the  direct  circuit,  nor 
would  the  smaller  form  (fig.  144)  be  right  for  joining  in 
derivation,  as  shown  in  figs.  148,  156,  and  157. 

Single-cord  Switchboards. 
To  meet  the  demand  for  an  exchange  switch  capable 
of  being  manipulated  with  increased  rapidity,  various 
devices  have  been  put  forward.  The  most  promising 
method  is  by  the  use  of  boards  on  which  each  line  is 
brovght  to  a  separate  cord  and  peg,  so  that  practically 


Fig.  158.    Full  size. 

one-half  of  the  required  connection  is  already  made. 
As  now  constructed,  the  Western  Electric  Company's 
Standard  boards  are  exclusively  of  this  single-cord  ^^tXjttVi. 
As  their  system — which  represents  the  most  advanced 
American  practice — is  largely  followed  by  other  makers, 
it  may  now  be  described. 

Each  line,  as  already  stated,  is  connected  to  a  separate 
peg,  first  passing  through  the  switch-spring  and  an 
indicator.  These  subscribers'  pegs  are  of  the  special 
form  shown  in  fig.  158,  from  which  it  v/ill  be  seen  that 
the  cylindrical  part  C  is  covered  with  a  sleeve  of  ebonite 
(shown  in  section). 

This  system  also  requires  that  in  the  switch-block  the 
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line-Spring  L  (fig.  140)  shall  be  separate  from  the  cylin- 
drical fitting  T:  accordingly  two- line  switch-springs 
of  the  form  shown  by  figs.  159  and  160  are  employed. 
In  the  particular  form  illustrated,  spring  L^^  is  longer 
than  spring  L,,  and  a  good  rubbing  contact  for  each 
upon  l^  and  /,  respectively  is  secured  by  giving  the 
latter  a  slight  outward  set,  which  is  overcome  by  the 
tension  of  Li  and  L,. 

The  connections  for  two  lines  shown  by  fig.  161,  and 
of  the  operator's  set  shown  by  iig.  162,  will  make  the 


L, 


till: 


Fig.  159.    Full  sin. 


m^ 


jii^ 


Fig.  160.     FuU  size. 
working  of  this  single-cord   system  easily  understood. 
The  operator's  special  peg  is  a  double  one,  the  tip  L"  {fig. 
163)  being  insulated  from  the  main  body  L',    Provision 
is  thus  made  for  the  use  of  a  two-conductor  cord. 

On  the  fall  of  an  indicator  (No.  27),  the  operator's 
instrument  is  brought  into  circuit  by  the  insertion  of  the 
peg  (fig,  1 62)  into  subscriber  27'ssivitch-hole.  In  this  case 
the  direct  connection  between  the  two  line-springs  is 
broken,  and  the  operator's  instrument  is  inserted  between 
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those  two  points ;  the  tip  (l"  fig.  163)  of  the  peg  being  con- 
nected to  the  short  spring  and  the  main  body  (L',fig.  163) 
to  the  long  spring  of  the  switch-block.  Simultaneously 
the  subscriber's  peg  is  taken  up,  so  that  as  soon  as  his 


Fig.  161.    Single-cord  Switch,  showing  "37"  switclied  through  to  "94 

at  the  request  of  the  former. 

requirement  (to  be  put  through  to  94)  is  known,  peg  27 
is  inserted  in  94  switch-hole,  the  operator's  table-key  is 
momentarily  turned,  so  ringing  both  calling  and  required 
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OPERATORS 
PEC  FOR 
CALLING  41 


subscribers,  and,  as  soon  as  the  reply  passes,  the 
operator's  peg  is  removed  from 
27,  Jeaving  the  two  subscribers 
•'  through,"  as  shown  in  fig.  161. 
It  will  be  seen  that  while 
the  double  peg  used  for  the 
operator's  set  provides  merely 
for  the  insertion  of  the  speak- 
ing and  ringing  apparatus  into 
any  line,  the  subscriber's  peg 
with  the  insulated  sleeve 
serves  to  disconnect  the  indi- 
cator of  the  called  subscriber. 
In  the  "through"  position, 
therefore,  only  the  calling  sub- 
scriber's indicator  is  in  circuit. 
It,  in  fact,  becomes  the  "  ring-  4  c    *  u 

'      .     ,.    '        „  ,  .^     .  Fig.  162.  Single-cord  Switch, 

off     indicator,"     and     as    it    is     Operator's  Speaking  and  Ring. 

direct  in  the  line-circuit,  it  is    ^'^e^*^*- 

of  the  form  shown  in  fig.  144,   and  of  low  resistance. 


TABU 
KEy 


SET 


L" 


IIIIIIMI: 


L' 


'^i^^^//////y//////////,y^^^ 


Fig.  163.    Full  size. 

This  system  consequently  does   not  require  separate 
ring-off  indicators. 


Double-wire  Switchboards, 
The  foregoing  descriptions  have   had    reference  to 
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systems  of  connections  in  which  a  single  wire  is  used  for 
each  circuit,  but  there  can  be  no  doubt  that  for  any 


I — Q- 


I 


t Jrihgqkeysl^ 


GEN? 


Fig.  164.    Connections  of  Metallic-circuit  Switch ;  showing  also  Through 

Switching  on  a  Mixed  System. 

large  system   of  telephone   circuits   double  wires   are 
essential  for  satisfactory  working. 

One  of  the  most  approved  forms  of  spring-block  for 
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two-wire  circuits  has  already  been  illustrated  in  connec- 
tion with  the  single-cord  system  (figs.  159  and  160).  The 
connections forsuch  acircultareshownby"84"infig,  164. 
The  two  line-wires  are  brought  to  the  springs  l,,  l,,  the 
former  being  also  joined  to  the  body  of  the  spring-block 
through  t,  and  the  indicator-coils  are  connected  between 
/,  and  /g. 

The  two  connection-pegs 
used  are  the  same  as  that 
already  illustrated  (fig.  163), 
and  the  general  system  of 
working  is  not  modified. 

Fig.  165  shows  the  connec- 
tions of  the  pegs,  ring-off 
indicator,  etc.  The  table-key 
is  of  the  Dcwar  pattern,  with 
the  addition  of  an  extra 
spring  and  contact  upon  one 
side.  This  is  actuated  by 
the  inner  spring  through 
a  small  ebonite  stud  fixed 
between  them.  The  other 
conditions  are  virtually  the 
same  as  those  already  de- 
scribed, the  ring-off  indica- 
tor (fig.  149)  and  ringing 
keys    (figs,    152    and     153) 


The  extended  use  of  the  telephone  often  leads  to  the 
necessity  of  having  certain  circuits  made  double  wire, 
even  in  exchanges  the  majority  of  whose  subscribers 
are  not  on  metallic  circuits.  Further,  it  is  nothing  un- 
usual to  find  a  policy  of  gradual  conversion  from  single 
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wire  to  metallic  circuits.  In  view  of  such  requirements, 
it  is  a  good  plan,  if  the  slight  additional  expense  is  not 
prohibitive,  to  fit  all  boards  for  double  wires,  so  that  in 
case  of  change  the  switchboards  do  not  need  to  be 
disturbed. ..  When  this  plan  is  adopted,  the  earth- 
connection  to  the  single-wire  circuits  should  preferably 
be  made,  not  at  the  switchboard,  but  in  the  test-room, 
at  the  same  point  where  the  second  line  is  brought  in 
for  metallic  circuits.  Fig.  164  shows  how  upon  a  mixed 
system  two  circuits,  one  single- wire  and  the  other  metallic, 
may  be  connected. 

Through  Switching  between  Sections, 

Reference  has  been  made  (p.  194)  to  the  need  of 
special  through-connection  wires  between  the  different 
100-line  sections  of  a  Standard  board  in  an  exchange 
with  a  large  number  of  subscribers.  A  few  notes  on 
these  may  be  suitably  introduced  at  this  point. 

On  the  ordinary  lOO-line  boards  twenty  through-con- 
nection holes  are  usually  provided.  Now,  where  the 
boards  are  placed  in  the  most  convenient  method,  side 
by  side,  an  operator  at  one  board  can  without  difficulty 
use  the  near  half  of  the  next  board,  so  that  the  operator 
or  operators  at  (say)  board  B  have  direct  access  without 
other  assistance  to  200  switch-holes.  The  operators  at 
the  terminal  boards,  however,  have  direct  access  to  the 
next  boards  only  on  one  side,  giving  them  1 50  switch- 
holes  without  other  help.  It  is  found  in  practice  that  in 
any  case,  although  direct  switching  between  the  whole 
of  two  neighbouring  boards  is  not  possible,  verbal  com- 
munication between  the  operators  is  the  most  convenient 
method.  Further,  where  the  exchange  is  not  too 
extended,  four  through  connections  between  each  section 
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are  found  to  suffice,  hence  the  twenty  holes  at  each 
switch  can  be  apportioned  in  five  groups  to  five  other 
sections,  showing  the  ultimate  capacity  of  such  provision 
to  be  600  subscribers. 

Thus,  four  through-connection  holes  at  each  board 
would  be  apportioned  to  each  of  the  other  boards  and 
joined  to  the  corresponding  holes  by  wires— namely, 
those  at  A  would  be  allotted  in  groups  to  B,  c,  D,  £,  F ; 
those  at  B  to  A,  C,  D,  E,  F ;  those  at  C  to  a,  b,  D,  E,  p  ; 
and  so  on.  If  now,  subscriber  58  wishes  to  speak  to 
subscriber  324,  the  operator  at  switch  A  instructs  the 
operator  at  D  to  connect  A.2  (the  other  end  of  the  through- 
connection  D.2)  and  324.  This  may  be  done  by  a  plain 
pair  of  pegs,  as  already  explained  (p.  193).  The 
operator  at  A  then  rings  324,  and  on  receiving  a  reply 
completes  the  required  connection  by  joining  subscriber 
S8  to  through  connection  D.2  in  the  usual  way. 

Now,  it  is  clear  that  the  higher  the  number  of  sub- 
scribers the  greater  will  be  the  proportion  of  connections 
that  must  be  made  by  the  assistance  of  a  second 
operator,  and  this  will  have  a  very  marked  effect  in 
increasing  the  time  taken  to  make  the  necessary  con- 
nections between  subscribers.  In  fact,  the  efficiency  of 
the  ordinary  system  maybe  said  to  decrease  as  the  need 
increases,  although,  perhaps,  not  in  direct  proportion. 
Mons.  de  la  Touanne^has  developed  a  simple  mathema- 
tical expression,  which  gives  a  very  clear  indication  of  this 
effect  of  the  growth  of  an  exchange  system.  Although 
it  is  customary,  in  all  well-regulated  exchanges,  as  far  as 
possible,  to  group  upon  the  same  board  those  subscribers 
who  are  in  most  frequent  communication,  the  difficulty 
of  doing  so  increases   with    increasing  numbers    and 

*  **  Annales  Tdegraphiques,"  1890. 
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it  is  therefore  not  unfair  for  the  purposes  of  comparison 
to  assume  that  the  connections  required  by  each  group 
of  subscribers  will  be  equally  distributed  over  the  several 
sections. 

Suppose,  then,  that  N  be  the  number  of  lOO-line 
sections ;  that  H  be  the  total  number  of  connections 
required  through  the  whole  exchange  in  a  given  time, 
and  that  the  operators  at  any  one  section  can  give 
direct  communication  over  one-half  of  the  neighbouring 
switch  on  either  side. 

Now,  the  number  of  calls  at  each  board  will  be  j^-, 
^  of  the  operations  arising  from  which  will  have  to  be 
completed  at  each  of  the  other  boards.  Take  first  the 
^  calls  made  at  boards  other  than  those  at  each  end  ; 
then  —'^i  or  ^,  will  be  met  by  connections  on  the 
board  itself,  and  an  equal  number  upon  the  half-sections 
of  the  boards  on  either  side.  That  is  to  say,  at  each  inter- 
mediate section,  ^  of  the  number  of  calls  made  will  be 
met  without  assistance.  As  there,  are  N— 2  of  such 
sections,  the  total  number  of  such  connections  for  them 

will  be  2  (n  -  2)^a.  As  regards  the  two  end  sections,  the 
direct  connections  on  the  sections  themselves  will  be  as 
in  the  other  cases — namely^  ^;  but  as  the  operators  at 
the  actual  end  half-sections  have  no  means  of  making 
connections  unassisted  except  upon  their  own  board, 
the  unassisted  external  connections  at  each  end  section 
will  be  only  ^  •  g^,  or  ~,  The  total  direct  connections 
made  at  these  two  sections  will  therefore  be  2  (|l  +  2^)= 
|t-  .  The  total  number,  D,  of  through  connections  made 
direct  in  such  circumstances  is,  therefore — 

|,[2(N-.2)  +  3]=  -^.(2N-I); 

or,  if  the  total  number  of  connections  required  (H)  be 
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made  loo^  so  as  to  express  the  number  of  direct  con- 
nections in  terms  per  cent,  then 

-.  __  aooN-ioo 
ij  —     N«     • 

Now,  if  this  formula  be  applied  to  the  cases  of  two 
exchanges,  say  of  500  and  1,000  subscribers — that  is, 
where  N  is  respectively  5  and  10 — it  will  be  seen  that, 
whereas  in  the  former  instance  the  operators  will  be  able 
to  give  the  required  communications  direct  for  36  per 
cent,  of  the  calls,  only  19  per  cent,  will  be  so  met  in 
the  second  case. 

The  method  of  manipulation  of  these  through-con- 
nections between  the  various  boards  now  demands  some 
notice.  There  are  many  ways  in  which  these  lines  may 
be  worked,  but  the  chief  point  is  to  secure  a  system  that 
will  involve  a  minimum  loss  of  time.  When  the 
importance  of  this  requirement  was  less  appreciated, 
the  plan  adopted  was  to  place  an  indicator  at  each  end 
of  the-  through-connection  wire,  so  that  the  operators 
could  call  from  either  end  of  every  wire.  The  whole 
operation  in  that  case  would  be  as  follows : — Suppose 
that  subscriber  80  on  board  A  asked  for  No.  440  (on 
board  E).  When  the  operator  at  A,  by  inserting  one  peg 
of  a  pair  in  switch-hole  80,  had  ascertained  the  subscriber's 
requirement,  the  second  peg  of  the  same  pair  would  be 
inserted  in  the  switch-hole  of  (say)  through-connection 
line  B.3,  and  operator  E  would  be  called  in  the  same  way 
as  an  ordinary  subscriber.  Placing  one  peg  of  a  pair  in 
through-connection  hole  18  of  the  E  board,  the  operator 
there  would  receive  a's  instructions  (or  in  some  cases 
the  calling  subscriber's — 80),  put  the  second  peg  in  switch- 
hole  440,  and  retire,  leaving  the  operator  at  a  or  subscriber 
80  to  complete   the  call.     The   ring-off  indicators  at 
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both  switchboards  would  remain  in  circuit,  which  is  of 
little  moment  with  indicators  of  high  impedance  (fig.  149). 

A  second  method  of  procedure,  and  one  that  is  more 
usual,  IS  to  have  no  indicators  on  the  through-connection 
wires,  but  to  have  a  special  call-wire  between  each  two 
operators,  this  wire  being  fitted  with  an  indicator  at 
each  end,  and  being  manipulated  merely  by  a  table-key, 
This  is  a  much  more  satisfactory  plan, 

A  still  more  simple  and  expeditious  method  can  be 
employed  when  the  operators  are  constantly  listening 
by  means  of  a  "head-gear  "  telephone.  In  this  case  a 
speaking-wire  allotted  to  one  operator's  instrument 
makes  the  circuit  of  the  switchboards,  the  operator  at 
any  of  which  can  switch  into  circuit  and  speak.  Taking 
the  same  example  as  before  :  On  receiving  the  call  and 
instructions  from  subscriber  80,  operator  A  with  one 
hand  puts  the  second  peg  of  the  pair  into  through- 
connection  hole  E.3,  and  simultaneously  switching  on  to 
the  E  call  circuit,  says,  *'A.3  to  440,"  whereupon  the 
operator  at  E  makes  the  connection,  and  440  is  called 
from  A.  This  is  by  far  the  quickest  method,  making 
probably  a  difference  of  no  more  than  five  seconds 
between  the  completion  of  a  direct  communication  and 
one  through  a  second  switchboard — about  30  and  35 
seconds  respectively,  assuming  that  the  called  subscriber 
answers  promptly. 

BENNETTS    ^*  RING-THROUCH''    SYSTEM, 

In  the  ordinary  systems  of  switching,  some  inconveni- 
ence is  apt  to  be  felt  owing  to  the  fact  that  subscribers, 
after  having  been  put  into  communication,  cannot  ring 
each  other  without  the  signal  being  mistaken  at  the 
exchange  for  a  notification  of  the  termination  of 
their  conversation.     This  leads  to  great  irritation  and 
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loss  of  time,  and  is  a  defect  which  has  consequently 
attracted  the  attention  of  many  experts.  Several 
systems  have  been  devised  with  a  view  to  overcome  this 
drawback,  notably  by  the  British  Post  Office  and  by 
Mr.  Poole  and  Mr.  Emmot  in  this  country,  and  by  M. 
Berthon  in  France,  but  the  plans  proposed  require 
the  introduction  of  apparatus  not  generally  used  by 
ordinary  telephone  companies,  so  that  the  consideration 
of  expense  militates  against  their  application.  The  Post 
Office  plan  is  applicable  to  the  Post  Office  system 
almost  without  the  need  of  addition,  but  it  could  not  be 
used  on  the  companies'  system.  Mr.  Bennett  has 
produced  an  efficient  ring-through  device  which  is  not 
subject  to  any  such  drawback,  the  ordinary  magnetos  and 


Fig,  i66.     Principle  of  "  Ring-through  "  system. 

indicators  being  retained.  At  the  subscriber's  office  a 
button  or  key  is  provided,  which,  on  being  pressed,  either 
earths  the  metallic  loop  or  connects  it  to  a  third  or 
return  wire  (fig.  i66).  At  the  exchange  the  ssvitch- 
spring  has  three  contacts  so  arranged  that  the  indicator 
may  be  either  short-circuited  or  disconnected  by  the 
insertion  of  a  peg.  The  connections  are  shown  by  fig.  167. 
Between  the  conductors  of  each  connecting-cord  is 
a  bridge,  or  shunt,  consisting  of  two  equal  electro- 
magnetic resistance  coils  of  1,000  ohms  each,  from 
between  which  a  wire  is  led  to  earth  (or  to  a  return  wire) 
through  an  ordinary  indicator  and  a  battery,  the  battery 
being  common  to  all  the  pairs  of  pegs.  Thus,  when  a 
through  connection  is  made  there  is  a  leak  to  earth  at 
the  exchange ;  but,  as  it  is  through  the  equal  branches  of 
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the  bridge,  it  has  no  evil  effect  on  the  loops.  The 
subscribers  can  consequently  ring  each  other  on  the  loop 
(vithout  affecting  the  exchange  indicator,  whereas  when 
the  conversation  is  finished  a  momentary  touch  of  the 
earth-button,  or  key,  of  their  instruments  suffices  to  close 
the  earth  or  return  circuit,  and  so  drop  the  indicator. 
Instead  of  two  resistance  coils  with  an  indicator  in 
addition,  the  indicator  itself  may  be  inserted  directly  in 
the  bridge  between  the  conductors  of  the  cords,  but  it 
then  must  be  wound  with  coils  of  high  resistance  con- 
nected similarly  to  the  resistance  coils,  so  as  to  be 
actuated  only  when  the  current  from  the  battery  in  the 
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Fig.  167.     Exchange  Connections  on  "  Ring-through  *'  System. 

earth  circuit  enters  the  line  by  splitting  between  the 
coils  of  the  electro-magnet  This  system  is  very  similar 
to  M.  Berthon's,  except  that  the  latter  used  voltaic 
currents  throughout  and  adopted  the  earthed  circuit 
for  ringing-through  and  the  loop  for  calling  the  ex- 
change. This  somewhat  complicated  the  keys  at  the  sub- 
scriber's, although  it  correspondingly  simplified  the  ex- 
change connections.  With  voltaic  currents  this  presents 
the  advantage  of  reduced  resistance  for  the  ringing- 
through  circuit  M.  Berthon's  system  was  fully  described 
in  "  The  Telephone,"  p.  255,  etseq.,  but  it  is  not  included 
in  the  present  work,  as  its  use  has  been  discontinued. 
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CHAPTER  Xiri. 

THE    ENGr.ISH    POST    OFFICE    SYSTEM. 

The  form  of  switchboard  adopted  by  the  English  Post 


Office  for  ordinary  exchanges  is  shown  by  fig.  l6S,  v 
U  drawn  two-thirds  the  actual  size 
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Each  hole  of  the  switch  includes  two  brass  springs 
S  s',  fixed  behind  a  mahogany  frame,  through  which  the 
thick  ends  of  the  springs  project.  These  springs  have 
a  tendency  to  close  together,  but  are  prevented  from 
doing  so  by  ebonite  projections  as  shown,  or  by  another 
device  whfch  is  not  shown.  The  several  holes  are  placed 
in  electrical  communication  with  each  other  by  means  o{ 
pegs  P,  which  are  connected  in  pairs  by  flexible  cord« 
The  two  insulated  wires  of  the  flexible  cord  are  con 
nected  to  the  two  brass  faces  C,  C'  of  the  peg  (fig.  169), 
so  that  when  the  peg  is  inserted  into  a  switch-hole  the 
two  springs  S  S'  are  brought  into  connection  with  the 
conductors    in  the  cord.      Upon  the   upper  face  C  o*' 
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Fi^.  169.     Full  size^ 

the  peg  is  rivetted  a  brass  projecting  piece,  which  slides 
into  a  slot  in  the  upper  spring  when  the  peg  is  inserted 
in  a  hole.  This  projecting  piece  is  so  placed  that  if  the 
peg  be  inserted  between  the  springs  upside  down,  they 
will  not  hold  it,  but  will  force  it  out  again,  thus 
effectually  securing  that  it  shall  be  properly  inserted. 
A  horn  thimble  /  (shown  in  section)  screws  on  to  the 
bodyof  the  peg,  and  serves  both  as  a  protector  for  the 
connection  and  as  a  handle. 

The  line  of  each  subscriber  (or  renter,  as  they  are 
called  by  the  Post  OflSce)  is  connected  at  the  exchange 
to  an  indicator  which,  besides  acting  as  a  means  by 
which  the  subscriber  can  gain  attention  at  the  exchange, 
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serves  tn  show  also  whether  the  hne  is  engaged  or 
not.  The  method  employed  to  effect  this  forms  a 
special  feature  of  this  system.  The  indicator  is  shown 
in  front  and  «ide  elevation  by  figs.  170  and  171.  Upon  a 
disc  of  brass  which  forms  the  base  of  each  indicator  is 
mounted  an  electro-magnet  M  M,  having  as  an  armature 
a  ring  of  soft-iron  A,  which  is  so  hinged  to  a  small 
pillar  at  a  that  it  has  a  tendency  to  fall  away  from  M  M, 
and  will  do  so  unless  there  is  a  current  passing  through 
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Fif.  t70>    Fultske.  Fig.  171.    Full  cize. 

the  coils.  The  ring,  which  is  faced  with  ebonite,  carries  a 
small  ebonite  plate,  which  is  engraved  with  the  number 
or  name  of  the  subscriber.  Pivotted  upon  a  small 
bridge  between  the  coils,  and  free  to  move  between  the 
poles,  is  a  small  magnetic  needle  1,  which  deflects  to 
right  or  left,  according  to  the  direction  of  the  current 
in  the  coils,  or  hangs  vertical  if  no  current  is  flowing, 
and  serves  as  an  index  to  show  whether  the  line  is 
engaged  or  not.  Upon  the  pillar  which  carries  the 
shutter  is  an  insulated  stud    S,   provided    with   a   light 
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spring  S»,  which  is  brought  against  the  pin  r  by  the 
action  of  the  hinge  when  the  shutter  is  not  held  up  by 
the  electro-magnet ;  if,  therefore,  a  bell  and  battery  be 
connected  in  circuit  with  the  stud  s  and  the  base  of 
the  indicator,  the  bell  will  ring  so  long  as  the  shutter  is 
down,  and  this  method  of  calling  attention  can  there- 
fore be  adopted  when  desired. 

Ordinary  Exchange  Working, — As  already  stated  at 
p.  165,  the  whole  of  the  Post  Office  system  is  now  worked 
on  the  "bridge"  principle.  The  ordinary  method  of 
connecting  the  renters*  lines  with  the  ejtchange  is  shown 
in  fig.  172. 

It  will  be  seen  that  the  lines  of  each  renter  arc 
connected  one  to  each  spring  of  the  switch-hole  and  to 
one  end  of  the  indicator  coil.  In  the  few  cases  under 
the  Post  Office  system  in  which  no  "  B/'  or  return,  wire 
is  used,  the  lower  springs  are  connected  direct  to  earth. 

On  referring  to  the  figure,  the  different  conditions  of 
intercommunication  will  be  easily  understood.  Renter 
No.  I  is  shown  as  being  in  communication  with  the 
exchange  itself.  There  is  no  current  on  the  line,  as 
is  shown  by  the  fact  that  the  magnetic  needle  of  the 
indicator  is  vertical.  A  peg  is  inserted  between  the 
springs  of  switch-hole  No.  i,  the  tw^o  sides  of  which  are 
connected  (by  means  of  a  flexible  cord,  which  is  shown 
in  the  figure  as  two  parallel  lines)  to  the  operator  s  speak 
ing  instrument.  The  course  of  the  undulatory  speak- 
ing currents  will,  therefore,  be  from  No.  i  line  "  A  "  to  the 
upper  spring  of  the  switch-hole,  through  the  exchange 
telephone,  and  back  to  No.  i  line  "  B  "  by  way  of  the 
lower  spring.  As  a  "  bridge  "  on  the  speaking  telephone 
there  will  be  No.  i  indicator  (figs,  170  and  171)  wound  to 
lyOOO*  and  having  a  high  impedance. 
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No.  2  renter  is  shown  as  disengaged:  the  switch 
springs  are  open,  the  indicator  shutter  is  up,  and  the 
magnetic  needle  is  deflected.  The  permanent  current 
indicated  by  the  deflected  needle  will  be  explained 
directly. 

Again,  renters  Nos.  3  and  4  are  shown  as  through  to 
each  other,  the  arrangement  of  the  circuit  being  as 
shown  in  fig.  173,  where  renters  No.  i  and  No.  201  are 
shown  as  communicating.  The  undulatory  speaking 
currents  pass  through  the  switch  direct  from  the  line 
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Fig.  173.     Exchange  Switch,  showing  "  I  "  speaking  to  Switch-clerk  ; 
"2,"  Noimal;  "3"  and  **4»"  Through. 

without  being  deformed  by  the  presence  of  electro- 
magnets. The  means  by  which  these  different  conditions 
of  intercommunication  are  arranged  for  will  be  easily 
understood. 

It  will  have  been  noticed  in  the  description  of  the 
indicator  (p.  215)  that  the  only  means  of  keeping  up  the 
shutter  is  by  a  current  flowing  through  the  coils.  As 
stated  there,  this  forms  a  characteristic  feature  of  the 
Post  Office  system.  Each  renter  in  connection  with  the 
exchange  is  provided  with   a  battery,  which  is  so  con- 
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nected  with  the  telephone  that,  so  long  as  the  switch- 
levers  of  the  telephone  are  depressed — that  is,  so  long 
as  the  tubes  or  Bell  receivers  are  in  their  rests — a  current 
from  the  battery  will  flow  to  the  exchange  lines  ;  this 
current,  passing  through  the  indicator  at  the  exchange^ 

enables  the  electro-magnet  to  holiJ  the 
shutter  or  ring  A  (fig.  171)  in  a  vertical 
position,  and  to  deflect  the  magnetic 
needle.  If,  now,  the  renter  desires 
to  communicate  with  the  exchange, 
he  has  only  to  take  the  tubes  from 
their  position  of  rest  This  discon- 
nects the  *'  permanent  current '"  from 
the  line,  and  the  shutter  at  the 
exchange  drops,  thus  attracting  the 
attention  of  the  exchange  clerk,  who 
thereupon  puts  a  peg  attached  to  one 
of  the  exchange  telephones  into  the 
renter's  switch-hole  (No.  i,  fig.  I72)» 
and  ascertains  what  is  required. 
If  the  renter  desires  to  speak  to 
another  renter  (say,  No.  3  wants 
No.  4),  the  exchange  clerk  calls  up 
the  required  renter,  says,  "Through 
to  No.  3,"  and  puts  in  the  through 
pegs  as  shown  at  3  and  4  in  the 
figure.  The  calling  from  the  exchange 
is  efl'ected  by  means  of  a  calling 
battery  of  sufficient  electro-motive  force  to  actuate 
the  relay  upon  the  longest  line  on  the  exchange  system. 
The  "  permanent  current "  passes  through  the  coils  of  a 
relay  at  the  renter's  office,  and  this  relay,  which  is  for 
actuating  the  renter's  call-bell,  is  "biased"  against  the 
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Fig.  173. 
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permanent  current  (about  S  milHampercs)  ;  but  when  the 
permanent  current  is  strengthened  by  the  calling  current 
acting  in  the  same  direction,  the  bias  of  the  relay  is  over- 
come, and  the  local  circuit  of  the  call-bell  is  closed. 

The  permanent  currents  from  all  lines  flow  in  the 
same  direction — that  is  to  say,  the  positive  pole  of  the 
battery  is  connected  invariably  to  the  "A"  line;  therefore, 
as  two  communicating  lines  are  joined  straight  through— 
"  A  "  line  to  **  A  "  line  and  •'*  B  "  line  to  "  B  "  line— the 
currents  from  the  two  batteries  flow  in  the  same  direction 
through  the  coils  of  the  indicators  which  are  placed  in 
bridge  across  the  lines.  Hence,  when,  at  the  end  of  a  com- 
munication, the  two  corresponding  renters  replace  their 
receivers,  the  currents  from  both  the  lines  combine,  and 
thus,  by  deflecting  the  magnetic  needles  of  the  two 
indicators  at  the  exchange,  give  notice  to  the  exchange 
clerk  that  the  conversation  is  at  an  end.  The  pegs  are  then 
removed,  and  the  lines  left  in  their  normal  condition. 

Beyond  the  primary  advantages  of  the  permanent 
current  system,  such  as  the  automatic  indication  at  the 
exchange  of  the  conclusion  of  a  conversation  between 
two  subscribers,  an  incidental  advantage  also  arises  in 
the  fact  that  the  permanent  current  acts  as  a  test  for 
the  line,  and  at  once  indicates  when  a  fault  comes  on. 
Further,  it  shows  when  a  renter  omits  to  replace  the 
tubes  in  the  switch-levers,  and  so  prevents  waste  of 
time  in  calling. 

In  order  to  gain  the  attention  of  any  subscriber  who 
has  inadvertently  left  off*  the  tubes,  a  "buzzer,"  or 
"howler,"  is  provided  at  the  exchange.  This  is  an 
induction  coil,  with  a  make-and-break  contact  in  the 
primary  circuit,  by  which,  wlien  that  circuit  is  closed, 
rapid    intermittent    currents    may   be  sent    from    the 


230 


POST  OFFICE  SYSTEM. 


secondary  coil  to  the  renter's  line;  and  these,  acting 
upon  his  telephone  receiver,  cause  a  loud  buzzing  sound 
and  so  attract  attention. 

The  arrangement  of  the  different  appsiratus  at  an 
exchange  has  an  important  bearing  upon  the  expedition 
and  efficiency  of  its  working — unless  the  operators  are 
able  to  see  at  a  glance  the  condition  of  every  line,  and 
can  easily  control  their  several  sections,  great  confusion 
and  much  loss  of  time  are  sure  to  arise.  The  general 
arrangement  of  a    medium-sized  exchange    (of  from 


Fig.  174. 

100  to  300  renters)  under  this  administration  is  shown 
by  fig.  174. 

Each  switchboard  of  one  hundred  holes  is  placed  in 
charge  of  two  clerks,  and  the  corresponding  indicators 
are  fixed  upon  tablets  in  two  groups,  one  on  each  side 
of  the  switchboard. 

Each  switch-clerk  is  provided  with  a  telephone  by 
which  to  communicate  with  subscribers,  and  there  are 
other  telephones  which  are  used  for  sending  and  receiv- 
ing telegraphic  messages.     These  telephones  are  joined 
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Up  to  a  "speaking  tablet"  fixed  beneath  each  switch- 
board, with  two  connection-screws  for  each  instrument. 
To  these  two  screws  a  flexible  cord  is  attached  which  is 
taken  down  through  the  shelf  S  of  the  switch-frame, 
round  a  light  pulley,  back  through  the  shelf,  and  then 
connected   to   a  switch-peg.     Each    of    the    speaking 
telephones  can  thus  be  placed  in  communication  with 
any  one  of  the  subscribers  on  the  switchboard,  and  when 
not    in    use  the  cords  of  the  speaking 
pegs  are  drawn   beneath  the  shelf  by 
the    pulleys,  and  so   kept  clear  of  the 
switch  in  the  usual  manner. 

The  form  of  the  switchboard  telephone 
is  indicated  by  fig.  175.  The  transmitter 
T  is  of  the  Moseley  type,  with  a  mixture 
of  carbon  granules  and  filaments.  The 
mouthpiece  is  easily  removable,  for 
sanitary  reasons.  The  receiver  R  is 
constructed  with  small  powerful  mag- 
nets.  The  external  connections  are 
made  by  a  four- wire  flexible  cord 
beneath  the  cap  c,  and  the  connections 
to  the  receiver  and  to  the  press-button  P 
in  the  handle  H  are  obtained  by  means  yi%.  175. 

of    the   rigid    brass    wires    which  join 
the  several  parts.    The  press-button  provides  for  short* 
circuiting  the  secondary  section   of  the  induction  coil 
when  hearing   becomes  difficult.     The  total  weight  of 
the  complete  instrument  is  scarcely  over  16  oz. 

Where  more  than  one  hundred  renters  are  con- 
nected to  an  exchange,  provision  is  made  for  the  com- 
munication of  subscribers  fixed  on  different  switch- 
boards in  the  usual  way  by  means  of  "  through  tablets  " 
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{fi^.  174)  fixed  above  the  switchboard.  These  consist 
of  switch-holes  similar  to  those  of  an  ordinary  switch- 
board. 

The  principle  of  "  multiple  *•  switches  will  be  fully 
described  in  Part  IV.,  where  the  special  features  of  the 
multiple  switch  used  by  the  Post  Office  will  also  be 
explained. 

Intermediate  Offices. — The  special  requirements  intro- 
duced by  the  existence  of  an  intermediate  office  upon 
a  circuit  have  been  met  by  the  design  of  a  special  inter- 
mediate switch  for  exchange  circuits.  The  principle  of 
its  construction  is  the  same  as  that  shown  in  figs.  123 
and  124,  and  need  not  therefore  be  described  ;  its  essen- 
tial difference  is  that  it  has  only  two  positions, "  DOWN  " 
and  "  EXCHANGE,"  of  which  the  latter  is  the  normal 
position.  At  the  intermediate  office,  besides  the  switch 
and  telephone,  there  are  two  relays,  one  of  which  is 
polarised  and  has  a  magnetic  needle  similar  to  that 
attached  to  the  indicators  (/,  figs.  170  and  171) ;  the 
other  is  of  the  ordinary  form  (figs.  96  and  97).  There  is 
also  a  trembler  bell,  which  is  actuated  by  either  relay. 

The  connections  are  shown  by  fig.  176,  from  which 
the  local  connections  of  the  relays  and  the  microphone 
circuit  of  the  telephone  are  omitted  for  the  sake  of 
•clearness,  and  which  gives  the  connections  in  position 

"*  EXCHANGE.*' 

In  this,  the  normal  position,  the  two  relays,  joined  in 
•series,  are  in  '*  bridge  "  across  the  two  lines,  and  a  per- 
manent current  flows  to  the  exchange  from  the  **  down  " 
-office.  Either  office  can  gain  the  attention  of  the 
exchange  by  repeated  depressions  of  the  press-button 
on  the  telephone.  In  the  case  of  the  down  office,  this 
disconnects  and  restores  the  permanent  current,  so  that 
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the  magnetic  needle  of  the  indicator  at  the  exchange 
moves  repeatedly  from  left  to  vertical ;  but  in  the  case 
of  the  intermediate  office  the  depression  of  the  button 
sends  a  reverse  current,  and  its  release  restores 
the     permanent     current ;     the     needle    consequently 
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Fig.  176.  Exchange  Intermediate  Switch.  Connections  for  "  Exchange'* 

Position. 

vibrates  from  side  to  side.  The  exchange  clerk  therefore 
easily  knows  which  office  is  calling.  For  calling  the  inter- 
mediate, the  speaking-telephone  peg  is  inserted  reversed 
(both  switch-springs  being  slotted  to  admit  of  this), 
«\nd  one  ring  is  given  ;  while  for  calling  the  down  office 
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the  peg  IS  inserted  in  the  usual  way.  The  reverse  current 
from  the  exchange,  which  is  about  double  the  strength 
of  the  permanent  current,  actuates  the  polarised  relay 
at  the  intermediate  office,  which  the  direct  current, 
of  course,  cannot  do.  The  exchange  current  always  rings 
the  down-office  bell ;  but  two  rings  constitute  the  "  call " 
for  that  office,  one  ring  indicating  the  intermediate  office. 
The  down  office  is  provided  with  a  separate  press-button 
for  calling  the  intermediate,  which  is  arranged  to 
augment  without  breaking  the  permanent  current,  so 
actuating  the  polarised  relay  at  the  intermediate 
station  without  disturbing  the  exchange.     Two  rings  are 

given  by  the  down  office  in  calling 
the  intermediate  station,  while  only 
one  is  given  by  the  exchange.  In 
order  that  the  intermediate  office 
may  be  able  to  call  the  down  office 
or  to  answer  its  call,  the  switch 
must  first  be  turned  to  down, 
oovvN  ^j^j   ^j^^  button     then   depressed 

'^'    '  '  in    the  usual    way.     Turning  the 

switch  to  DOWN  disconnects  the  permanent  current  from 
the  exchange,  and  so  drops  the  indicator  shutter ;  but 
this  does  not  affect  the  working,  as  the  indicator 
needle  hangs  vertical,  and  when,  at  either  office  or  at  the 
exchange,  the  indicator  needle  is  vertical,  it  is  under- 
stood that  the  line  is  engaged.  In  this  way  all  conditions 
of  working  on  an  intermediate  circuit  are  as  straight- 
forward and  simple  as  on  an  ordinary  circuit.  The 
internal  connections  of  the  switch  at  position  DOWN  are 
shown  in  fig.  177. 

Trunk    Wires. — When  there  are  telephone  exchanges 
at    neighbouring   towns,    it   is    generally   very   advaii- 
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tageous  to  connect  the  exchanges,  so  as  to  permit  the 
subscribers  of  one  exchange  to  communicate  with  those 
of  the  other.  This  is  effected  by  means  of  "  trunk  " 
wires  between  the  different  exchanges.  Thus,  for 
instance,  the  exchanges  at  Newcastle-on-Tyne,  South 
Shields,  Sunderland,  the  Hartlepools,  Stockton,  and 
Middlesbrough  are  connected  by  trunk  wires,  and  the 
subscribers  at  any  of  those  towns  can  therefore  com- 
municate with  those  connected  with  any  of  the  other 
exchanges.  The  number  of  trunk  wires  is,  of,  course, 
limited,  so  that  it  is  necessary  to  limit  the  time  of  their 
use  for  each  communication.  Three  minutes  is  the 
average  time  occupied,  but  six  are  allowed,  after  which, 
if  other  renters  are  waiting  to  go  through,  the  wires  are 
disconnected  and  the  renters  informed  of  the  fact.  If, 
however,  the  line  is  not  required,  the  conversation  is 
not  interrupted.  Of  course  proportionate  fees  must  be 
paid. 

There  are  a  few  points  as  regards  management 
which  may  be  mentioned. 

The  experience  of  nearly  every  exchange  is  that  it 
is  more  advisable  to  depend  upon  numbers  than  upon 
names  in  indicating  and  calling  subscribers.  Mistakes 
in  numbers  are  not  so  frequently  made,  and  can  be 
provided  against,  and,  when  they  occur,  are  more  easily 
rectified  ;   numbers,  moreover,  are  shorter. 

Switching  is  greatly  facilitated  if  subscribers  who 
frequently  inter-communicate  are  placed  as  near  together 
as  possible.  The  indicators  of  two  or  more  lines  used 
by  the  same  subscriber  should,  if  possible,  be  side  by 
side.  It  is,  of  course,  often  difficult  to  arrange  this  when 
the  circuits  are  designated  by  numbers. 

Where  telegraphic  or  other  messages  are  delivered  or 
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received  by  telephone,  the  whole  message  should  invari- 
ably be  repeated  back  to  the  sending  station. 

Numbers  and  names  should  be  spelt^  as  well  as  spoken, 
thus : — ^"  T  we  n  t  y — ^tAventy,  f  o  u  r — ^four  :  twenty-four." 

Even  spelling  is  not  always  sufficient,  difficulty  being 
experienced  in  the  confusion  of  certain  letters — b  and  p, 
t  and  d,  m  and  n,  for  instance,  being  mistaken  one  for 
the  other.  This  is  surmounted  by  giving  words  for 
doubtful  letters,  thus : — ^"  p  for  Paris,"  "  t  for  Thomas," 
"  n  for  Newcastle,"  etc 

Ordinarily  attendance  is  given  at  the  telephone 
exchange  so  long  as  the  telegraph  office  to  which  it  is 
attached  is  open  ;  but  after  ordinary  business  hours  the 
calls  are  generally  so  infrequent  that  the  attendants  are 
withdrawn.  Provision  is  therefore  made  for  the  renters 
to  gain  attention  by  means  of  the  local  circuit  of 
the  indicator.  This  is  joined  up  in  circuit  with  a  trembler 
bell  fixed  in  the  instrument*room  and  a  battery  ;  and 
when  the  shutter  of  any  indicator  falls,  the  **  night-bell " 
circuit  is  closed  through  the  insulated  contact  S'  (fig.  171), 
and  the  bell  rings  until  attention  is  given.  This  night- 
bell  circuit  is,  of  course,  disconnected  so  long  as  the 
switch-clerks  are  in  attendance. 

It  is  found  that  the  average  time  occupied  by 
renters  for  each  communication  is  about  three  minutes ; 
and  it  has  not  been  found  necessary  or  desirable 
to  make  any  restriction  as  to  time,  although,  if  the  wires 
are  occupied  for  a  very  lengthened  period,  the  exchange 
clerk  is  permitted  politely  to  draw  attention  to  the  fact. 

Regular  and  prompt  attention  to  every  call  should  be 
a  special  feature  of  every  telephone  exchange,  and  under 
the  Post  Office  system  this  is  strictly  insisted  upon. 
No  switch-clerk  is  permitted  to  have  charge  of  more 
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than  fifty  renters,  and  attention  to  their  inter-communi- 
cation requirements  is  the  sole  duty  of  such  clerk,  other 
special  clerks  being  appointed  for  the  transmitting 
and  receiving  of  messages.  At  large  exchanges  each 
clerk  has  to  attend  to  not  more  than  forty  renters. 

In  order  to  facilitate  the  accurate  taking-ofT  of 
messages,  the  message-clerks  sit  at  stalls  screened  off 
from  each  other  arranged  round  a  room  used  only  for 
this  purpose. 

Every  effort  is  made  to  prevent  the  introduction  of 
disturbing  noises  in  the  exchange  office,  which  would 
tend  to  make  communication  between  the  clerks  and  the 
renters  more  difficult  and  less  reliable.  To  help  toward 
this  object  ordinary  conversation  should  not  be  permitted. 

The  testing  of  the  switch  cords  is  a  matter  that  must 
not  be  overlooked.  Each  cord  should  be  tested  once  or 
twice  a  day  at  least.  A  very  effective  test  used  in  the 
Post  Office  for  double  wire  cords  is  as  follows.  A 
**  Wheatstone  Bridge"  is  formed  with  fixed  resistances,  of 
which  two  of  the  arms  are  i"  and  the  other  two  arms 
"S"  ;  a  "  detector"  coil  being  in  bridge.  On  opposite  sxdts 
of  the  'S**  ratios  are  two  pairs  of  switch-springs  so  con- 
nected that  when  a  pair  of  pegs  is  inserted  the  cord 
conductors  form  part  of  the  two  ratios,  and,  con- 
sequently, if  there  is  any  defect  in  either  conductor,  the 
balance  is  upset.    A  two-cell  Leclanche  battery  is  used. 

At  most  telephone  exchanges  a  "silence  cabinet"  is 
provided  in  the  public  office,  which  subscribers  and  the 
public  generally  are  permitted  to  use  for  communication 
with  any  subscriber  in  connection  with  the  exchjinji[e. 
These  cabinets  are  required  to  be  practically  sound- 
proof, and,  after  a  series  of  experiments,  this  was  secured 
by  the  following  arrangement :— 
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The  ordinary  cabinet  is  about  3  feet  square  and 
8  feet  high,  with  a  pyramidal  roof.  It  is  constructed  as 
a  frame-work,  with  as  little  wood  as  possible  consistent 
with  strength,  and  provided  with  a  door  on  one  side.  The 
frame  thus  constructed  is  filled-in  in  the  following 
way : — First,  every  space  is  filled  with  5-lb.  laminated  lead, 
fixed  about  one-thirdof  the  thickness  of  the  frame  (which 
is  2  inches)  inwards.  On  the  outside  of  this  is  placed 
one  layer,  and  on  the  inside  two  layers,  of  doe-hair 
felt.  The  whole  is  then  covered  inside  and  out  with 
Hessian  canvas,  and,  finally,  finished  with  a  covering  of 
leather-cloth,  the  inside  lining  being  white.  Within  this 
comparatively  light  structure  even  loud  external  noises 
are  scarcely  audible. 

It  is  found  convenient  to  have  the  telephone  fixed  on 
a  frame  suspended  by  short  leather  straps  from  the  top 
of  one  side  of  the  cabinet  so  that  it  may  be  as 
clear  as  possible  of  the  structure.  It  is  usual  to  fit 
these  cabinets  with  an  electric  lamp.  The  seat,  besides 
being  adjustable  for  height,  like  a  piano  stool,  is  also 
lifted  in  a  slide  by  a  strong  spiral  spring.  When  a 
caller  sits  upon  the  seat  the  tension  of  the  spring  is 
overcome,  and  a  flat  double  spring  connects  up  the  lamp- 
circuit,  so  that  the  lamp  is  alight  so  long  as  the  cabinet 
is  in  use. 

The  cabinets  are  also  fitted  with  a  writing-desk  upon 
the  right-hand  side  of  the  telephone ;  and  upon  the  left 
with  an  adjustable  elbow-rest  of  the  form  shown  in 
fig.  178.  As  indicated  by  dotted  lines,  the  arm  can  be 
dropped  when  not  wanted. 

Hitherto  the  telephone  has  not  been  very  extensively 
employed  for  the  transmission  of  public  "telegraph** 
messages  by  the  British  Post  OflSce  ;  although  in  some 
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Continental  systems  it  has  been  largely  used.  The  pri- 
vacy and  comparative  silence  required  for  its  use  render 
a  more  or  less  expensive  silence  cabinet  necessary  in 
small  public  offices,  whereas  neither  the  expense  nor  the 
space  is  needed  for  the  installation  of  the  more  generally 
used  ABC  instrument,  which  is  worked  entirely  by 
magneto  currents  and  requires  little 
more  skill  on  the  part  of  the  user 
than  the  telephone  itself.     There 
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are,  however,  many  circum- 
stances in   which   the  tele- 
phone     presents      distinct 
advantages,  and  the  instru-       / 
ment  is  accordingly  making     / 
its   way    for    message-work     / 
in  this  country.  ! 

Such  departmental    tele-     \ 
phone  circuits,  being  usually     \ 
only  unimportant  local  cir-       \     ^.^ 
cuits,  are  made  up  of  single 
wires;  and  it  is  often   con-  ^'^^-^l^-    i  full  size. 

venient  to  group  them  into  a  small  exchange.  By  this 
means  the  several  stations  can  either  be  placed  in  com- 
munication with  one  another,  or  speak  direct  to  the 
exchange.  The  ordinary  form  of  Post  Office  exchange 
switch  is  used  in  such  cases,  and  the  connections 
are    so     arranged    that    when    two    circuits    are     put 
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through  the  indicator  belonging  to  only  one  of  them 
is  left  in  "  leak  "  (fig.  179).  To  effect  this,  at  one  end  of 
the  flexible  cord  the  two  conductors  are  attached  in  the 
usual  way  one  to  each  side  of  the  peg,  but  at  the  other 
end  both  conductors  are  joined  to  the  upper  side  of  the 

peg. 
As  these  departmental  exchanges  are  likely  to  include 

circuits  of  very  various  resistances,   which    (from  the 

nature  of  the  circumstances)  cannot  be  compensated  for, 

it  is  made  a  general  rule  that,  wherever  any  circuit  on 
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Fig.  179.    Connections  of  Departmental  Exchange  Switdl. 

such  an  exchange  embraces  two  offices,  the  whole  system 
is  to  be  fitted  with  1,000*  relays,  and  indicators  of  a 
corresponding  resistance  are  used  at  the  exchange. 

The  operators  are  instructed  that  if  they  are  able  to 
hear  distinctly  while  they  cannot  be  heard  (indicating  a 
fault  in  the  microphone  circuit)  they  should  endeavour 
to  speak  through  one  of  the  receivers. 

A  recent  addition  to  telephonic  apparatus  made  by 
the  Post   Offir^   is  a   so-called   telephone  galvanometer. 
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This  has  been  devised  to  obtain  increased  security  as 
regards  signalling  upon  coast-guard  communication  cir- 
cuits as  well  as  upon  circuits  used  for  pubh'c  messages. 
It  is  really  an  extremely  sensitive  soft-iron  needle 
pivotted  midway  between  the  poles  of  a  4,ooo--resist- 
ance  electro-magnet,  whose  poles  are  set  at  an  angle 
with  the  vertical,  and  whose  coils  are  placed  in  derivation 
on  the  line  itself.  It  is  thus  always  in  circuit,  inde- 
pendently of  switch  or  other  contacts,  and,  if  the  bell  or 
relay  fail  to  act,  there  is  considerable  likelihood  of  the 
vibration  or  deflection  of  the  "galvanometer"  needle 
attracting  attention.  It  has  the  further  advantage  of 
showing  the  outgoing  current ;  but  this  is,  of  course,  only 
a  partial  security,  as  the  current  would  pass  through  the 
galvanometer  coils  even  if  the  line  were  disconnected. 
For  circuits  on  which  lOO**  sigalling  instruments  are  fitted, 
the  galvanometer  coils  are  joined  in  multiple  (i.ooo*), 
and  less  than  i^  milliamp^re  of  current  will  then  give 
a  full  deflection  of  the  needle.  When  the  coils  are 
in  series  (4,000*)  less  than  I  milliampere  of  current 
is  required  to  give  a  full  deflection. 

The  reduction  in  the  total  resistance  of  the  ringing 
circuit  at  each  station  by  the  introduction  of  this 
extra  derived  circuit  permits  more  current  to  pass  to 
line,  so  that  the  "  shunt "  upon  the  relay  is  compensated^ 
and  no  increase  in  ringing  power  is  needed.  Of  course 
the  battery  is  harder  worked.  The  galvanometers  re- 
spond excellently  with  magneto  currents. 

It  may  be  observed  that  specifying  the  resistance  is 
practically  only  a  conventional  method  of  indicating  the 
number  of  turns  of  wire.  It  pre-supposes  that  the  gauge 
of  wire  is  also  defined.  With  a  certain  space  on  a  bobbin 
to  be  filled  with  wire,  the  number  of  turns  would  vary  as 
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the  square  root  of  the  resistance,  if  no  account  had  to 
be  taken  of  the  silk  covering.  As  the  thickness  of  the 
covering,  however,  is  about  the  same  for  all  sizes  of  wire 
an  irregular  factor  is  introduced,  which  makes  a  material 
difference  in  the  case  of  bobbins  wound  with  wire  of  small 
diameter.  In  cases  such  as  that  just  referred  to.,  where 
the  different  resistance  is  obtained  merely  by  varying 
the  connections  of  the  coils,  this  irregular  factor  is  of 
course  not  present,  and  it  is  therefore  found  that  the 
effect  varies  actually  as  the  square  root  of  the  resiv*-»nce 
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CHAPTER  XIV. 


EXCHANGE  "CALL-WIRE"  SYSTEMS. 
(tf.)     THE  LAW  CALL-WIRE  PLAIT. 

The   call-wire   system    was   invented  by   Mr.    Frank 
Shaw,  Engineer  of  the  Law  Telegraph  Company  of  New 
York,  and  it  has  been  extensively  used  by  that  company 
in  New  York  and  Brooklyn. 
The  characteristic  of   this  system  consists   in    the 

employment      of 
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a 
special  wire,  known 
as  the  **  call- wire  " 
(fig.  1 80),  which  passes 
through  a  switch  in 
connection  with  the 
instruments  of  a 
certain  number  of 
subscribers,  all  of 
which  are  thus  joined  ^«'  '*^  ^™°P^  °'  ^'•""'  ^'"'''^ 
in  circuit  on  the  call-wire,  which  terminates  at  the 
exchange  in  an  instrument  at  which  an  operator  is 
constantly  listening.  The  general  principle  is  shown 
by  fig.  180,  where  the  dotted  line  represents  the  call- 
wire  passing  through  each  subscriber's  station  and  the 
firm  lines  the  ordinary  subscribers*  wires.  The  call-bell 
at  the  subscriber's  is  on  the  direct  wire  circuit.  At 
the  exchange  the  direct  lines  terminate  in  pegs  at  the  end 
of  flexible  cords. 
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When  a  subscriber  wishes  to  call,  he  introduces  his 
telephone  on  the  call-wire  by  pressing  a  switch,  and  he 
can  then  correspond  directly  with  the  listening  operator 
at  the  exchange  telephone.     ^ 

The  subscriber  on  switching  in  to  the  call-wire  circuit 
has  only  to  give  his  number  and  that  of  the  subscriber 
with  whom  he  wishes  to  speak.  The  operator  at  once 
calls  the  required  subscriber  by  pressing  that  sub« 
scriber*s  peg  against  a  plate  connected  with  the  calling 
battery  or  generator. 

The  two  pegs  are  then  inserted  into  a  metallic  bar, 
and  the  subscribers  are  in  communication. 

When  the  conversation  is  finished,  the  subscribers  put 
thenfiSelves  again  on  the  calling  wire,  and  request  the 
operator  to  break  the  connection.  It  will  be  seen  that 
in  this  system  there  are  no  indicators  whatever.  The 
operator  has  a  head-gear  telephone  (p.  55),  and  con- 
stantly listens  for  the  directions  given  on  the  call-wire. 
Both  hands  are  free  to  make  switch-connections.  In  the 
normal  position  of  the  special  switch  at  the  subscriber's 
office  the  incoming  and  outgoing  ends  of  the  call-wire 
are  connected  together,  while  the  subscriber's  line  is 
joined  to  the  speaking  instrument  and  the  call-bell  in 
the  usual  way.  By  pressing  the  switch  the  change  of 
connections  effected  leaves  the  bell  direct  upon  the 
subscriber's  wire  but  joins  the  subscriber's  telephone  in 
the  circuit  of  the  call-wire.  Thus,  in  either  position  the 
exchange  operator  can  call  the  subscriber,  while  in  the 
latter  the  subscriber  can  communicate  with  the  operator 
as  already  explained.  After  calling,  the  normal  connec- 
tions are  automatically  restored  by  the  release  of  the 
switch,  and  the  subscriber  is  ready  to  communicate  with 
his  correspondent. 
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{b,)    THE  MANH  CALL' WIRE  PLAN. 

This  modification  of  the  ordinary  Law  system  has  been 
successfully  worked  by  the  National  Telephone  Company 
in  the  Dundee  district  since  1882  see  (p.  241).  It  has  just 
been  explained  how  in  the  Law  system  each  subscriber, 
in  addition  to  having  a  direct  wire  to  the  exchange,  has 
the  power,  by  pressing  a  switch,  to  loop  his  instrument 
into  a  common  wire,  which,  starting  from  the  exchange, 
goes  from  station  to  station  and  is  finally  brought  back  to 
the  exchange  after  making  connection  with  a  group  of 
subscribers'  instruments.  But  this  long  loop  wire  into 
which  the  subscribers  have  to  switch  their  instruments 
is  in  practice  subject  to  interruption  from  various  causes; 
and  as  no  other  means  for  corresponding  with  the 
exchange  is  provided,  its  failure  necessitates  a  suspen- 
sion of  service,  which  may  be  of  many  hours'  duration. 
The  breaking  of  the  call-wire,  or  a  disconnection  in  any 
one  of  the  numerous  instruments  through  which  it  passes, 
will  break  down  the  whole  of  the  circuits  depending 
upon  that  call-wire. 

The  Mann  system  is  free  from  these  objections, 
while  all  the  advantages  of  the  Law  method  are 
retained.  Each  subscriber  is  on  the  calling  wire ;  and 
in  addition,  his  direct  wire  is  fitted  with  an  ordinary 
indicator,  which  is  intended  for  use  only  in  the  event  ot 
the  operator's  wire  failing.  The  calling  wire  does  not 
make  the  circuit  of  all  the  subscribers'  offices,  but  starts 
from  the  exchange  in  a  direction  towards  the  middle  of 
the  group  of  stations  which  it  is  intended  to  serve.  The 
end  of  this  wire  is  insulated  at  a  convenient  point  at  any 
distance  from  the  exchange.  Into  each  subscriber's 
office  on  either  side  of  this  main  calling  wire  is  taken  a 
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branch  or  spur,  on   which  one   or   more  stations  are 
connected  by  a  switch. 

The  essential  difference  between  the  two  methods  is 
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Fig.  i8i.    Principle  of  Ordinary  "  Law  "  Plan. 
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Fig.  182;    Principle  of  "  Mann  "  Plan. 

clearly  shown  by  figs.  181  and  182,  where  a  similar 
group  of  subscribers  is  represented  connected  on  the 
Law  and  the  Mann  systems  respectively.  Only  the 
call-wires  are  shown.     On  the  two  diagrams  being  com- 
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pared  it  will  be  readily  seen  that,  whereas  on  the  Law 
system  a  disconnection  at  any  office,  or  on  the  calling 
wire  itself,  will  break  down  the  whole  group,  on  the 
Mann  system  such  a  fault  at  one  office  may  break  down 
only  that  office,  or  that  and  a  few  others ;  and  even  a  dis- 
connection on  the  main  call-wire  may  break  down  only 
part  of  the  group.     The  effect  of  an  earth  fault  depends 


Fig.  183.    Full  site 

upon  its  position  and  its  resistanca  It  is  desirable  to 
state  that  the  derived  circuit  plan  devised  and  applied  at 
Dundee  in  1882  was  described  in  a  pamphlet  issued  by 
the  Law  Company  in  1880.  In  the  original  device,  how- 
ever, it  was  not  intended  that  indicators  should  be  used. 
The  subscriber's  key  is  represented  in  fig.  183.  The 
lever  T  is  connected  permanently  to  earth  through  the 
instrument ;  and  the  upper  contact  L  to  the  subscriber's, 
direct  line  to  the  exchange.     The  lever  is  kept  against 
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the  upper  contact  by  means  of  a  spiral  spring,  so  that 
the  instrument  is  normally  connected  to  the  main 
exchange  wire.  The  depression  of  the  lever  joins  the 
instrument  through  C  to  the  branch  of  the  call-wire. 


. 
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Fig.  184*     Subscriber's  Instrument  fitted  with  Call-wire  Key. 

The  general   connections  of  the  subscriber's  instru^ 
ment  are  shown  by  fig.  184, 

The  ordinary  working  is  as  in  the  Law  system.     At 
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the  exchange  an  operator  is  allotted  to  each  group  of 
from  fifty  to  ninety  subscribers,  and  listens  continually 
at  a  telephone  joined  to  the  calling  wire  of  that  group. 
It  follows  that  the  subscriber,  on  pressing  his  key,  is  at 
once  in  communication  with  the  operator,  and  has  only, 
without  any  preliminary  signal  or  call,  to  mention  his 
own  number  and  that  of  the  person  whom  he  wants. 
For  instance.  No.  25  desiring  to  speak  to  No.  50,  would 
press  his  call-wire  key  and  say:  "25  to  50."  The 
operator  acknowledges  the  order  by  a  word,  and  imme- 
diately makes  the  connection  by  a  flexible  cord  and 
pair  of  pegs.  No.  25  then  allows  his  key  to  rise, 
turns  the  crank  of  his  magneto,  and  rings  the  bell  of 
No.  50.  Supposing  that  no  immediate  response  is 
obtained,  he  can,  by  again  pressing  his  key,  inquire  of 
the  operator  if  the  connection  has  been  properly  made. 
At  the  conclusion  of  the  conversation  the  two  sub- 
scribers depress  their  keys  and  say  to  the  operator 
respectively :  "  Off  25  "  and  "  Off  50,"  or,  if  No.  25  wants 
another  subscriber,  he  says:  "25  to  (say)  42."  In  the 
former  case,  the  cord-connection  is  removed  from  25  and 
50 ;  in  the  latter,  the  50  end  of  the  cord  is  transferred 
to  42.  It  is  frequently  the  case  that  two,  three,  or  even 
more  subscribers  press  their  keys  simultaneously,  but 
the  necessary  communication  to  the  operator,  consisting, 
as  it  generally  does,  of  only  two  or  three  words,  occupies 
such  a  very  short  space  of  time  that  no  trouble  is 
experienced,  the  subscribers  having  got  into  the  habit  of 
waiting  a  few  seconds  if  they  find,  on  pressing  the  key, 
that  someone  else  is  speaking. 

If  there  is  a  fault  on  the  call-wire,  the  subscriber 
discovers  the  fact  immediately,  for,  on  pressing  the  key, 
he  does  not  obtain  any  reply  from  the  exchange.     In 
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such  a  case,  there  being  an  indicator  on  his  own  main 
line  at  the  exchange,  he  can  signal  on  that  by  means  of 
his  magneto,  and  the  service  can  be  conducted  on  the 
ordinary  plan  until  the  fault  has  been  removed. 

The  operators  cease  to  listen  continuously  after  9.30 
p.m.,  when  the  calls  from  the  subscribers  become  less 
frequent  After  that  hour,  until  8  a.m.,  a  battery  and 
an  indicator  are  switched  into  each  calling  line  at  the 


GROUP  ON  • 
M  I  CALL  WIRE. 


£ARm 


fIV  I  OPCRArOR'd 


N?2opeRAn)R. 


TO  OTHER 
INDICATORS 


Fig.  185.    Call-wire  CoDncctioDS  for  Group  of  Subscribert. 

exchange,  so  that  the  pressing  of  a  subscriber's  key 
completes  the  circuit  of  the  battery  through  the  indicator 
upon  that  call-wire  and  causes  the  bell  to  ring.  So  long 
as  none  of  the  keys  are  pressed  the  call-wire  is  insulated 
from  earth  at  every  point  except  at  the  exchange,  so 
that  no  current  can  pass. 

The  call-wire  connections  for  one  group  are  shown  by 
fig*  185  >  from  which  the  night-call  arrangement  will  be 
clear.     The  battery  B  consists  of  about  24  Leclanch^ 
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cells,  and  it  is  common  to  all  the  groups ;  so  also  arc 
the  bell  and  bell-switch  in  the  local  circuit  of  the 
indicators. 

During  the  day  the  line-switches  are  turned  to  the 
right,  and  the  switch-springs  shown  are  connected  by  a 
pair  of  pegs  with  short  cord,  so  that  the  group  is  in  the 
circuit  of  the  operator's  set  as  described. 

A  short-circuit  piece  P  is  placed  between  every  alter- 
nate pair  of  springs  in  a  wire  connecting  the  lower 
contacts,  and  the  wire  is  disconnected  at  that  point 
during  the  day.  This  provides  for  the  working  of  two 
groups  by  one  operator  at  slack  times,  a  change  which 
is  eflfected  by  the  withdrawal  of  one  pair  of  pegs  and  the 
reversal  of  the  other  pair  in  the  working  operator's 
switch-springs,  so  that  the  "solid  "  switch-peg  connects 
the  lower  contact  as  well  as  the  spring  to  the  speaking 
instrument  through  the  upper  spring.  The  normal 
position  of  the  pegs  is  retained  at  night,  so  that  to  reply 
to  a  call  the  night  operator  has  only  to  turn  the  line- 
switch  of  the  group  from  which  the  call  has  been 
received,  and  use  the  instrument  belonging  to  that 
group  in  the  usual  way. 

In  some  cases  the  night  call  is  effected  by  the  sub- 
scribers' generators,  and  the  battery  B  is  then  not 
required. 

(€.)    MILLER'S  CALL- WIRE  PLAN. 

A  modification  of  Mann's  call-wire,  due  to  Mr.  J.  D. 
Miller,  was  introduced  at  Dundee  in  1888,  and  appears 
to  be  an  important  improvement.  It  consists  in  forming 
the  call-wire  as  a  complete  loop  with  branch  wires,  in  a 
manner  indicated  by  fig.  186,  which  represents  a  group 
similar  to  that  shown  in  figs.  181  and  182.      In   the 
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Mann  call-wire  a  disconnection  at  any  point  cuts  off 
all  subscribers  beyond,  while,  by  Miller's  system,  the 
occurrence  of  a  single  break  in  the  main  call- wire  does  not 
affect  the  service  at  all,  and,  even  with  two  breaks,  only 
the  subscribers  connected  between  those  points  are  cut 
off.  An  earth  fault,  of  course,  affects  the  service  accord- 
ing to  its  position  and  resistance. 

As  a  consequence  of  the  extra  certainty  secured  by 
this  plan,  indicators  on  the  subscribers'  lines  are  entirely 
dispensed  with,  as  in  the  original  Law  system. 
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Fi^.  186.    Principle  of  Miller's  Plan. 

There  is  great  difference  of  opinion  among  telephone 
authorities  as  to  the  relative  advantages  of  the  '*  indi- 
cator *'  and  the  "  call-wire  '*  systems ;  but  that  there  is 
an  important  future  for  the  call-wire  plan  in  its  improved 
form,  or  in  some  further  modification  of  it  (see  Chap, 
xviii.),  seems  to  be  rightly  inferred  from  the  fact  that 
with  a  subscribers'  list  of  over  600  names  the  Aberdeen 
Exchange,  worked  on  the  call-wire  system,  gives  such 
satisfaction  that  it  has  been  determined  to  apply  Miller's 
plan  to  Glasgow  also,  where  there  are  over  3,000  sub- 
scribers to  the  National  Company's  Exchange.     These 
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will,  of  course,  be  worked  by  means  of  a  multiple  switch. 
The  switch  adopted  in  this  case  is  of  the  "table  "  form 
in  which  the  tablets  lie  horizontal  and  the  cords  hang 
from  above.    This  is  a  form  not  very  much  used. 

ifL)   BENNETT  AND  MACLEANS  CALL- WIRE  PLAN. 

This  is  a  modification  of  the  ring-through  system 
described  at  p.  210,  by  which  the  special  service  wire 
otherwise  required  by  the  Law  or  Mann  systems  can 
be  dispensed  with.  At  the  subscriber's  office  the 
depression  of  a  key  puts  the  telephone  between  one 


Fig.  187.    Connections  on  Bennett  and  Maclean's  Plan* 

wire  of  the  metallic  loop  and  the  earth  or  a  return 
wire.  At  the  exchange  there  are  switch-springs  with 
three  contacts  (fig.  187),  one  of  which  is  in  connec- 
tion with  one  terminal  of  the  operator's  telephone,  and 
thence  through  the  telephone  to  the  earth  or  return 
wire.  The  depression  of  the  subscriber's  key,  there- 
fore, puts  him  into  communication  with  the  operator, 
as  on  the  ordinary  call-circuit  system.  On  the 
insertion  of  a  peg,  the  lower  contact  block  is  dis- 
connected from  the  loop,  but  communication  with  the 
operator  is  re-established  by  another  route — ^viz.  through 
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a  balanced  bridge  (p.  2 1 1)  across  the  conductors  of  the  con* 
necting  cord,  the  wire  being  taken  off  the  middle  of  the 
bridge  to  the  same  terminal  of  the  operator's  telephone 
that  is  ordinarily  connected  direct  to  line.  In  this  position 
the  subscribers  can  ring  each  other,  and  talk  without 
disturbing  the  operator  or  being  overheard  in  the  least ; 
but,  as  soon  as  the  conversation  is  finished,  the 
depression  of  the  subscriber's  lever  re-establishes  com- 
munication with  the  operator  by  way  of  the  earth  or 
the  return  wire,  the  balanced  bridge  in  the  connecting 
cord,  and  the  metallic  loop,  so  permitting  the  termination 
of  the  conversation  to  be  notified. 
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CHAPTER    XV. 

SINGLE-WIRE  MULTIPLE  SWITCHBOARD. 

The  multiple  switchboard,  which  was  first  introduced 
by  the  Western  Electric  Company/  has  been  described 
as  the  nearest  approach  to  a  perfect  system  that  has 
yet  been  devised.  It  is  now  adopted  almost  universally 
for  large  exchanges. 

The  connections  are  made  by  means  of  pegs  and 
cords  as  in  the  older  systems ;  but,  by  the  method  adopted 
of  making  every  operator  practically  independent  of  any 
other  for  giving  any  connection  that  can  be  required  (and 
this  without  the  operator  having  to  move  from  the  usual 
position),  the  working  of  a  large  exchange  becomes  as 
simple  and  as  rapid  as  though  it  had  but  100  subscribers. 
Indeed,  it  is  difficult  to  conceive  of  a  telephone  exchange 
of,  say,  6,000  subscribers  being  worked  at  all  upon  the 
ordinary  principle,  while  it  is  a  comparatively  simple 
matter  with  multiple  boards. 

Referring  to  the  formula  D  =  i22^fi°?  which,  at  p.  209  is 
shown  to  give  the  percentage  of  direct  communications 
(d)  that  could  be  made  without  assistance  where  100-line 
switchboards  are  used,  it  will  be  seen  that  6,000  sub- 
scribers, requiring  60  switchboards  (N),  would  involve 
that  nearly  97  per  cent,  of  the  connections  should  be 
made  by  the  assistance  of  at  least  two  operators. 

<  British    Patent    Specifications  No.    4,903  (November,    1879),    ant' 
No.  3,116  (June,  1S83). 
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Fig.  i88  represents  the  principle  of  a  multiple  switch. 
A,  B,  and  C  are  three  sections  of  a  switchboard,  which 
receive  the  wires  of  the  different  subscribers.  In  the 
diagram  six  subscribers  are  indicated  for  each  section, 


Fig.  188.    Principle  of "  Multiple  "  SwItcL 

but  in  practice  a  multiple  switchboard  may  accommodate 
many  thousands  in  each  section.  It  will  be  seen  that 
the  wires  of  all  the  subscribers  pass  to  a  switch-spring 
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at  each  of  the  boards,  so  that  the  operator  has  them 
all  within  reach,  and  can  join  any  subscriber  of  that 
section  with  any  wire    whatsoever,  without    the   co- 
operation of  a  second  operator. 
Thus,  if   subscriber  No.    200    wishes    to  speak    to 
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No.  401,  the  operator  at  board  C,  which  contains  No.  401, 
need  not  be  informed  ;  but,  by  placing  a  peg  in  the 
switch-springs  so  numbered,  the  operater  at  A  can  at 
once   effect   the   required  con- 
nection between  200  and  401. 

In  the  same  way  the  operator 
of  switchboard  c  could  make 
the  same  connection  at  that 
board,  if  required  to  do  so  by 
subscriber  No.  401. 

The  difference  between  this 
system  and  that  hitherto  in 
general  use  will  be  easily 
understood  by  comparing  fig. 
188  with  fig.  189,  which  latter 
represents  ordinary  switches, 
with  through-connection  wires 
between  the  boards.  To  make 
connection  between  Nos.  100 
and  201,  No.  I03  switch-hole 
must  be  joined  by  a  flexible 
cord  to  a  special  wire  c,  which 
leads  to  board  C,  and  connec- 
tion there  made  by  another 
■cord  between  a  and  201.  The 
reverse  operation  also  must  be 
performed  for  disconnecting  the 
two  subscribers  at  the  termin- 
ation of  their  conversation. 

Fig.  190  represents  a  section 
and  fig.  19 1  a  half-elevation,  of  a  Western  Electric  multiple 
switchboard,  from  which  the  general  disposition  of  the 
apparatus  may  be  understood.      The  wires  of  the  sub- 
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scribers  to  whom  the  operators  at  each  section  have  to 
attend  pass  through  the  indicators  at  A  and  the 
switoh-sprtngs  at  B,    These  latter  are  called  the  "  local " 
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or  "individual"  switch-springs.  All  the  wires  of  the 
entire  exchange,  including  the  "  local "  wires,  are 
brought  to  the  switch-springs  at  C.    Thus  the  "  local " 
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Springs  are  duplicated  in  each  section  of  the  switch. 
The  springs  at  c  are  arranged  in  hundreds  in  such  order 
that  the  operator  can  easily  find  the  called  wire.  At 
D  are  the  ring-otf  indicators.  The  pegs  for  making  con- 
nection are  attached  to  flexible  conductors  in  the  usual 
way,  and  always  tend  to  return  to  their  position  of 
rest  by  means  of  a  pulley  and  a  counterweight    The 
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Fig.  191.    Full  ste:> 

indicators  are  ol  the  ordinary  form,  as  shown  In  fig. 
144  for  the  subscribers'  call,  and  as  in  fig.  149  for 
ringing-oil. 

There  are  six  panels  in  each  section,  and  the  strips  are 
placed  in  groups  of  one  hundred  in  each — that  is  to  say. 
In  each  panel  above  the  two  lowest  strips  (which  are 
the  "  locals  "  are  five  rows,  numbered  i — 100,  and  each 
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successive  group  of  five  strips  is  similarly  numbered, 
The  "  hundreds  "  are  then  indicated  on  the  frame  by 
"o,""  I,""  2,"  etc.,  as  shown  in  fig.  191.  It  is  becoming 
customary  to  number  the  strips  o — 99,  instead  of  i — 100, 
in  which  case  the  actual  o  is  appropriated  to  service 
purposes. 

Now  when  it  is  considered  that  every  subscriber  to  a 
lai^e  exchange  must  be  represented  by  a  switch-hole 
within  a  space  easily  accessible  to  one  operator,  it  will 
be  understood  what  need  there  is  to  make  the  switch- 
holes  as  compact  as  possible.  This  necessity  was 
recogpiised  even  with  the  ordinary  switches,  but  the 
introduction  of  the  multiple  principle  has  so  greatly 
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emphasised  the  need  that  multiple  switch-springs  are 
now  spaced  at  vertical  and  horizontal  distances,  centre 
to  centre,  of  respectively  half  and  five-eighths  of  an  inch. 
The  construction  of  the  ordinary  switch-springs  is 
shown  byfigs.  192,  i93,i94,and  igs.which  are  respectively 
a  plan  from  above,  a  front  elevation,  a  plan  from  beneath, 
and  a  transverse  section  of  a  switch-spring  strip,  shown 
actual  size.  A  complete  strip  comprises  a  row  o( 
twenty  holes,  of  which  three  are  shown  in  the  three  first 
figures.  The  strip  itself  is  of  ebonite,  built  up  of  a  thick 
front  block,  pierced  with  twenty  holes,  and  a  thinner 
broad  plate  with  a  ridge  at  the  back,  upon  which  the 
main  parts  of  the  switch-springs  are  planted.    The  peg 
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used  for  a  single-wire  system  has  already  been  shown  in 
fig.  142.  The  hole  in  the  front  strip  is  bushed  with  a 
brass  tube,  as  shown  in  the  section,  and  also  at  switch- 
bole  18  in  fig.  194.  This  tube  is  fixed  by  a  pin  from 
beneath  (shown  incorrectly  from  above  in  the  section). 
A  connection-strip  T  is  soldered  to  each  tube.  The  stud  /, 
upon  which  the  spring  L  normally  1  ests,  is  also  fitted  with 
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a  connection-Strip.  When  a  peg  is  inserted  in  a  switch, 
hole,  its  end  lifts  the  spring  L  from  the  stud  /  and  into 
contact  with  itself,  and  so  into  connection  with  both  the 
brass  tube  and  strip  T,  and  with  the  conductor  of  the  peg- 
cord.  The  ends  of  the  front  ebonite  block  project,  and 
so  furnish  a  means  of  fixing  the  strips  into  position.  The 
fixing  of  the  strips  in  the  position  shown,  rather  than 
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the  other  way  up,  is  with  the  idea  that  they  are  less 
liable  to  accumulate  dust  at  the  contacts. 

Fig.  196  gives  the  connections  of  switch-springs 
carrying  the  same  number  (927),  at  four  distinct 
sections — D,  E,  F,  G — of  the  board. 

The  line  coming  from  a  subscriber  traverses  the  test- 
board,  etc.,  and  then  passes  behind  all  the  sections  of 
the  switchboard,  through  all  the  switch-springs  of  the 
same  number,  entering  by  way  of  L  and  leaving  by  I 
without  touching  the  socket  T,  and  finally  goes  through 
the  electro-magnet  of  the  Indicator  to  earth.  But  if  a 
peg  be  introduced  into  one  of  the  switch-holes  (for 
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instance,  in  that  of  section  F,  as  indicated  in  the  figure), 
the  line  passes  directly  to  this  peg  and  its  flexible  cord, 
disconnecting  all  beyond,  including  the  subscriber's 
indicator. 

The  figure  also  shows  that  all  the  brass  sockets 
which  carry  the  same  number  on  the  different  sections 
are  joined  t(^ether  through  the  strips  T  by  a  wire, 
marked  "  test-wire."  By  means  of  this  an  operator  can 
ascertain  whether  the  line  with  which  a  connection  is 
required  is  already  occupied  or  not.  It  will  be  seen 
that  if  no  peg  be  in  any  hole  marked  927,  the  test-wire 
of  that  circuit  will  be  absolutely  disconnected  ;  but  as 
60on  as  a  peg  is  inserted,  as  shown  at  F,  then  the  test- 


"ENGAGED"     TEST.  aSS 

wire  is  connected  to  the  subscriber's  line,  and  so  to  earth 
at  the  distant  end.  In  the  circuit  of  the  operator's 
telephone  is  inserted  a  test-cell,  one  pole  of  which  is 
to  earth,  and  consequently  if  the  other  end  of  the 
telephone  set  be  put  to  earth,  a  slight  click  will  be  heard 
in  the  receiver,  owing  to  the  passing  of  a  current.  Now 
if  the  operator  should  touch  the  socket  of  a  disengaged 
line  with  the  end  ofa  peg  in  connection  with  the  speaking 
set,  no  sound  will  be  heard ;  but  if  the  required  subscriber 
is  already   in  conversation  with  another  subscriticr,  th« 
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test-wire  is  placed  in  connection  with  the  subscribers' 
Earths,  and  the  operator  hears  a  noise  which  indicates 
that  the  line  is  engaged. 

The  peg-connections  are  practically  the  same  as  in  the 
case  of  an  ordinary  Standard  board,  except  for  the 
insertion  of  the  test-call :  they  are  shown  by  fig.  197. 

Suppose,  now,  that  the  switch-springs  of,  say. 
No.  1,001,  are  free,  and  that  the  corresponding  indicator 
at  section  F  falls.  The  operator  will  at  once  insert  the 
p^A(fig.  197)  into  the  corresponding  "local  "switch- 
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hole,  pull  over  the  lever  of  the  table-key,  and  receive 
the  subscriber's  instructions.  The  insertion  of  A  has 
put  test-line  i,ooi  to  earth  through  the  subscriber's  line, 
and  to  any  other  operator  requiring  that  number  the 
line  is  now  "  engaged."  Suppose 
1,001  requires  927,  whose  local 
spring  is  on  section  E.  The 
operator  at  F,  still  listening  on 
the  telephone,  touches  the  socket 
of  multiple-hole  927  on  section 
F  with  the  end  of  peg  A',  and 
if  no  click  is  heard  the  peg  is 
thrust  home,  and  the  right-hand 
ringing  key  is  depressed,  thus 
calling  the  subscriber  (fig.  197). 
As  soon  as  the  ringing  key  is 
released  the  two  subscribers 
are  through,  and  the  operator 
then  restores  the  table-key,  leav- 
ing the  ring-off  indicator  in  leak 
upon  the  lines  and  the  engaged 
connection  applied  to  each. 

When    the    conversation     is 
finished,    the  subscribers    give 
fAKTH       one  or  two  turns  of  the  handle 
of  their  magnetos,  the  disc  of 
the  ring'Off  indicator  drops,  and 
the  operator  removes  the  pegs. 
If,  on  the  other  hand,  the  line  required  (927)  had  beea 
engaged,  the  operator  at  F  would  have  informed  sub- 
scriber 1,001  to  that  effect,  and  would  have  tested  the 
line  from  time  to  time,  so  as  to  inform   i,ooi  whea 
communication  with  927  could  be  had. 


Fig.  197.     Peg-connectior 

of  Ordinary  Single-wiM 

Muliiple  System. 
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Even  a  line  which  is  brought  to  the  same  "local" 
group  must>  of  course,  be  tested  before  connection  is 
made  with  it.  If  the  test  is  not  properly  applied  it  may 
happen  that  three  subscribers  are  placed  in  communica- 
tion with  each  other,  leading  to  much  irritation  and 
confusion. 

The  working  of  a  multiple  switch  of  any  number  of 
subscribers  thus  becomes  almost  as  simple  and  as 
expeditious  as  the  operation  of  an  ordinary  100-line 
board.  In  fact,  the  only  additional  work  involved  is 
the  engaged  test,  which  can  scarcely  be  considered  a 
separate  operation,  inasmuch  as  when  the  line  is  dis- 
engaged the  "  test "  merely  involves  a  very  slight  pause 
during  the  insertion  of  the  second  peg. 

The  simplicity  of  working  enables  the  operators  to 
attend  to  subscribers'  calls  much  more  promptly  than  by 
any  other  system  when  more  than  100  are  on  the 
exchange,  and,  as  the  extension  of  an  exchange  naturally 
involves  a  larger  average  of  calls  from  each  subscriber, 
the  adoption  of  multiple  switches  prevents  an  increase  in 
the  proportion  of  operating  expenses  by  enabling  an 
operator  to  attend  to  the  increased  requirements  of  the 
same  number  of  subscribers. 

Reference  to  some  points  of  administration  in  connec- 
tion with  the  number  of  local  springs  to  be  allotted  to 
each  section  may  be  conveniently  made  at  this  point. 

It  has  been  already  stated  that  each  multiple  spring- 
strip  contains  twenty  switch-holes,  so  that  five  strips 
provide  for  a  hundred  subscribers.  It  is  now  usual  to 
fit  each  section  of  the  multiple  board  with  six  panels, 
each  being  the  right  width  for  fitting  the  strips.  This, 
with  the  latest  arrangement  of  iron  frame,  makes  the 
total  length  of  a  complete  section  5  feet  7  inches.     The 
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height  then  regulates  the  ultimate  capacity  of  the  board 
The  strips  are  fitted  in  the  spaces  beginning  with  the 
"local "  springs, which  make  up  (say)  two  rows  the  whole 
length  of  the  section.  The  "  multiple  "  strips  are  placed 
in  regular  order,  the  five  lowest  in  the  left-hand  panel 
being  marked  "O,"  and  comprising  numbers  i — lOO,  the 
corresponding  five  in  the  next  panel,  which  comprise 
numbers  loi — 200,  are  marked  "  i,"  and  so  on  ;  thus  the 
second  set  of  five  in  the  left-hand  panel  includes  numbers 
600—700,  and  is  marked  "6."  This  means  that  for 
every  2\  inches  of  height  in  the  **  multiple  "  panels  the 
capacity  of  the  board  is  increased  by  600  subscribers. 

The  determination  of  the  number  of  ** local"  springs 
to  be  apportioned  to  each  section  must  depend  upon 
various  considerations.  For  instance,  assuming  a 
certain  number  of  "  locals  "  to  each  section,  the  higher 
the  *'  ultimate  capacity "  of  the  exchange  the  greater 
will  be  the  number  of  sections  required,  and,  if  there  is 
good  reason  for  fixing  this  ultimate  capacity,  it  may  be 
clear  that  the  possible  accommodation  will  not  suffice 
for  such  a  number.  An  increase  in  the  number  of 
"locals"  apportioned  to  each  section,  however,  will 
correspondingly  reduce  the  number  of  sections  and  the 
space  required.  Thus,  with  an  exchange  for  which  an 
ultimate  capacity  of  6,000  has  been  fixed,  if  200  "  locals  " 
to  each  section  be  adopted,  30  sections  will  be  required, 
whereas,  on  the  basis  of  300  locals  to  each,  only  20 
sections  will  be  needed.  Allowing  in  each  case  fo^  two 
extra  half-sections  at  the  ends,  the  lengths  of  the  whole 
switchboard  would  be  respectively  about  178  feet  and 
120  feet 

This  consideration  will  at  once  make  it  clear  that  for 
many  reasons  it  is  desirable  to  make  the  number  of 
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*'  locals  "  on  each  section  as  high  as  possible.  Not  only 
will  the  space  required  be  proportionately  reduced 
but  the  first  cost  will  be  less,  there  will  be  a  reduction  in 
the  length  of  cabling  behind  the  switchboard,  and  the 
number  of  points  of  possible  failure  owing  to  bad 
contact  will  also  be  diminished. 

Here,  however,  another  requirement  must  be  allowed 
to  have  very  considerable  weight.  The  whole  object 
of  the  multiple  switch  is  to  secure  increased  efficiency 
by  rendering  every  operator  as  far  as  possible  inde- 
pendent  of  any  other,  and  to  allot  to  each  only  such  a 
number  of  subscribers  as  can  be  properly  managed. 
Nothing  then  must  be  done  that  will  in  the  least  inter- 
fere with  this  efficiency,  and  it  must  be  constantly 
borne  in  mind  that  the  greater  the  actual  number  of 
subscribers  on  a  switch  the  fewer  can  each  operator 
attend  to.  Then  arises  the  question.  Cannot  more  than 
two  operators  be  placed  at  each  section  ?  and  it  is  in 
this  direction  that  one  possibility  of  reducing  the 
number  of  sections  seems  to  lie. 

Assuming  that  the  whole  multiple  switch  is  in  on 
continuous  line,  the  same  plan  of  working  may  be 
adopted  as  has  already  been  explained  in  connection 
with  the  ordinary  switchboards  (p.  206).  That  is  to  say, 
the  operator,  for  instance,  in  charge  of  the  left-hand 
portion  of  section  B  can  utilise  indifferently  the  right- 
hand  portion  of  that  section  or  that  of  section  a,  and  so 
with  the  others.  Now  the  length  of  the  sections  is  quite 
sufficient  for  a  third  operator  to  be  placed  in  the  centre 
of  each,  so  that  each  section  may  be  in  charge  of 
three  operators,  5.  Where  space  is  very  limited,  it  is 
even  possible  to  put  four  operators  at  one  section.  This, 
however,  means  overcrowding:  and    redKced  efficiency 
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because  each  then  needs  some  assistance  from  the  others, 
besides  which  there  remains  no  scope  for  supplementary 
assistance  in  conditions  of  extra  pressure.  It  may  then 
be  assumed  that  three  operators  at  each  section  is  the 
most  that  should  be  ordinarily  contemplated.  Now  cfl 
the  earlier  multiple  boards  it  was  assumed  that  the 
operations  would  be  so  greatly  facilitated  that  each 
operator  would  be  easily  able  to  attend  to  lOO  subscribers 
in  ordinary  circumstances,  and  this  may  be  so  in  some 
cases ;  but  the  more  usual  experience  is  that  300  sub* 
scribers  allotted  to  each  section  of  an  ordinary  multiple 
board  is  excessive  and  beyond  the  limit  at  which  efficient 
manipulation  can  be  secured.  This  has  led  to  the 
adoption  of  the  plan  of  fitting  240  subscribers  for  each 
section,  thus  giving  each  operator  80  as  the  limit.  It 
may  here  be  observed  that  the  operators  should,  and 
that  in  practice  they  do,  assist  each  other  without  incon- 
venience to  themselves :  for  example,  by  the  insertion  or 
removal  of  a  peg  in  a  position  that  is  out  of  reach 
of  a  colleague. 

The  next  point  to  which  reference  may  be  made  is  the 
number  of  pairs  of  pegs  with  ring-off  indicators  and 
table-keys  that  should  be  apportioned  to  each  section. 
In  France,  where  300  "locals"  are  brought  to  each 
section,  50  pairs  of  cords  are  fitted — thus  providing  for 
the  simultaneous  connection  of  100  subscribers,  or  33 
per  cent.  On  the  Manchester  boards — one  of  the  earliest 
and  most  complete  of  the  multiple  boards  as  yet  fitted  in 
this  country — 45  pairs  of  cords  are  provided  for  the  aoo 
subscribers  brought  to  each  section,  or  provision  for 
simultaneous  connection  of  45  percent,  of  the  subscribers* 
As  50  ring-off  indicators  can  be  conveniently  placed  in 
one  row  upon  a  section  of  t>oard,  that  presents  itself  as 
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a  suitable  number  to  use,  and,  assuming  the  adoption 
of  this  with  sections  providing  for  240  subscribers,  it 
will  be  seen  that  over  40  per  cent  of  the  subscribers 
can  \hen  be  simultaneously  connected.  This  is 
unquestionably  ample  provision ;  Mons.  de  la  Touanne* 
even  suggests  that  25  per  cent,  is  sufficient,  very  reason- 
ably pointing  out  that  a  superabundance  of  means  of 
connection  may  encourage  carelessness  in  attending  to 
the  ring-off  signals  at  busy  times. 

As  regards  the  allotment  of  subscribers  to  certain 
sections,  even  in  a  multiple  board,  there  is  some  scope 
for  care  in  this  matter.  Very  busy  subscribers,  or  a  large 
number  whose  busy  time  coincides,  should  not  generally 
be  placed  in  the  same  group  of  "  locals."  Further,  sub- 
scribers who  are  in  frequent  demand  may  with  advan- 
tage be  placed  as  far  as  possible  in  the  lower  numbers, 
so  that  their  switch-holes  are  more  easily  accessible  in 
the  multiple  panels,  thus  facilitating  the  operators'  work. 

Spare  switch^holes  may  conveniently  be  closed  with 
small  plugs  of  wood,  which  give  a  permanent  indication 
to  the  operators  as  to  which  holes  are  not  connected,  if 
such  numbers  are  asked  for  by  subscribers. 

The  question  as  to  the  highest  "  ultimate  capacity  " 
that  can  be  properly  fixed  for  the  efficient  working  of  a 
multiple  switch  depends  for  its  decision  upon  the  limit 
beyond  which  the  operators  at  any  section  cannot 
properly  manipulate  the  section  without  seriously 
interfering  with  each  other.  At  present  no  practical 
experience  of  this  limit  is  forthcoming,  inasmuch 
as  the  largest  existing  exchanges  do  not  exceed  6,000 
subscribers.  Experienced  authorities,  however,  agree 
that  it  is  not  likely  that  15,000  can  be  exceeded,  and  it 

•  "  Materiel  pour  Bureaux  T^l^phonigues,"  p.  73 
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seems  safer  to  put  the  number  much  lower  (say  10,000) 
with  the  present  facilities. 

Incidental  reference  was  made  at  p.  258  to  additional 
half-sections  of  switchboard  at  each  end  of  a  range 
of  multiple  switch.  This  is  usual  and  necessary,  in 
order  to  give  the  operators  at  the  end  sections  the  same 
facilities  for  multiple  switching  as  those  at  other 
sections.  These  half-sections,  of  course,  require  that 
only  the  multiple  panels  shall  be  fitted.  Every  separate 
range  of  board  requires  these  terminal  half-sections. 

SINGLE-CORD  MULTIPLE  SWITCHBOARD, 

Amongst  the  various  devices  in  multiple  switches 
which  have  been  put  to  a  practical  and  extended  test 
Scribner's  single-cord  board  is  decidedly  noteworthy. 
The  simplification  in  working  secured  by  the  single- 
cord  standard  switchboard  (p.  200)  led  naturally  to 
an  attempt  to  secure  a  similar  advantage  in  connection 
with  the  multiple  system.  The  general  disposition  and 
form  of  the  apparatus  for  a  single-wire  system  is  shown 
diagrammatically  by  fig.  198. 

The  key  a  and  the  earth-switch  B  take  the  place 
of  the  usual  table  and  ringing  keys,  one  of  each, 
together  with  an  indicator  and  a  peg,  C  being  allotted 
to  each  line. 

It  may  be  explained  that  the  normal  connections 
of  key  A  are  as  shown,  that  is,  a  is  connected  to  ^, 
and  c  is  connected  to  d;  but,  by  depressing  the  button 
P,  c  may  be  connected  to  e  instead  of  to  d\  and  by 
pushing  P  forward  the  ebonite  block  may  be  made  to 
slide  under  a,  so  disconnecting  it  from  b. 

As  regards  the  earth-switch  B,  when  the  peg  C  is  at 
rest    ts  metallic  shank  (which  is  in  connection  with  the 
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cord-conductor)  rests  in  the  earth-socket  E,  so  putting 
to  earth  the  end  of  the  line  to  which  the  peg  is  con- 
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FIE-  I!^-     Ltiw  mnd  Peg  Circuit  o[  Single-cord  Multiple  Switch, 
nected  through   the  switch-springs   and  the   indicator. 
This  earth-connection,  besides  being  obtained  from  e 
through  the  cord-conductor,  is  also  secured  from  contact 
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</ through  spring/and  the  shank  of  C.  Further,  when  C  is 
at  rest  spring/ is  pressed  forward,  so  that  its  point  clears 
the  end  of  spring  A,  which,  by  its  own  elasticity,  is  kept 
free  of  spring  g.  When,  however,  c  is  lifted  from  its 
normal  position,  /  at  once  springs  back,  and  its  end 
comes  into  contact  with  the  end  of  h,  forcing  that  into 
contact  also  with  g. 

The  system  of  working  will  now  be  easily  followed. 
It  will  be  observed  that  the  incoming  currents,  after 
passing  through  the  switch-springs  and  the  indicator 
coils,  go  through  spring/  to  earth.  On  the  fall  of  an 
indicator  shutter,  the  operator  has  only  to  raise  the 
corresponding  peg  to  be  at  once  connected  (through 
springs  ^,  b,  g^  f)  to  the  calling  subscriber's  line.  On 
instructions  being  received,  the  required  subscriber's 
line  is  tested  with  the  tip  of  the  calling  subscriber's 
peg,  and  if  the  line  is  disengaged  (so  that  there  is  no 
sound)  the  peg  is  inserted  and  the  subscriber  called  by 
the  depression  of  the  button  P.  When  the  subscriber 
replies,  the  operator's  instrument  is  cut  out  of  circuit 
by  pressing  forward  P.  so  as  to  separate  a  and  b. 

The  calling  subscriber's  indicator  remains  in  circuit 
and  serves  for  the  "  ring-off"  signal.  As  it  is  in  direct 
circuit,  it  must  necessarily  be  of  the  small  pattern 
(fig.  144)  wound  to  a  low  resistance. 

In  order  to  provide  against  possible  faults  in  the 
earth-switch  or  key,  it  is  usual  to  fit  a  number  of 
table  keys  and  pairs  of  pegs,  so  that  double  -  cord 
working  can  be  resorted  to  if  necessary. 

The  single-cord  principle  no  doubt  tends  to  increase 
the  working  speed  to  some  extent,  but  not  so  much 
probably  as  might  be  expected,  while  the  increased 
complication  of  parts,  the  difficulties  in  maintenance^ 
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and  other  drawbacks  have  prevented  its  extended  use. 
Some  large  exchanges,  however — notably  in  Germany 
— ^have  been  fitted  on  this  system,  and  give  great  satis- 
faction.  One  hundred  subscribers  can  be  allotted  to 
each  operator. 

OESTERREICirS  MULTIPLE  SWITCH.^ 

Although  this  switchboard,  devised  by  an  official  of 
the  German  Post  Office,  has,  we  believe,  not  come 
into  practical  use,  it  is  yet  sufficiently  distinctive  in 
principle  to  merit  description. 

The  general  construction  of  the  switch-strip  is  indicated 
by  fig.  199,  from  which  it  will  be  seen  that  each  switch- 


F^g*  199-     Full  size. 

block  consists  merely  of  a  spring  and  a  contact-strip 
in  connection  with  the  engaged-test  ring.  The  local 
and  multiple  switch  springs  of  each  circuit  are  then 
connected  as  shown  by  fig.  200,  which  shows  that  there 
is  a  permanent  current  flowing  to  each  line  from  the 
exchange.  A  battery,  B,  with  one  pole  connected  direct  to 
earth,  is  common  to  a  large  number  of  lines,  and  in  the 
indicator  circuit  of  each  line  is  inserted  a  resistance  coil  R» 
to  reduce  the  current  to  a  very  small  value.  The  "  line  " 
at  each  hole  is  connected  to  the  front  socket,  and  the 
spring  is  on  the  battery  circuit.     The  peg-circuit  is  oa 
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much  the  same  principle  as  some  already  described, 
except  that  only  a  single  ringing  key  is  used  for  each 
pair  of  pegs,  and  that  the  peg  in  connection  with 
which  this  is  placed  is  a  double  one.  The  single  peg 
must  always  be  inserted  in  the  calling  subscriber's 
switch-hole,  and  the  double  peg  in  that  of  the  required 
subscriber.  The  two  kinds  of  peg  are  quite  separate, 
the  row  of  single  pegs  being  below  the  ** local" 
switch-holes  in  which  they  are  invariably  used,  while 
the  double  pegs  are  arranged  below  the  "  multiple " 
holes.  Further,  there  is  a  "  galvanoscope "  in  circuit 
across  the  double  peg  when  the  table-switch  is  turned 
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Fig.  200.    LiDC  ConDections  of  Oesterreich's  Switch* 


to  the  speaking  position.  Now,  the  tip  of  the  double 
peg  is  of  such  length  that  when  the  peg  is  partly 
inserted  the  tip  lifts  the  spring  while  the  outer  part  is 
in  contact  with  the  line-socket :  thus  the  galvanoscope 
is  placed  in  circuit  across  the  spring  and  the  socket. 
If,  therefore,  a  current  be  passing — that  is,  if  the  line 
be  disengaged,  the  fact  will  be  indicated  on  the  galvano- 
scope, and  the  peg  will  at  once  be  pushed  home.  In 
this  position  the  spring  rests  on  an  insulating  segment, 
and  the  tip  is  disconnected.  The  insertion  of  the  single 
peg  in  the  same  manner  disconnects  the  corresponding 
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spring.  It  will  be  observed  that  it  is  this  disconnection 
of  the  battery-circuit  spring,  which,  by  cutting  off  the 
permanent  current,  gives  the  engaged  signal. 

One  ringing  key  and  one  galvanoscope  are  required 
for  each  operator. 

Another  departure  from  the  general  practice  is  in  the 
arrangement  of  the  switch-spring  strips.  These  are  so 
disposed  that,  while  the  lowest  holes  are  horizontal  from 
front  to  back,  the  highest  are  inclined  at  an  angle  of 
about  30"^,  the  intermediate  strips  varying  gradually 
between  the  two  positions.  The  claim  is  that  the 
manipulation  of  the  higher  rows  becomes  by  this 
means  almost  as  little  fatiguing  as  that  of  the  lower. 
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that,  besides  the  use  of  rather  more  complex  ringing 
and  table  keys,  there  are  introduced  a  special  coil  in 
circuit  with  the  test  battery,  and  a  small  condenser  In 
connection  with  the  operator's  speaking  instrument. 
It  will  also  be  observed  that  the  receiver  coils  and 
the  secondary  coil  j,  ^  are  wound  in  two  separate 
sections. 

Now,  when  a  call  is  received  the  operator  replies 
by  inserting  peg  A  into  the  corresponding  switch-hole 
and  turning  the  table-key.     This  places  the  operator's 
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Fig.  203.    Showing  **  Engaged  Test  *'  for  Ordinary  Single-spring  Multiple 

Switch. 

instrument  in  speaking  connection  through  the  con- 
denser ;  it  also  brings  the  ring-oflF  indicator  into  bridged 
circuit  across  the  lines  and  connects  the  test-battery  to 
line  Li  and  (which  is  the  object  of  the  connection)  to 
the  test-sockets  of  that  number  at  each  section.  When 
the  instruction  as  to  the  connection  is  known,  the 
operator  applies  the  engaged  test  to  the  required  line, 
and  if  no  sound  is  heard  the  through  connection  is 
made  by  means  of  peg  A' ;  the  operator  calling  the 
subscriber  by  means  of  the  right-hand  ringing  key  ia 
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the  usual  way.  If,  however,  a  click  is  heard  on  the 
test  being  applied,  the  calling  subscriber  is  infonned 
that  the  required  line  is  engaged.  ' ' 

Fig.  203  shows  in  simple  form  how  the  engaged  click 
is  obtained,  assuming  that  a  subscriber  at  section  c  hais 
asked  to  be  put  through  to  No.  943,  a  line  which  is 
already  engaged  at  section  £.  The  A  peg  of  a  pair 
having  been  inserted  at  £,  the  impedance  coil  and 
battery  B  are  thereby  connected  with  the  test- sockets 
of  switch-holes  943,  and,  consequently,  when  the  tip  of 
the  peg  B  is  brought  to  the  socket  at  section  C,  a  current 
passes  from  B,  through  one  section  of  the  operator's 
speaking  instrument,  and  so  to  earth,  thus  causing  a 
distinct  sound  in  the  telephone.  In  the  normal  posi- 
tion, with  no  battery  and  no  earth-connection  on  the 
line,  the  consequent  absence  of  sound  shows  the  line 
to  be  disengaged.  The  coil  in  the  test-circuit  is,  of 
course,  of  high  resistance,  and  is  formed  as  a  closed 
electro-magneti  so  as  to  present  considerable  im- 
pedance. 

(fi.)  Switch  with  Distinct  *^ Engaged  Signal'*  Circuit. 

There  can  be  no  doubt  that  the  connection  of  an 
earth-shunt  upon  one  of  the  wires  of  a  metallic  circuit 
as  above  described  for  "  engaged -test  *'  purposes  is 
distinctly  inadvisable ;  in  the  majority  of  cases  it 
leads  to  slight,  and  in  some  cases  to  considerable, 
disturbance.  '  With  this  in  mind  the  London 
engineering  officers  of  the  National  Telephone  Com- 
pany devised  a  very  simple  and  ingenious  modification 
of  the  original  system  by  altering  the  switch-strip 
construction.      Figs.  204  and  205  show  respectively  a 
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plan  from  beneath  and  one  from  above  of  part  of  a 
strip  of  this  form.  The  springs  are  arranged  on  edge 
upon  the  strip,  fitted  in  slots  in  the  back-edge  and 
clamped  by  a  narrow  strip  of  ebonite,  which  runs  the 
whole  length  of  the  switch-strip  and  is  fixed  by  screws 
opposite  each  switch-hole.  The  two  springs  Li  and  L^ 
make  connection  normally  with  studs  ly^  and  /^  ;  but  when 
a  peg  is  inserted  these  connections  are  broken,  and  L^ 
and  La  are  connected  respectively  to  the  sleeve  and  the  tip 
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I^g.  2o6.    Line-connections  showing  distinct  Earth-connection  (at  D) 

for  "  Engaged  Test  *  Signal* 

of  the  peg.  In  the  normal  position  spring  T  rests  upon 
a  small  projection  on  the  socket  S  of  the  switch-hole,  but 
the  insertion  of  a  peg  serves,  by  the  intermediary  of  a 
small  ebonite  piece  fixed  upon  L^,  to  break  this  connec- 
tion and  press  T  into  contact  with  the  pin  E. 

The  application  of  this  device  will  be  easily  under- 
stood by  reference  to  fig.  206.  It  will  be  seen  at  ooce 
that  in  the  normal  position  the  lines  pass  through  the 
springs  Lj.  and  contact-studs  l^^  and  the  springs  Lg  and 
studs  /a  to  the  indicator ;  and  that  the  test-wire  springs  T, 

T 
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resting  against  the  projection  upon  the  sockets,  are 
altogether  disconnected.  When,  however,  a  peg  is 
inserted,  as  at  D,  the  two  sides  of  the  peg  are  connected 


Fig.  207.     Peg-circuit  Connections,  with  distinct  ^  Engaged  Teat  ** 

System. 

to  the  lines,  the  circuit  beyond  is  disconnected,  and  the 
test-spring  T  is  connected  through  the  pin  and  the  strip 
K  (fig.  205)  direct  to  earth.  The  earth-connection  of 
the  test-wire  is    thus    effected    without    in   any    way 
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interfering  with  the  line  itself,  which  is  kept  quite  clear 
and  separate.  Thus  also  the  engaged  signal  is  applied 
in  its  most  favourable  way — by  a  direct  earth-connection 
at  the  exchange  itself.  > 

The  peg-circuit  connections  are  of  a  sligthly  more 
simple  character,  as  shown  by  fig.  207.  The  receiver  and 
secondary  coil  are  double  wound,  the  centre  of  the 
receiver  being  connected  through  the  test-cell  to  earth. 
It  will  be  seen  that  in  the  "  through  "  position  both  the 
outer  and  inner  springs  of  the  table-key  are  connected 
to   the  outer   contacts,  so  that  the   lines  are  straight 


OPERATORS 

cal'ung""subscriber      g...^|... — Jt==JB 

» '   \„  '^ 

Fig. 208.  Operator's  Speaking  Circuit  on  distinct  **  Engaged  Test "  System. 

through,  with  the  ring-off  indicator  in  bridge.  In 
speaking  to  a  subscriber  the  operator's  instrument  is 
in  circuit,  with  an  earth-connection  in  the  centre  through 
the  test-cell,  as  shown  in  fig.  208. 

(^.)   Western  Electric  ^Branching'*  System.^ 

This  system,  which  is  adapted  for  metallic  circuits, 
adopts  the  principle  of  connecting  the  indicators  in 
bridge  and  having  the  line-contacts  at  each  section 
of  the  switch  as  permanent  branches  instead  of  having 
a  break  in  the  line-circuit.  The  test  system  also  is 
entirely  distinct  from  the  lines,  and,  in  addition  to 
furnishing  the  *'  engaged  "  signal,  it  is  also  utilised  to 
automatically  restore  the  indicator.  These  special 
features  in  this,  the  latest   development   of  multiple* 

>  British  Patent  Specification  No.  4,428  (March  5, 1893). 
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switch  practice,  appear  to  possess  some  distinct  practical 
advantages. 

The  absence  of  any  spring-contact  in  the  line-circuit 

at  the  switch-springs  elimin- 
ates the  danger  of  interrupted 
or  high-resistance  lines  due 
to    dust    or    other    foreign 
substances  getting   between 
the  contacts  ;  and  the  auto* 
matic     restoration     of    the 
indicator  not  only  saves  the 
work  of  the    operator,    but 
permits     of   the    indicators 
being  placed   out  of  reach, 
and     the     space      hitherto 
occupied    by    them    to     be 
used  for  switch-springs,  thus 
materially      increasing    the 
capacity  of  a  switchboard  in 
the  same   space.     There  is 
also    the     very     important 
recommendation     that     the 
reduction    in   the  operators* 
work  enables  them  to  attend 
to     a     larger     number     of 
subscribers    than    on    other 
systems,     thus     leading    to 
economy    in     working     ex- 
penses.   The  unit  of  sections 
in  these  boards,  so  far  as  at 
present  made,  is  300  subscribers,  as  against  240,  which 
is  the  highest  number  per  section  that  three  operators 
can  properly  manage  on  the  older  system- 


Fig.  209.      About  1^  real  siziOb 
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Fig.  209  shows  in  section  the  general  arrangement  of 
the  switch,  and  fig.  210  shows  the  keyboard.  Iron 
switch-frames  are  employed  to  economise  space,  and 
the  plan  of  hingeing  the  keyboard  gives  facility  for 
attending  to  faults  in  the  peg-circuits.  It  will  be  seen 
from  fig.  210  (which  represents  one-third  of  a  section) 
that  each  section  has  45  pairs  of  pegs. 

Several  modifications  of  this  general  system  have  been 
devised,  but  the  following  description  of  the  first  plan 
put  into  practical  operation  for  exchange  work  will 
sufficiently  indicate  the  general  principles. 
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Fi£^.  2 10.    About  ^  real  size. 

Fig.  211  is  a  plan  view  and  fig.  212  a  cross-section  of 
the  switch-spring,  in  which  the  brass  socket  L^  is  one 
line-contact,  the  short  spring  L^  the  second  line-contact, 
springs  T  and  /  test-circuit  contacts,  and  T^  a  test-ring 
lining  the  front  of  the  switch-hole  as  usual.  In  this  case » 
however,  the  test-ring  is  somewhat  larger  in  diameter 
than  the  peg,  so  that  contact  may  not  take  place 
between  them.  The  test-ring  T^  is  permanently  con- 
nected with  the  spring  T. 

The  peg  used  has,  in  addition  to  the  usual  two 
cord-connections,  a  third  short-circuiting  device,  and 
presents  an  improvement  upon  previous  three  contact- 


•78   MULTIPLE  SWITCHES  FOR  METALLIC  CIRCUITS. 

pegs.  This  peg  is  shown  in  fig.  213,  in  which  l"  is  the 
tip  making  contact  with  line-spring  L, ;  l'  the  sleeve 
making  contact  with  line-socket  L^ ;  and  T  a  narrow  ring 
slipped  over  the  insulation  between  the  tip  and  the 
sleeve  of  the  plug,  which  ring  serves  to  connect  tt^ether 


I-ig.  ill.     FulUize. 

the  test-circuit  springs  T,  t,  so  completing  the  local  or 
test  circuit. 

Theindicator  consists  essentially  of  two  coils  mounted 
on  opposite  sides  of  a  supporting  plate.  The  coils  are 
described  respectively  as  operating  coils  and  restoring 
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coils.  The  "  self-restoring  "  indicator  is  shown  in  side 
elevation  by  fig.  214.  The  back  armature  A,  pivotted  at  C, 
IS  fitted  with  an  arm  D,  which  terminates  in  a  catch. 
This  armature  is  actuated  by  line-currents  passing 
through  the  back  section  O  of  the  sheathed  electro- 
magnet. This  is  so  far  the  usual  arrangement  (see 
fig-  149)-  The  catch  at  the  end  of  D  holds  up  a 
soft-iron   recessed  armature  A',  into  the  centre  of  which 

T_ 


Fig.  21?,    Full  size. 

the  front  end  of  the  core  of  R  protrudes.  This  front 
armature  is  pilrotted  at  its  lower  edge,  and  in  front  of 
it  is  a  light  aluminium  shutter  P,  which,  being  pivotted 
above,  has  a  tendency  to  hang  vertical.  When  A'  is 
detained  by  the  catch  on  D,  P  is  free  so  to  hang,  but 
if  A'   be  released  it    will   tend    to  fall,  and   will  then 
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Fi^r*  2i3j    Full  size. 

thrust  P  forward  as  shown  in  fig.  215.  If  now  a  current 
pass  in  the  restoring  coil  R,  the  shutter-armature  A'  will 
be  attracted  and  brought  again  behind  the  catch,  and 
the  shutter  P  will  be  automatically  restored.  So  long 
as  the  current  remains  on,  however,  the  position  of  a', 
and  consequently  of  P,  is  independent  of  the  catch. 
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The  operating  coil  is  bridged  permanently  across  the 
lines,  as  shown  at  o  in  fig.  216 ;  one  end  of  the  restoring 
ohI  R  is  connected  to  the  springs  T  of  its  series,  and  its 
other  end  through  a  battery  to  earth.  When  a  call  conies 
from  line  the  operating  coil  is  affected,  and  causes  the 
catch  on  D  (fig.  214)  to  release  the  shutter-armature  a', 
which  presses  out  the  indicator  p.     The  insertion  of  a  peg 
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Fig.    3H.      IfulUi'B. 

into  the  switch-spring  completes  the  circuit  of  battery  B 
through  the  restoring  coil  by  way  of  the  test-springs  T 
and  /,  which  are  joined  across  by  the  ring  t  on  the 


Tig.  >is.  jfulUize. 
peg.  By  this  means  the  shutter-armature  is  attracted 
and  again  brought  beneath  the  catch,  and  the  indicator 
P  therefore  automatically  falls  to  its  normal  posi- 
tion ;  further,  it  cannot  be  again  actuated  until  the 
peg  is  removed,  because  the  shutter-armature  is  fully 
attracted  so  long  as  the  circuit  of  the  restoring  coil  is 
complete,  and  in  this  position  it  locks  the  catch,  so  that 
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-the  armature  A  cannot  be  actuated  by  any  signal-currenta 
sent  from  the  lint  Bridged  across  the  circuit  of  each 
pair  of  cords  by  which  connections  are  made  is  a 
similar  ring-off  indicator,  and  in  the  speaking  or  table 
key  are  contacts  by  which  a  local  circuit  is  completed, 
which  serves  to  restore  the  ring-off  indicator  in  a  similar 


As  the  indicators  are  permanently  bridged  across  the 
lines,  they  are  arranged  to  give  considerable  impedance 
by  being  wound  to  a  high  resistance  and  being 
constructed  with  a  soft-iron  sheath  (p.  192J. 


Tig.  ai6.     Iin«-drcuit  Conncctiant  od  "  Bntnching  "  System. 

The  peg-circuit  connections  are  shown  in  fig.  217.  The 
receiver  and  the  secondary  coil  s  s'  of  the  operator's 
■telephone  are  double-wound,  and  the  centre  of  the 
receiver  is  connected  to  one  pole  of  an  earthed  battery, 
as  shown.  The  restoring-coil  circuit  of  the  ring-off 
indicator  is  completed  through  battery  j'  and  one  spring 
-ofthe  table-key  when  the  lever  is  turned  to  the  speaking 
position.  If  now  peg  A  be  inserted  in  the  local  switch- 
hole  of  a  calling  subscriber — say,  at  section  c — and  the 
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speaking  key  be  turned,  the  ring-ofT  indicator  will  be 
automatically  restored ;  and  the  subscriber's  instructions 
received  on  the  operator's  instrument  through  both 
coils,  which  are  in  bridge  over  the  coils  of  the  ring-oflf  and 

RINC-OFF  IHOIC^ 


Pig.  J17.     Peg.circuit  Connections  for  "  Branching  "  Syilem. 

the  subscriber's  indicators.  Further,  the  "  engaged  ** 
signal  is  put  on  the  calling  subscriber's  line  at  all 
sections.  Suppose  that  subscriber  972  (fig.  218)  is 
required.     The  tip  of  peg  A'  is  placed  against  the  test- 
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ring,  as  shown,  and  tne  passing  of  a  current  from  battery 
B  indicates  that  972  is  engaged  (at  B),  ""^Part  of  the 
current  passing  goes  through  the  restoring  coil  of  the 
ring-off  indicator  and  one  section  of  the  induction  coil 
and  the  receiver,  so  partly  neutralising  the  other  portion, 
which  goes  through  half  the  speaking-instrument  coils 
only.  If  the  required  line  is  not  engaged,  the  communi- 
cation is  completed  in  the  usual  way. 

It  may  be  observed  that  the  normal  position  of  the 
table-key    leaves  the  telephone  and  restoring  coil  dis- 
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Fig.  218.     "  Engaged  Test »'  Signal  on  "  Branching  "  System. 

connected.  When  the  ring-off  signal  is  given  and  the 
shutter  is  projected,  it  may  be  restored  by  momentarily 
turning  the  table-key ;  but  the  better  plan  is  to  leave 
it,  so  that  projecting  ring-off  indicators  show  which  pegs 
are  not  in  use.  ..  The  indicator  is  necessarily  restored  as 
soon  as  the  peg  is  brought  into  use,  because  the  telephone 
must,  of  course,  be  inserted. 

The  diagram  of  this  system  (fig.  217)  has  been  made 
to  indicate  the  most  recent  form  of  table  and  ringing 
keys. 
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CHAPTER  XVIL 

POST-OFFICE  MULTIPLE  SWITCH. 

Owing  to  the  practice  adopted  by  the  British  Postal 
authorities  when  h'censes  have  been  granted  by  the 
Postmaster-General  for  the  working  of  public  telephone 
exchanges  by  private  companies,  the  Department's 
own  exchanges  do  not  generally  tend  to  develop  as 
regards  numbers  of  subscribers  to  such  an  extent  as  to 
call  for  the  use  of  multiple  switches.  At  Newcastle-on- 
Tyne,  however,  it  became  evident  that  such  a  system 
was  really  essential  for  the  maintenance  of  the  high 
standard  of  working  efficiency  which  has  been  regarded 
as  a  sine  qud  non  by  the  Department.  Consequently,  a 
metallic-circuit  multiple  switch  was  devised  for  this  pur- 
pose, at  a  time  when  the  Post  Office  was  one  of  the  few 
administrations  that  recognised  in  practice  the  import- 
ance of  double  wires ;  and  the  problem  of  design  was 
yet  more  involved  owing  to  the  necessity  of  retaining 
the  distinctive  feature  of  the  Post  Office  Exchange 
System — namely,  the  '*  permanent  current "  (see  Chap, 
xiii.),  which  has  held  its  ground  by  reason  of  its  proved 
working  value.  Two  other  special  provisions  were  also 
successfully  secured — the  first  being  secrecy,  by  means  of 
a  formation  of  switch-spring  which  effectually  prevents 
•tapping*'  of  a  through  circuit  by  an  operator,  and  the 
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second  being  the  prevention  of  "  triple  switching,"  which 
is  more  or  less  liable  to  occur  on  all  other  systems.  The 
method  by  which  these  advantages  were  obtained  will 
be  explained  in  due  course. 

The  switches  themselves  are,  it  must  be  freely 
admitted,  not  nearly  so  compact  as  those  introduced  by 
the  American  companies,  but  an  improved  pattern  is 
being  devised  in  which  the  compactness  of  the  switch 
will  receive  due  attention. 

A  full-size,  partly  sectional,  side  elevation  of  a  switch- 
block  is  shown  by  fig.  219;  and  figs.  220  and  221 
represent  respectively  a  side  elevation  of  the  "  detector  ** 


Pig.  219.    Full  size. 


peg,  and  a  plan  of  the  operator's  peg.  The  ordinary  peg 
is  similar  to  fig.  220,  but  has  no  insulated  sections  s. 

The  two  plates  L^,  La,  which  form  the  body  of  the  spring- 
block,  and  to  which  the  line-wires  are  connected,  are  re- 
spectively grooved  for  the  reception  of  light  double  springs 
/j^,  /g.  Above  and  below  these  two  plates  are  the 
springs  S,  S',  to  the  lower  one  of  which  is  ri vetted  a  pin, 
which  passes  clear  through  a  hole  in  the  main  plates,  so 
that  its  end  normally  rests  against  the  upper  spring. 

The  switch-blocks  are  (fixed  by  means  of  two  screws 
from  the  front)  behind  circular  holes  in  ebonite  tablets  H« 


286 


POST-OFFICE  MULTIPLE  SWITCH. 


the  holes  being  extended  vertically  at  the  back  of  the 
tablets,  as  shown  in  the  figure. 

The  ordinary  pegs  are  simply  connected  in  pairs  by  a 
two-wire  flexible  cord.  When  inserted  into  a  switch-hole, 
the  two  sides  secure  a  connection  to  each  line  through 
the  cord,  and  also  connect  respectively  L^  and  S  and 
La  and  S',  while  the  springs  are  disconnected  from  each 
other  by  the  insertion  of  the  peg. 


Fig.  220.    Full  size. 

On  the  other  hand,  the  insertion  of  a  "detector"  peg 
(fig.  220),  while  it  gives  a  connection  to  the  lines,  does  not 
alter  the  connection  between  S  and  S',  because  a  double- 
faced  insulated  section  ss  joins  them  across  at  their  front 
ends. 


Fig.  221.     Full  size. 

As  indicated  by  fig.  221,  the  instrument  or  operator's 
peg  is  composed  of  four  sections — two  top  and  two 
bottom— which  are  joined  across  in  pairs  by  the  double 
flat  springs  recessed  in  Li  and  L^.  A  four-conductor  cord 
is  used  with  this  peg. 

The  indicators  used  for  this  system  are  really  small 
non-polarised  relays,  with  long  iron-cased  coils  wound 
to    1,000"    resistance.       In    addition     to     the    local 
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circuit  arrangement,  however,  there  is  a  conspicuous 
white  needle,  which  is  polarised  by  being  pivotted 
in  the  forked  end  of  a  permanent  magnet  This 
needle,  which  is  actuated  by  the  coils,  constitutes  the 
sole  indicator  for  normal  use  as  a  means  of  calling  and 
of  indicating  the  state  of  a  circuit  Shutters  are  entirely 
dispensed  with,  so  saving  the  clerk's  labour  and  time  in 
restoring  them  after  every  call.  Three  positions  of  the 
indicator  needle  are  utilised  for  indicating  distinctive 
signals — namely : 


Fig.  111.    Connections  of  Renter*!  Tel«pbone. 

(i)  Deflection  to  the  Ufu  which  signifies  "engaged"  ; 

(2)  Deflection  to  the  right,  which  is  the  normal 
position,  and  signifies  "  disengaged  "  ;  and 

(3)  The  needle  vertical  or  vibrating,  which  indicates 
that  the  renter  is  "  calling'' 

The  connections  of  the  telephone  by  means  of  which 
these  signals  are  automatically  sent  from  the  renter's 
office  are  given  in  fig.  222.  To  call  the  exchange  the 
renter  needs  only  to  allow  the  left-hand  switch-lever  to 
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rise  by  removing  the  receiver  (or  tube)  that  hangs  upoi^ 
it.  This  joins  the  secondary  coil  and  the  receivers  into- 
the  line  circuit,  and  disconnects  the  permanent  current 
batter}%  so  that  the  indicator  needle  at  the  exchange  is 
no  longer  deflected,  but  falls  to  the  vertical  or  "  call  ^* 
position.  The  caller  at  once  listens  on  the  receiver, 
as  the  clerk  at  the  exchange  should  immediately  reply 
by  speaking.  In  the  event  of  delay  in  replying  on  the 
part  of  the  switch-clerk,  the  renter  is  able  to  make  the 
indicator  needle  vibrate  by  manipulating  the  left-hand 
lever.  When  the  call  is  acknowledged  the  renter 
removes  the  receiver  (or  tube)  from  the  right-hand 
switch-lever.  Besides  joining  up  the  microphone  circuit 
in  the  usual  way,  the  movement  of  the  right-hand  lever 
restores  the  •permanent  current,"  but  in  a  reverse 
direction,  causing  the  indicator  needle  at  the 
exchange  to  be  deflected  to  the  left,  and  thus  giving 
the  "  engaged  "  signal.  It  may  be  noted  that  fig.  222 
shows  a  device  for  connecting  the  induction  coil  that 
has  recently  been  introduced.  The  coil-ends  are 
soldered  to  brass  collets  fixed  upon  the  bobbin  cheeks 
(which  are  square)  in  the  relative  positions  shown  ;  and 
the  coil  is  fixed  by  means  of  connection  screws  passing 
through  the  collets  into  brass  plates  on  the  base  of  the 
instrument  to  which  the  permanent  connections  are 
made.  As  the  coils  are  connected  diagonally,  the 
bobbin  canndt  be  fitted  in  a  way  to  give  wrong 
connections. 

The  line  connections  for  one  circuit  at  the  exchange 
are  shown  by  fig.  223,  which  represents  the  connections 
for  four  sections  of  the  switchboard.  It  should  be 
mentioned  that,  as  a  matter  of  convenience  in  wiring,  the 
lines  are  in  all  cases  brought  first  to  the  indicators  and 
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to  the  "home"  or  "local"  switch — that  is,  the  switch-holes 
of  the  numbers  that  are  to  be  operated  at  that  section. 
Further,  it  has  not  been  considered  necessary  to 
duplicate  the  home  switch-holes  in  the  multiple  panels. 
The  diagram  (fig.  223)  shows  that  the  lines  are  con- 
tinuous throughout  the  switchboard,  so  that  the 
continuity  of  the  circuit  does  not  depend  upon  any 
moving  connections. 

It  will  be  seen  from  the  figure  that  all  the  require- 
ments of  through  switching  are  provided  for  quite 
independently  of  the  outer  springs,  while  the  direction 
of  the  permanent  current  affords  means  of  a  simple  and 
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Fig.  223.     Lioe-circuit  Connections  of  Switch. 
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eflfective  "engaged"  test.  The  use  of  the  "short- 
circuit  "  wire,  which  is  characteristic  of  this  system,  is 
primarily  to  prevent  triple  switching — that  is,  the 
connection  of  a  third  renter  on  a  circuit  which 
is  already  engaged.  The  short-circuit  wire  passes 
consecutively  from  the  upper  spring  S  (fig.  219) 
of  one  switch-block  to  the  lower  spring  S'  of  the 
corresponding  block  in  the  next  section ;  and  thus 
in  the  normal  position  forms,  by  means  of  the  pins 
on  springs  S',  a  practically  continuous  wire  in  connec- 
tion with  each  circuit.  Now  the  insertion  of  a  peg  at 
any  switch-hole  disconnects  s  and  S'  from  each  other, 
and  joins  them  respectively  to  i^  and  L9,  and  the  effect 
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of  this  change  when  pegs  are  inserted  in  the  same  series 
of  holes  at  two  different  sections  will  be  seen  from 
iig.  224  y  the  permanent  current  has  a  short-circuit 
between  the  two  line-wires,  so  that  the  indicator  needle 
goes  to  vertical,  at  once  showing  the  operator  who  con- 
nected on  the  third  renter  that  an  error  has  been  made. 
The  short-circuit  applies,  of  course,  to  all  three  lines 
concerned.  Thus,  suppose  that  124  has  been  put 
through  to  3 57  at  section  B,  and  that  246  at  section  C 
asks  almost  simultaneously  for  124;  if  the  clerk  at 
section  c  makes  the  connection  the  result  is  that  the 
indicators  of  all  three  circuits  indicate  "  call "  (needle  , 
vertical),  as  shown  in  fig.  225,  and  the  mistake  will 
probably  be  noticed  and  rectified   by  the  clerk  at  C 
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Fig^.  224.    Pegs  inserted  at  same  Number  at  two  Sections  of  the  Switch. 

almost  without  the  renters  124  and  357  knowing  that 
the  circuit  has  been  interrupted. 

A  further  advantage  of  the  short-circuit  springs  is 
that,  as  arranged,  they  prevent  tapping  of  the  line-wires 
by  the  operators,  and  so  tend  to  secure  the  privacy  of 
communication,  assurance  of  which  is  frequently  of  great 
importance  to  the  users  of  an  exchange.  This  is  the 
object  of  making  the  short-circuit  springs  to  project 
beyond  the  line-connection  blocks. 

The  instrument  peg  (fig.  221)  is  made  in  four  sections, 
and  used  with  a  four-conductor  cord,  in  order  to  give 
the  microphone  battery  the  maximum  amount  of  rest 
and  to  provide  also  a  simple  means  of  calling  by  the 
exchange  clerk.     The    connections    of  the    operator's 
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set,  which  includes  a  micro-telephone  instrument  (see 
fig.  17s),  are  given  by  fig.  226,  The  microphone  circuit 
is  completed  by  the  joining  across  of  the  two  lowet 
sections  of  the  instrument  peg  when  the  peg  is  inserted 
into  a  switch-hole.  Thus  the  speaking  battery  is  joined* 
up  only  when  the  instrument  peg  is  in  actual  use. 
When  the  button  is  depressed  the  circuit  of  the 
calling  [battery  from  the  negative  pole  is  completed 
by  way  of  the  coils  of  the  relay  and  the  two 
upper  sections  of  the  peg.  The  relay  tongue  is 
thereby  moved  over,  which  not  only  secures  that  the 
battery-circuit  through  the  relay  shall  be  maintained, 


Fig.  225.    Short-circuit  Effect  of  Triple  Switching. 

but  also  closes  a  circuit  from. the  positive  pole  of  the 
battery  by  way  of  the  right-hand  upper  section  of  the 
peg  to  line,  thence  through  the  right-hand  lower  section 
of  the  peg  and  the  secondary  and  receiver  coils  (in 
multiple)  back  to  the  negative  pole  by  way  of  the  relay 
local-circuit.  The  object  of  this  arrangement  is  to 
prevent  the  operator  from  calling  by  "makes  and 
breaks,"  which  would  be  a  source  of  annoyance  to  a 
called  renter  on  his  listening  in  response  to  a  call:  This 
current  remains  to  line  so  long  as  the  instrument  peg  is 
in,  but  the  removal  of  the  peg  permits  the  relay  tongue 
to  return  to  its  back-stop. 
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The  "  detector  peg  "  (fig.  220)  is  used  for  testing  any 
required  circuit  in  the  multiple  section.  The  "detector** 
is  merely  a  polarised  indicator  relay  wound  to  i,oocr  of 
precisely  the  same  form  as  is  used  for  the  circuits.  The 
insulated  short-circuit  stud  s  in  the  peg  enables  the 
detector  to  be  brought  into  any  circuit  in  bridge  without 
breaking  down  the  line :  if  the  needle  be  deflected  to 
the  right,  the  line  is  disengaged,  and  may  be  switched 
through  ;  if  it  be  deflected  to  the  left,  the  line  is  engaged, 
and  the  detector  may  be  left  in  circuit,  so  that  the 
operator  may  know,  by  the  reversal  of  the  deflection  of 
the  needle,  when  the  line  is  free. 
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Fig.  226.     Connections  of  Switch  Clerk's  Speaking  Set. 

It  IS  in  contemplation  to  combine  the  detector  and 
instrument  pegs  (figs.  220  and  221),  so  as  to  simplify  the 
switching  and  reduce  the  number  of  operations. 

Where  there  is  an  intermediate  oflice  upon  a  circuit 
an  exchange  intermediate  switch  is  fitted,  and  the  con- 
nections for  the  terminal  and  intermediate  oflices  are  as 
shown  by  fig.  227. 

The  normal  position  of  the  switch  is  to  EXCHANGE ; 
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in  which  position  a  permanent  current' is  sent  to  the  ex- 
change from  the  terminal  office.  Either  office  can  call 
the  exchange  by  lifting  the  left-hand  tube  (or  receiver), 
which  has  the  effect  of  disconnecting  the  permanent 
current.  If  the  terminal  office  calls,  indication  of  the  fact 
is  given  at  the  intermediate  station  by  the  reverse 
deflection  of  the  polarised  indicator-needle  when  the 
second  switch-lever  rises  and  the  conversation  begins ; 
while  if  it  is  the  intermediate  office  that  is  in  communi- 
cation with  the  exchange,  the  disconnection  of  both 
down  wires  shows  the  fact  on  the  indicator-relay  at  the 
terminal  office. 

To  call  the  intermediate  from  the  down  office  the 
press-button  is  depressed,  so  augmenting 
^221^       the  permanent  current  and  actuating  the 
polarised  relay ;  while  the  same  office  is 
called  by  the  exchange  by  reversing  the 
speaking-instrument  peg,  so  that  a  reverse 
current  is  sent  to  line,  which  also  actuates 
the  polarised  relay. 
A  call  signal  can  be  sent   from  the  intermediate  to 
the   down   office  only  when  the    switch  at  the  inter- 
mediate office  is  turned  to  DOWN.    The  result  of  this 
change  is  to   put  an   independent  "  engaged "  current 
on   the  exchange  section   of  the  line,  and    to  leave 
the  down  and  intermediate  stations   free  to  converse. 
Fig.  228  shows  the  switch  connections  for  this  position. 
The  working  of  trunk  lines  is  precisely  similar  in 
principle  to  that  of  ordinary  renters'  circuits,  but  the 
arrangements  are  slightly  more  complex,  and  the  switch- 
block  is  modified  to  the  extent  that  the  end  of  the 
upper  spring  s  (fig.  219)  is  removed,  and  fixed  to  the 
line-block  Li. 
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A  separate  section  of  the  switch  is  allotted  to  the 
trunk  wires,  at  which  all  the  renters'  lines  are  multipled 
in  the  usual  way;  but  the  "  home  switch"  panel,  to  which 
the  trunk  wires  are  brought,  is  not  in  direct  connection 
with  any  other  part  of  the  exchange.  The  switch-block 
and  its  connections  for  each  trunk  line  are  shown  b}' 
fig.  229.  Besides  the  alteration  to  the  switch-block,  each 
line  is  fitted  with  an  additional  polarised  relay  with 
two  local  contacts  and  wound  to  a  resistance  of  250" 
(SCO**  +  Soo*  joined  in  multiple). 

Fig.  229  indicates  the  normal  position,  where  both 
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Fig.  229,    Connections  of  a  Trunk  Line  at  the  Exchange. 

relay  and  indicator  coils  are  in  circuit.  The  indicator- 
needle  is  deflected  to  the  right  by  a  permanent  current 
from  the  other  end  of  the  line.  When  a  peg  is  put 
in  at  the  distant  switch  in  order  to  call,  the  permanent 
current  is  automatically  reversed ;  the  relay  tongue  is 
thereby  moved  to  the  left,  with  the  result  that  (the  coils 
of  the  indicator  being  short-circuited  through  the  tongue, 
the  left  contact,  and  the  springs  s  and  L^)  the  indicator- 
needle  falls  to  the  vertical,  so  indicating  ^^  callT  In  order 
to  reply  the  operator  inserts  the  instrument-peg,  which 
breaks  the  short-circuit  of  the  indicator  coils  at  springs 
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s  and  Lg  ;  and,  acting  in  unison  with  the  current  from 
the  distant  station,  causes  the  indicators  at  each  end 
to  deflect  to  the  left — showing  "  engaged^  The  same 
conditions  exist  when  two  renters  are  switched  through 
by  the  two  exchanges  so  long  as  they  are  speaking ; 
but  when  the  receivers  are  replaced  and  the  permanent 
current  is  reversed,  all  indicator-needles  deflect  to  the 
right  {disengaged)^  and  the  operators  should  at  once 
disconnect. 

On  this  system  the  trunk  lines  are  worked  in  both 
directions  by  the  same  operators  (see  p.  337).  In-coming 
calls — that  is,  calls  emanating  from  the  further  end  of  the 
trunk  line — are  in  precisely  the  same  position  as  regards 
putting  through  as  the  calls  from  ordinary  renters,  because 
the  trunk-line  operators  have  all  the  renters*  lines 
multipled  on  their  section.  As  regards  trunk  communi- 
cations required,  an  operator  on  an  ordinary  section,  on 
getting  a  demand  for  such  a  connection,  simply  informs 
the  trunk-wire  operator  of  the  requirement  (on  a 
special  calling  wire,  one  of  which  is  allotted  to  each 
section)  specifying  the  calling  subscriber  and  the  sub- 
scriber at  the  distant  exchange  who  is  wanted.  The 
"  call  "  is  thus  transferred  to  the  trunk-line  operator,  who 
repeats  all  instructions  received,  in  order  that  a  special 
*'  record  clerk,"  sitting  at  an  adjacent  table,  may  enter 
the  particulars.  If  the  required  connection  cannot  be 
made  immediately,  owing  to  either  the  trunk  line  or  the 
line  of  the  called  subscriber  being  engaged,  it  becomes 
the  duty  of  the  record  clerk  to  draw  attention  to 
the  fact  as  soon  as  it  is  likely  that  the  required  line 
is  free. 

It  may,  perhaps,  not  be  unsuitable,  in  concluding  these 
notes  on  the  Post  Office  system,  to  make  reference  to 
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the  extensive  network  of  trunk  lines  with  which  the 
whole  kingdom  is  now  being  covered.  According  to 
the  scheme  which  is  in  process  of  being  carried  out,  the 
Central  Trunk  Exchange  of  the  United  Kingdom  will 
be  at  Leeds.  All  the  principal  places  in  the  king- 
dom will  have  direct  communication  with  Leeds  by  one 
or  more  metallic  circuits ;  and  where  the  prospect  does 
not  warrant  the  allotment  of  a  direct  line,  sub-trunks 
from  such  places  to  a  town  having  direct  communication 
will  be  provided.  By  this  means  it  is  contemplated 
ultimately  to  give  every  subscriber  to  any  telephone 
exchange  the  possible  means  of  speaking  to  another 
subscriber  connected  to  any  other  exchange  in  the 
kingdom. 
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CHAPTER  XVIII. 

MULTIPLE  SWITCH  WITH  CALL-CIRCUIT  SYSTEM. 

A  VERY  simple  multiple  switch  for  metalic  circuits 
combined  with  the  call-circuit  system  has  been  worked 
out  by  Mr.  A.  R.  Bennett,  and  has  been  adopted  in 
some  of  the  exchanges  in  his  charge. 

The  lines  are  branched-off  to  the  switch-sockets  at 
each  section,  as  in  the  Post  Office  (p.  289)  and  Western 
Electric  "  branching  "  (p.  275)  systems,  but  in  this  case, 
of  course,  indicators  are  not  used.  Mr.  Bennett's  switch 
tablet^  is  shown  in  section  by  fig.  230,  and  the  peg  used 
is  shown  by  fig.  231,  The  tablets,  as  will  be  seen,  are 
made  up  of  two  ebonite  plates,  one  fixed  above  the  other, 
and  fitted  with  brass  sockets  L]^,L2,  to  which  the  two  lines 
of  each  circuit  are  brought.  Each  tablet  provides  for 
ICO  circuits  in  a  space  5^  inches  square.  The  lower 
holes  La  (not  necessarily  the  upper  ones)  are  tapered  to 
provide  for  wear  of  the  tapered  lower  connecting  point 
Lg  of  the  peg  (fig  231).  Good  contact  of  the  sleeve,  Li> 
<Jf  the  peg  with  the  upper  socket  of  the  switch- hole  is 
insured  by  the  brass  ring  r,  which  surrounds  L^l,  and  is  in 
electrical  connection  with  it  by  means  of  a  spiral  spring 

*  British  Patent  Specification  No.  19,486  (Nov.  29,  1890). 
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and  the  brass  colUr  c.  This  brass  collar  screws  on  to 
the  body  of  the  sleeve  L^,  so  that  the  spiral  can  be  easily 
renewed  when  necessarj-  without  disturbing  . 
the  peg  connections.  The  collar  serves  abo 
to  fix  the  ebonite  cover,  beneath  which  the 
cord-connections  are  soldered  to  the  two 
contacts. 

The  construction  of  these  pegs  seems 
unusually  slight  and  fragile,  but  the  method 
of  their  use  is  probably  favourable  to  thctr 
prescrvation,  inasmuch  as  the  tablets  are  fixed 
horizontally,  as  tables,  with  the  pegs  hanging 
from  above.  This  method,  to  which  reference 
has  already  been  made  (p.  243),  is  shown 
in  fig.  232.  At  the  Manchester  Exchange, 
which  is  fitted  for  3,000  subscribers,  the  total 
length  of  switch-table  needed  is  34  ft.  8  in. 
This  is  exclusive  of  a  separate  section  for 
trunk  and  junction  lines.  The  tables  are  ^>s-  *3i- 
2  ft.  I J  in.  wide,  and  are  provided  with  the 
usual  ringing  keys,  etc.  (K,  fig.  232).  The  tablets  are 
fixed  over  troughs  T,  in  which  the  connecting  line  wires 
are  carried. 

The  operators  wear  head- 
gear receivers  and  breast 
transmitters  —  the  latter 
being  adjustable  on  a  small 
breast-plate  which  is  bung 
in  front  of  the  operator. 
Thus  the  operator  has  both 
bands  at  liberty,  and  is  at  the  same  time  comparatively 
free  to  move  about  for  switching  purposes  without 
Interfering  with  speaking  facilities. 
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the  coils  of  a  relay,  and  a  test-thimble.  The  test-thimble 
consists  of  a  tapering  ebonite  tube,  split  longitudinally 
and  fitted  with  a  brass  ring  by  means  of  which  it  can  be 
tightened  upon  the  operator's  little  finger.  The  thimble 
terminates  in  a  metal  point  to  which  a  flexible  cord-con- 
ductor is  attached.  The  local  circuit  of  the  relay  com- 
prises a  "  click  "  battery  B'^  the  operator's  receiver,  and  a 
resistance  coil  of  i,ooo*,  the  latter  being  introduced  to 
prevent  the  momentary  short-circuiting  of  the  telephone, 
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which  might  interfere  with  the  reception  of  calls.  It 
should  be  understood  that  the  test-battery  B  is  common 
to  all  the  test-circuits,  one  of  its  poles  being  joined  at  a 
between  the  electro-magnetic  coils  used  for  each  pair  of 
pegs  and  the  other  to  the  end  b  of  the  relay,  allotted 
(with  a  test-thimble)  to  each  operator. 

The  whole  operation  will  be  easily  understood  by  aid 
-of  fig.  235.  Assuming  that  subscriber  82  has  spoken  on 
the  A  operator's  call-circuit  and  been  put  through  to 
No.  197  ;  let  it  be  further  assumed  that  operator  B  is 
instructed  by  some  other  subscriber  to  put  him  through 
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to  one  or  other  of  those  subscribers.  The  point  of 
thimble  B  is  at  once  placed  against  the  front  socket  of 
the  required  subscriber's  switch-hole  at  B's  section.  Now, 
one  of  the  coils  R  is  connected  through  L^  with  the  front 
socket  of  hole  82,  and  the  other  coil  is  connected  through 
La  with  the  front  socket  of  hole  197.     The  result  then 
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Fig.  33$.     Test-circuit  for  ** Engaged"  SignaL 

of  the  point  of  B  being  brought  against  either  of  these 
sockets  is  to  complete  the  test-battery  circuit  through 
the  coils  of  the  relay  connected  with  the  test-thimble  B 
and  one  of  the  coils  R,  whereby  the  local  "  click  "  circuit 
is  closed  and  the  operator  gets  a  very  distinct  engaged 
signal.     If  subscriber  506,  whose  circuit  is  free,  were 


304  MUL  TIPLE  SWITCH  Wl TH  CALL-CIRCUIT  S  YSTEM. 

wanted,  no  signal  would  be  heard  when  the  test-thimble 
was  applied,  and  the  through  connection  would  there- 
fore be  completed.  The  subscribers,  of  course,  do  their 
own  ringing. 

The  test-circuits  will  work  equally  well  if  condensers 
be  used  in  place  of  the  electro-magnetic  resistances,  but 
in  that  case  the  test-battery  (B,  fig.  235)  must  be  re- 
placed by  a  generator  or  other 
source  of  alternating  currents. 

A  further    development  of  the 
call-circuit  system  as    applied  to 
multiple    switches   has    been   de- 
Fig.  236.    Double-wound   vised,  but  the  proposed  plans  can- 
Secondary  Coil.  jjQ^  ^^  present  be  made  public. 

It  may  be  remarked  that  in  order  to  secure  actual 
symmetry  in  the  circuit  arrangement  when  subscribers 
are  connected  Mr.  Bennelt  has  the  secondary  section  of 
all  induction  coils  wound  in  two  parts,  and  the  receiver 
coils  are  interposed  between,  as  shown  by  fig.  236. 
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CHAPTER  XIX. 

WIRING  OF  SWITCHBOARDS. 

One  of  the  greatest  of  the  difficulties  which  had  to 
be  surmounted  in  connection  with  the  introduction  of 
multiple  switchboards  had  regard  to  the  method 
of  securing  a  convenient  arrangement  of  the  immense 
number  of  wires  which  have  to  be  properly  connected 
within  so  small  a  space  as  can  be  obtained  behind  the 
switch.  The  difficulty  will  be  at  once  apparent  when 
it  is  considered  that  over  a  surface  of  several  square 
feet  from  twelve  to  sixteen  secure  and  independent 
connections  per  square  inch  must  be  made,  that  the 
wires  so  connected  must  be  arranged  behind  the  board 
in  such  a  way  as  will  not  make  either  the  switch- 
strips  or  the  indicators  inaccessible,  and  that  disturbance 
or  "  speaking  induction "  between  this  mass  of  wires 
must  be  carefully  provided  against. 

The  method  now  adopted  is  to  form  cables  o^ 
elliptical  shape  with  25  mils  cotton-covered 
copper  wire,  each  cable  containing  40  wires  twisted 
up  in  pairs  with  different-coloured  (or  variegated) 
coverings.  By  this  means,  so  long  as  the  various 
colours  or  combinations  are  sufficiently  distinct,  the 
morkmea   adopt    a  certain   order   in   joining   up,  and 
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any  particular  connection  can  easily  be  traced.  The 
complete  cable  suffices  for  one  switch-strip;  and  the 
twisted  pairs  for  a  single-wire  system  are  used,  one  for 
the  line  and  the  other  for  the  test  wire.  One  reason 
for  this  is  that,  in  the  event  of  a  single-wire  system 
being  converted  to  one  with  metallic  circuits, 
the  test-wires  of  the  switchboards  could  be  used 
as  the  return  line  (p.  268) ;  and,  in  such  a  case,  the  two 
wires  must  be  twisted  so  as  to  be  in  the  best 
condition  for  preventing  inductive  disturbance.  Used, 
however,  in  conjunction  with  a  single-wire  circuit 
system,  such   an   arrangement  of  the  wires  tends  to 
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Fig-  237.    Showing  Pairs  of  Wires  behind  Switchboard. 

minimise  the  induction  by  keeping  the  wires  farther 
apart.  The  cables  are  also  sheathed  in  lead,  which  is 
connected  to  earth. 

The  cables  are  run  in  a  direct  straight  line  from  one 
set  of  springs  to  the  corresponding  set  on  the  next 
section,  and  this  is  done  without  interfering  with  the 
practicability  of  getting  at  the  strips  themselves ;  which 
it  is  necessary  to  do  from  time  to  time  in  order  to  clear 
faults. 

Fig.  196  does  not  quite  correctly  indicate  the  actual  con- 
nections of  the  line  and  test  wires  ;  they  are  more  clearly 
shown  in  fig.  237,  from  which  it  will  be  seen  that  there  are 
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practically  separate  lengths  of  cable  between  consecutive 
sets  of  springs — one  between  every  strip  on  section  C  and 
the  corresponding  strip  on  D,  which  is  continued  by 
another  length  to  E,  then  another  length  goes  from 
the  multiple  strip  of  E  to  the  corresponding  local  strip 
(when  the  numbers  belong  to  that  section),  then  another 
from  the  "  local "  at  E  to  the  multiple  again  at  F,  and 
so  on. 

The  actual  work  of  connecting-up  is  done  on  a  long 
bench,  which  should,  if  possible,  be  the  full  length  of 
the  switchboards  to  be  connected  ;  but  if  this  cannot  be 
managed,  the  work  may  be  done  in  sections  on  a  shorter 
one.  Blocks  (a,  fig.  238)  are  screwed  to  this  bench 
at  exactly  the  width  apart  of  corresponding  strips  of 
the  switchboard.  A  switch-strip  is  then  screwed  to 
each  of  these  blocks,  each  strip  bearing  the  same 
numl>ers.  Behind  the  strips,  at  a  varying  distance 
(the  shortest  being  l^  inch)  is  fixed  a  regulating 
block  B,  on  the  top  of  which  are  cut  slots  which 
correspond  with  the  spaces  between  the  switch-holes, 
and  midway  between  the  slots  (and  so  corresponding 
with  the  centres  of  the  switch-holes)  are  twenty  pegs 
projecting  from  the  back  edge  of  the  block.  At  each 
end  of  these  regulating  blocks  are  screwed  clamps,  C, 
fpr  holding  the  cable. 

The  cable  is  cut  into  lengths  sufficient  to  reach  from 
the  extreme  left-hand  spring  of  one  strip  round  the  end 
peg  of  the  regulating  block  to  the  next  block  on  the 
right-hand  side,  and  round  its  extreme  right-hand  peg 
to  the  last  spring  on  the  strip,  allowing  about  half  an 
inch  extra  for  soldering.  When  this  is  done  ail  along* 
opposite  each  strip  are  the  ends  of  two  cables — one 
running  to  the  right  and  the  other  to  the  left.     The 
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lead  and  other  outer  covering  is  next  stripped  from  each 
end  of  the  cables,  until  the  unstripped  portions  reach  to 
the  clamping  blocks,  in  which  the  cables  are  then 
fastened,  so  as  to  lie  straight  between  each  section. 

Standing  in  front  of  one  of  the  blocks,  the 
workman  takes  a  pair  of  the  wires  from  the  cable 
on  his  left-hand  side,  bends  them  round  the  extreme 
right-hand  peg,  untwists  the  covering  from  the  ends 
until  the  covered  portion  just  reaches  to  the  right-hand 
spring  of  the  strip,  and  then  threads  one  wire  through 
the  hole  in  the  test- wire  connection-strip  (t,  fig.  192), 
and  the  other  through  that  in  the  line-spring  L.  This 
is  repeated  until  the  whole  of  the  line-springs  and  test- 
strips  have  each  a  wire  attached.  The  end  of  the 
right-hand  cable  is  now  taken,  the  wires  bent  round 
the  pegs  in  a  similar  manner,  and  connected  one  of  each 
pair  to  that  test-wire  strip  which  already  has  on  it  a  wire 
of  the  same  colour,  and  the  other  to  the  corresponding 
contact-stud  strip  /  (fig.  192).  It  will  be  seen  that 
each  of  the  test-strips  thus  has  two  wires  attached, 
one  from  the  left  and  the  other  from  the  right  hand 
cable.  The  wires  are  next  all  soldered  to  the  strips 
and  springs,  the  loose  ends  cut  off,  and  the  wires  at  the 
back  of  the  regulating  blocks  bound  together  by  tape 
or  covered  wire  (which  can  be  threaded  through  the 
slots  in  the  block),  so  as  to  form  as  it  were  a  continuous 
cable  with  wires  projecting  therefrom  to  the  spring- 
strips.  The  same  process  is  repeated  at  each  of  the 
blocks  along  the  bench,  except  that  it  is  advisable 
to  test  half  the  connections  as  they  are  made,  so  as  to 
ensure  that  corresponding  springs  shall  be  connected 
to  each  other  throughout  the  length. 

When  all  are  so  connected  and  finished-oflf,  the  strips 
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are  unfastened  from  the  blocks  on  the  bench,  the  cable 
lifted  off  the  regulating  pegs,  carried  behind  the  switch- 
board,  and  each  of  the  strips  screwed  in  its  proper 
position  on  the  board. 

The  connections  of  the  rest  of  the  cables  vary  only 
from  that  described  in  the  distance  allowed  between 
tiie  strips  and  the  regulating  blocks  when  fitting 
up  on  the  bench.  The  connecting  wires  for  each  panel 
of  a  section  are  of  the  same  length,  so  that  in  the  ordinary 
arrangement  of  a  multiple  switch  (with  six  panels  at 
each  section)  there  are  six  different  lengths.      On  the 


Fig.  »39- 
Manchester  board,  for  instance,  the  shortest  length  is 
li  inch.  The  cables  with  this  length  of  connecting 
wire  are  for  the  strips  fitted  in  the  first  panel  of  each 
of  the  sections,  those  for  the  second  panel  have  a  length 
of2inches;  those  for  the  third,  2  J  inches;  for  the  fourth, 
3^  inches;  for  the  fifth,  4}  inches;  and  for  the  sixth, 
5  inches,  thus  lengthening  by  \  inch  for  each  panel  to 
the  right. 

By  adopting  this  plan  the  cables  when  in  position  lie 
in  horizontal  layers,  as  shown  in  the  section,  fig.  239, 
which  also  shows  the  arrangement  connected   to    the 
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boards  for  supporting  the  cables  and  keeping  them  in 
position.  Between  the  panels  are  fixed  dividing  boards 
A,  screwed  to  the  edges  of  which  are  steel  bars  6,  drilled 
and  tapped  for  the  steel  pins  c,  which  are  threaded  at 
each  end  and  fixed  at  a  distance  apart  equal  to  the 
thickness  of  the  switch-strips.  Upon  the  lowest  of  these 
pins  six  cables  are  arranged,  one  behind  the  other^  the 
first  being  connected  to  the  lowest  strip  in  the  first  panel 
of  each  section,  the  second  to  the  lowest  strip  in  the 
second  panel  throughout,  and  so  on.  The  second  row 
of  pins  is  then  screwed  into  position  and  the  second 
layer  of  cables  placed,  more  pins  being  put  in  as 
layers  of  cable  are  added  above.  In  this  manner  a 
very  neat  and  compact  mass  of  cable  is  obtained, 
out  of  the  way  of  any  other    part  of  the  boards. 

In  order  to  reach  any  of  the  strips  on  which  a  fault 
has  developed,  a  few  of  the  steel  pins  are  unscrewed 
above  and  below  its  position  to  right  and  left,  when  an 
opening  can  be  made  between  the  proper  layers  large 
enough  to  unscrew  and  withdraw  the  strip.  Having 
cleared  the  fault,  the  strip  is  re-inserted,  fastened,  the 
pins  refixed  between  the  layers,  and  all  is  straight 
again. 

An  even  more  effective  contrivance  for  cable  racks, 
the  design  of  which  is  due  to  the  ingenuity  of  the 
London  engineers  of  the  National  Company,  is  shown  in 
fig.  240.  In  this  case  the  strip  B  is  of  angle-iron,  with  its 
projecting  arm  drilled  and  tapped  transversely  at 
distances  equal  to  the  thickness  of  the  switch-strips. 
Into  these  holes  pass  shouldered  screws,  which  act  as 
pivots  for  the  arms  C,  twisted  near  their  axis  so  that 
their  flat  surface  is  uppermost,  and"  fitted  with  two 
spacing-pins.      On  these  arms   the   cables  are   placed, 
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and  each  arm  rests  upon  the  projecting  pins  of  that 
below  it  When,  however,  it  is  desired  to  get  to  a  strip, 
all  that  is  needed  is  to  lift  two  arms  on  each  side  of  the 
particular  panel  in  the  row  immediately  above  the  strip 
required.  Special  pins,  as  at  A,  are  used  for  holding 
two  arms  the  necessary  distance  apart. 

In  fig.  196  the  connections  of  the  *' local"  springs 
are  shown  as  being  made  in  their  proper  position 
consecutively  with  the  general  ^springs  of  the  same 
numbers  upon  their  own  section.      This  plan  is   not 
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invariably  adopted,  on  account  of  the  inconvenience  o! 
taking  the  cables  out  of  the  direct  line  for  such  strips. 
The  alternative  plan  is  to  run  the  cable  direct  to  its 
proper  strip  in  the  **  multiple "  portion  only  of  each 
section,  and  then  to  take  it  back  through  the  "  local " 
springs  to  the  subscribers'  indicators.  The  objection 
raised  to  this  plan  is  that,  inasmuch  as  only  that 
portion  of  wire  in  the  exchange  is  cut  out  of  circuit 
that  is  beyond  the  switch-hole  used,  the  whole  length 
of  cable  is  invariably  in  circuit  when  the  local  spring? 
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are  used,  and  these  should  generally  be  used  at  their 
own  sections.  By  joining  them  up  consecutively  with 
the  multiple  springs  this  extra  length  of  cable — at  least 
twice  the  total  length  of  the  board  for  section  A — is 
invariably  cut  out.  On  the  other  hand,  it  is  objected 
that  the  plan  of  taking  the  **  locals "  in  consecutively 
takes  the  cables  out  of  line  and  necessitates  a  special 
cable,  whereas  if  difficulty  in  any  particular  cases  should 
arise  from  the  extra  length  of  cable,  it  can  be  readily 
eliminated  by  the  use  of  the  "  multiple  "  switch-holes  in 
lieu  of  the  "local."  As  a  matter  of  fact,  operators 
frequently  in  practice  do  use  the  *' multiple"  holes  in 
preference  to  the  "local."  However,  where,  as  at 
Manchester,  the  consecutive  connection  plan  is  adopted, 
it  is  effected  by  the  use  of  a  very  thin  cable,  in  which  the 
wires  are  silk-covered  instead  of  cotton  and  rubber 
covered  for  the  two  lengths  of  cable  which  go  to  the 
"  local  *'  strips.  There  is,  however,  a  further  practical 
objection  to  the  consecutive  connection,  and  that  is  that 
the  '*  local "  springs  cannot  be  redistributed,  as  is  some- 
times desirable  (see  p.  325), 
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CHAPTER      XX. 

TEST-BOARDS,     ETC. 

The  leading-irl  and  orderly  arrangement  of  the  line- 
wires  between  the  outside  line  and  the  switchboard  is  a 
matter  of  great  importance.  With  a  large  number  of 
wires  brought  in  to  one  point  some  simple  method  of 
identification  and  tracing  for  testing  purposes  would  be 
essential  in  any  case,  but  when  the  ultimate  connection 
of  each  wire  is  liable  to  be  varied  at  any  time,  as  it  is  in 
the  case  of  telephone  subscribers'  lines,  the  need  is 
distinctly  accentuated. 

One  of  the  earliest  methods  adopted,  and  still  used 
because  of  its  simplicity  and  economy,  is  shown  diagram- 
matically  by  fig.  241. 

The  cables  from  the  outside  are  led  into  the  building 
and  to  the  test-rooms  (which  should  be  situated  as  near 
to  the  switch-room  as  possible),  and  connected  to  the 
terminals  of  the  test-board  in  regular  rotation  as 
regards  the  numbers  that  the  wires  bear  on  the  poles  or 
in  the  cables.  A  very  efficient  way  of  leading-in  and  of 
keeping  the  cables  separate  is  by  arranging  a  series  of 
iron  grids,  both  vertically  and  horizontally,  across  the 
general  direction  of  the  cables.     The  cables  can  then  be 


TES^T  AND  DISTRIBUTING  BOARDS. 


31S 


iNQOMiNO  Cables 

1 


threaded  through  such  of  the  reticulations  in  these  grids  as 
will  bring  them  to  their  required  position  with  regard  to 
the  test-board.  The  test-board  itself,  with  the  distribut- 
ing board,  is  practically  a  partition  placed  sufficiently- 
clear  of  walls  on  either  side  to  leave  proper  space 
for  working.  Double  terminals 
are  fitted  on  both  sections — the 
test-board  and  the  cross-con- 
necting or  distributing  board. 

The  incoming  cables  and  the 
cables  which  go  to  the  switch- 
board are  connected  on  one 
side  to  the  terminals  of  the 
test  and  distributing  boards 
respectively,  and  the  necessary 
cross-connections  between  are 
made  on  the  other  side  of  the 
partition.  It  will  be  clear  that 
the  cables  to  the  switchboard 
must  be  taken  in  regular 
rotation,  and  it  is  obviously 
convenient,  where  possible  to 
have  the  distributing-board  so 
arranged  that  one  row  of 
terminals  shall  serve  for  the 
connection  of  a  complete  cable. 
This  is  indicated  in  the  figure.  *^* 

A  cross-connection  is  taken  from  the  test-board  terminal 
through  a  gap  in  the  side  of  the  cross-connection  trough 
(sufficient  for  the  whole  number  of  wires  from  each 
row)  and  along  the  trough  until  it  is  opposite  its  proper 
number  on  the  distributing-board,  then  through  a  gap 
in  the  other  side  of  the  trough,  and  to  its  proper  terminal. 


201-220  221-240  241-260 
Cables  TO  Switchboard 
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In  this  way,  for  instance  the  line  of  a  subscriber,  No. 
225,  whose  outside  wire  is  numbered  24  in  cable  19,  is 
brought  into  its  proper  numerical  position  for  connection 
to  the  switchboard  cable  221-240.  The  arrangement 
and  spacing  of  the  terminals  is  a  matter  of  individual 
practice,  depending  upon  the  number  of  lines  to  be 
accommodated,  the  possible  form  of  the  test-board,  etc. 

This  arrangement,  however,  although  very  simple,  is 
not  by  any  means  the  most  convenient  that  could  be 
desired.  When  a  test  has  to  be  made,  it  is  necessary  to 
take  off  a  wire  and  clamp  the  testing-instrument  wire  in 
its  place,  and  this  practice  is  very  apt  to  lead  to  dis- 
connection faults,  either  from  breaking  of  wires  or  from 
loose  terminals. 

The  telephone  engineer  generally  in  these  days  likes 
to  make  sure  of  all  connections,  as  far  as  possible,  by 
soldering,  or  at  least  by  screwed  connections  that  do 
not  need  to  be  disturbed  in  any  ordinary  circumstances. 

The  space  required  is  also  an  element  against  this 
plan ;  compactness  being  generally  of  very  great 
moment  in  fitting  up  a  large  exchange. 

With  a  view  to  the  removal  of  these  drawbacks 
various  other  systems  of  test-boards  have  been  devised. 
One  plan,  largely  used  in  the  United  States,  and 
adopted  at  Manchester  and  many  large  Continental 
exchanges,  is  described  below. 

The  test-board  is  divided  into  panels,  each  of 
which  is  again  subdivided  into  ten  strips,  part  of  one  of 
which  is  shown  in  figures  242,  243,  244,  and  245,  which 
are  respectively  front,  back,  side,  and  end  elevations. 
Each  of  these  stiips  is  complete  in  itself,  with  lightning- 
protectors,  testing  springs,  and  cross-connection  trough ; 
and  when  they  are  fixed  side  by  side  other  troughs  are 
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formed  on  each  side,  as  indicated  in  fig.  245,  Referring 
to  the  figures,  A  is  a  piece  of  ebonite  26  in.  long  by  3  in. 
wide  and  \  in.  thick,  to  one  face  of  which  are  fastened 
two  other  blocks  of  ebonite  of  the  same  length  and  l^ 
in.  wide  by  |  in.  thick  ;  these  together  form  the  channel 
or  trough  T,  through  which  the  wires  are  led.  On  the 
other  face  of  the  block  A  is  screwed  a  wide  brass  bar 
(E,  fig.  243)  on  each  side  of  which,  at  a  distance  of  Ij  in. 
apart,  are  fixed  brass  plates  L,  one  edge  of  which  is 
serrated  and  adjusted  very  near  to,  but  not  touching, 
the  centre  strip,  which  is  connected  to  earth.     One  of 
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the  screws  which  fix  the  serrated  plate  passes  through 
from  the  front,  where  its  head  clamps  the  end  of  a  bent 
brass  spring  c.  The  other  extremity  of  this  spring 
bears  against  a  brass  plate,  D,  provided  with  screw  and 
washers,  and  fixed  on  the  edge  of  the  projecting  block  B. 
Part  of  the  distributing-board  is  shown  in  figs.  246 
and  247.  It  is  simply  a  scries  of  small  brass  plates,  with 
screws  and  washers,  fitted  on  an  ebonite  plate  \  to  which 
the  wires  of  the  cables  from  the  switchboards  are 
brought  and  soldered  in  regular  numerical  order.  The 
screws  and  washers  are  used  to  clamp  the  ends  of  the 
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cross-connecting  wires  which  complete  the  connection 
between  the  cables  on  this  board  and  the  wires  on  the 
test- board. 

The  manner  of  joining  up  the  wires  on  these  two 
boards,  in  order  to  keep  all  regular  and  tidy,  will  be 
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readily  understood  from  the  diagrams  and  the  previous 
description. 

All  wires  from  the  outside  are  brought  through  the 
main  trough,  and  to  any  convenient  trough  T  (fig.  245). 
Each  wire  is  then  threuled  through  one  of  the  holes 
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shown  in  B,  beside  the  plates  D,  and  fixed  between  the 
spring  and  washer  of  the  corresponding  lightning-pro- 
tector screw,  which  is  thereupon  screwed  up  when  the  plate 
L  has  been  properly  adjusted  as  regards  the  earth-strip  £. 

These  wires  are  joined  to  consecutive  terminals,  the 
first  that  are  vacant,  without  regard  to  the  numbers  of 
the  subscribers  they  are  connected  to. 

The  cross-connecting  wires  are  now  attached  to  the 
screws  D  on  the  front  of  the  board,  and  run  up  the  small 
troughs,  at  the  end  of  each  of  which  is  a  vertical  row  of 
holes.  Through  which  of  these  holes  the  wire  shall  pass 
depends  upon  the  number  of  the  subscriber  to  which 
that  particular  line  is  connected.  For  instance,  the 
cross-connecting  wires  for  all  subscribers  between  i  and 
300  may  pass  through  one  of  the  first  holes  from  the 
bottom ;  those  for  numbers  between  300  and  6co 
through  one  of  the  second  holes  from  the  bottom,  and 
so  on,  rising  one  hole  higher  for  every  three  hundred  in 
the  number  of  the  subscriber. 

The  wires,  after  passing  through  the  holes,  are  carried 
horizontally  behind  the  test-board,  and  round  to  the 
top  of  the  front  face  of  the  cross-connecting  board,  then 
down  through  one  of  the  holes  at  the  top  of  the  latter 
board,  which  is  over  the  proper  vertical  row  of  terminals, 
and  so  down  the  back  of  this  board  through  a  hole  in 
the  ebonite  to  the  terminal  which  bears  the  subscriber's 
number.  The  wires  are  guided  along  their  course  and 
kept  in  position  by  brass  pegs  covered  with  ebonite 
tubes,  as  shown  in  fig.  247. 

To  illustrate  the  whole  system,  let  it  be  supposed 
that  the  wires  from  a  certain  district  are  brought  to  the 
central  office  in  a  cable  of,  say,  twenty  wires.  These 
will  first  be  taken  through  the  trough  on  to  the  test- 
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board  and  attached  to  the  first  twenty  spare  terr.iinals, 
although  the  numbers  of  the  subscribers  to  which  their 
run  may  be  very  far  from  being  consecutive.  Separate 
cross-connecting  wires  are  then  run  to  the  terminals 
which  bear  the  subscribers'  exchange  numbers  on  the 
distributing-board.  All  this  can  be  easily  done  with- 
out disturbing  any  of  the  wires  already  connected.  Or 
perhaps  a  subscriber,  No.  158,  changes  his  address  to  such 
a  distance  that  a  new  wire  is  required  to  be  run :  the 
leading-in  wire  for  this  is  run  on  to  the  test-board  and 
attached  to  the  first  spare  terminal,  the  old  cross-connect- 
ing wire  is  detached  at  both  ends  and  pulled  out,  and  a 
new  one  run  between  No.  158  on  the  distributing-board 
and  the  new  position  on  the  test-board.  The  old  lead 
is  left  on  its  terminal  on  the  test-board  and  again 
brought  into  service  when  the  old  line  is  utilised  for 
another  subscriber.  Thus  any  change  made  in  the 
outside  wires  is  corrected  by  running  new  connections 
between  the  two  boards. 

It  is  necessary  to  keep  a  record  of  the  positions  of 
the  wires  on  the  test-board,  in  order  to  be  able  to 
find  any  subscriber's  wire  thereon  without  trouble. 
This  is  effected  by  keeping  a  book  in  which  two 
separate  lists  are  posted.  The  first  is  the  subscri- 
bers' list,  opposite  each  name  in  which  is  entered  in 
an  adjoining  column  the  number  on  the  test  board  to 
which  the  corresponding  wire  is  attached.  The  second 
is  a  list  of  the  test-board  numbers,  having  in  an  ad- 
joining column  the  subscribers'  numbers  whose  Wires 
are  attached.  There  is  also  an  additional  column  for 
the  record  of  any  changes  that  are  made. 

The  utility  of  the  springs  C  is  in  regard  to  the  facility 
which  they  offer  for  the  testing  of  the  lines,  etc     The 
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testing  instruments  arc  connected  by  flexible  cords  to 
pegs,  which  are  simply  pieces  of  ebonite  faced  with  brass 
and  fitted  with  a  connection  screw.  By  inserting  a  p^ 
between  C  and  D  (fig,  245)50  that  the  brass  face  comes 
in  contact  with  the  spring,  the  testing  instrument  is  at 
once  connected  to  the  subscriber's  line  which  is  joined 
to  that  spring,  and  any  necessary  test  can  be  made.  By 
reversing  the  peg  the  testing  set  is  similarly  connected 
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to  the  internal  portion  of  the  same  circuit— the  dis- 
tributing-board, switchboard,  eta 

By  using  a  peg  with  brass  faces  on  both  sides  and  a 
two-wire  flexible  cord,  a  telephone  or  other  instrument 
may  be  inserte.1  directly  in  circuit  with  any  line  without 
interfering  with  its  working. 

A  very  neat  and  compact  form  of  board,  designed  for 
use  in  connection  with  the  London   trunk-wire  sj-stem 
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has  been  devised  by  the  engineering  officers  of  the 
National  Telephone  Company,  and  a  description  of  this 
will  serve  to  illustrate  a  metallic-circuit  system.  Part 
of  a  test-board  strip  is  shown  in  plan  and  section  by 
figs.  248  and  249.  Each  strip  consists  of  a  base-plate 
of  sheet-iron,  B,  upon  each  edge  of  which  is  fixed  a  strip 
of  ebonite.  Upon  the  ebonite  piece  c  are  fitted  twenty 
pairs  of  springs  Lx,  1.^  which  normally  rest  upon  points 
projecting  from  the  brass  plates  h  U  fitted  upon  the 
channelled  ebonite  strip  s.  The  springs  Li,  L,  are  for 
the  connections  to  the  outside  lines,  and  the  contacts /i,  /, 
serve  for  the  connection  of  the  wires  from  the  switch- 
board cables.  Each  strip  serves  for  the  lines  connected 
with  a  multiple  switch-strip  by  one  cable,  which  is  brought 
up  the  channel  A. 

Here  it  may  be  remarked  that  the  plan  adopted  in 
this  case  is  to  make  the  cross-connection  between 
the  line-wires  and  the  test-board,  instead  of  between 
the  test-board  and  the  switchboard.  There  is  at  least 
one  advantage  in  this  plan,  and  that  is  that  the 
numbers  on  the  test-board  are  then  the  subscribers* 
numbers  in  regular  rotation — instead  of  being  merely 
the  outside  wire  numbers  with  little  systematic 
arrangement.  - 

The  test-strips  slide  vertically  in  racks  at  the  lower 
part  of  the  test-cabinet,  which  is  made  as  a  separate 
and  independent  structure,  so  that  it  may  be  easily 
moved  if  required.  The  whole  arrangement  of  the 
cabinet  is  shown  in  transverse  section  by  fig.  250. 
Above  the  cabinet  are  ranged  small  serrated  protectors 
in  vertical  rows  of  twenty-five  pairs,  each  pair  occupy* 
ing  a  vertical  length  of  i  inch.  Thus,  one  vertical 
row  provides   for  all  the  connections  from  a  50-wire 
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cable.  The  connections  from  the  outside  cables  are 
soldered  to  the  protector  plates.  A  second  connection 
— the  cross- con  nee  ting  wire — is 
made  to  each  plate  by  means  of 
a  detachable  tag  to  which  the  wire 
is  soldered.  This  wire  passes 
through  the  space  for  the  cross- 
connecting  wires  at  the  left-hand 
upper  part  of  the  cabinet,  and 
so  to  its  proper  spring  upon  one 
of  the  test-strips.  The  switchboard 
cables  are  taken  up  through  the 
space  on  the  right-hand  side  of  the 
cabinet,  and  so  led  to  the  switch- 
boards. The  shutters  on  each  side 
of  the  cabinet  are  made  to  slide. 
The  tipper  panel  A  is  removable ;  as 
is  also  the  lower  panel  a',  so  as  to 
provide  for  cases  where  the  switch- 
board cables  are  led  downwards. 

In  describing  the  general  arrange 
ment   of  the   local   switch-springs 
on   multiple   boards,  it   has  been 
tacitly  assumed  that  they  are  ap- 
portioned  to  the  several   sections 
/      strictly   according    to   their    con- 
^      secutive  numerical   order.      Now, 
although  the  actual  operation  of 
switching  through   a   calling  sub- 
scriber is  not  affected  either  way 
by  the  required   subscriber  being 
About  ji  "ai  »«*•        upon  the  same  "  local"  section  or 
Bot,  it  is  nevertheless  sometimes  desirable  to  depart  from 
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the  consecutive  numbering  for  the  local  springs  That 
there  is  no  practical  objection  to  such  a  departure  will  be 
at  once  evident  on  consideration  that  on  receiving  a  call 
the  operator  has  only  to  connect  to  the  corresponding 
switch -spring,  irrespective  of  the  actual  number.  The 
desirability  of  departing  from  the  regular  order  arises 
when  it  is  found  that  a  large  number  of  the  subscribers 
allotted  to  anyone  section  are  busy  correspondents  with 
the  exchange.     Such  subscribers  need  to  be  distributed 


Fig.  35c.  Connectlon»of  Testing  iDttrumentl  St  Teit-board. 
between  the  dilTerent  sections,  and  in  order  to  facilitate 
this  operation  intermediate  distribuling-boards  are  often 
used.  Instead  of  connecting  the  local  switch-springs 
consecutively  with  the  multiples  (fig.  196),  the  multiple 
springs  are  first  connected  throughout,  and  the  lines  are 
then  brought  to  the  terminals  of  the  intermediate 
board.  It  is  evident  that  from  here,"  on  the  cross-con- 
nection principle,  any  series  of  multiple  springs  can  be 
terminated  at  any  local  spring  and  indicator  upon  any 
seciion.  Thus  the  subscribers  can  be  allotted  to  any 
section  irrespective  of  their  numbers. 
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Some  other  forms  of  test-boards,  etc.,  have  been 
introduced,  but  as  their  essential  features  are  not 
materially  different  it  is  scarcely  necessary  that  they 
should  be  described. 

As  regards  the  actual  method  of  using  a  test-board 
for  testing  purposes,  it  may  almost  be  said  that  every 
telephone  engineer  has  his  own  system.    For  illustrative 
purposes,   however,  it  will  suffice  to  describe  the  plan 
adopted  by  the  National  Company  at  the  Central  Ex- 
change in   connection   with    the   test-board  described 
above  (p.  322,  figs.  248  to  250).     The  testing-set  (fig. 
251)  consists  of  a  speaking  instrument,  an  extra  mag- 
neto bell;  a  vertical  gal- 
vanometer detector'i ;  a 
three-position    switch ; 
three  "table  keys,"  a, 
li,  and   C  ;    a  two-way 
switch,    D ;    and     the 
testing  battery ;  all  of 
which    are    connected 
as  shown  and  used  in 
Fig.  253.  i  full  size.  conjunction  with  afour- 

wire  cord,  terminating  in  a  four-sided  test-peg.  This 
peg  IS  shown  in  plan  and  side  elevation  by  figs.  252  and 
25 3»  in  which  the  metallic  connections  are  lettered 
to  correspond  with  the  springs  and  blocks  in  figs.  248  and 
249,  to  which  connection  is  made  when  the  peg  is 
placed  in  any  line-circuit.  When  the  test-peg  is  thus 
placed  in  circuit  on  a  line  and  the  switch  is  in  the 
central  position  as  shown,  the  speaking  instrument  is 
placed  in  bridge  across  the  metallic  loop.  The  turning 
of  the  switch  to  the  "  left "  and  "  right "  changes  the 
connections  to  those  shown  in  fig.   254,  and  joins  the 
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speaking  instrument,  etc.,  respectively  to  the  exchange 
side  and  to  the  line  side  of  the  loop,  the  other  side  being 
at  the  same  time  joined  to  the  extension  bell. 

In  either  position  of  the  switch,  turning  table-key  A 
disconnects  the  instrument  and  puts  the  galvanometer 
and  battery  in  circuit.  This  forms  the  test  for  continuity 
and  short-circuit. 

Turning  key  B  joins  one  side  of  the  battery  to  line  2 
(La,  /a,  or  both,  according  to  the  position  of  the  switch) 
and  one  side  of  the  galvanometer  to  earth,  thus 
affording  a  test  for  "  earth  *'  on  line  2.  Turning  key  c 
provides  in  the  same  way  an  earth-test  for  line  i. 
Although  theoretically  the 
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loop  should  be  disconnected 

at  the  further  end  for  these 

earth-tests,    practically  the 

differing  deflections  indicate 

sufficiently    which    wire   is 

faulty.     If  a  wire  is  found 

to    indicate    an    earth-fault,   switch    D     (which    puts 

•'earth"   on  all  the    earth-bars   of  the   protectors)    is 

momentarily     turned    to    the    right.     If^  the    current 

is    still    on    it    proves    that    the     fault     is    in     the 

protector. 

When  more  sensitive  tests  are  to  be  made,  it  is 
necessary  to  disconnect  the  line  at  the  lightning- 
protector  and  make  the  connections  direct. 

For  some  smaller  systems  it  is  convenient  to  be  able 
to  make  office-tests  from  the  table  of  the  officer  in  charge 
of  the  exchange.  For  switches  of  the  form  illustrated  in 
fig.  140  this  is  sometimes  effected  by  means  of  a  special 
test-peg  (fig.  255),  which  by  a  three-wire  cord  makes 
separate  connection  with  each  of  the  points  L,  T,  and  /, 
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SO  enabling  the  testing  officer  to  make  any  connection 
required.     The  point  /'  is  pressed  forward  by  a  spring 
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Fig.  255.    i  full  size. . 

which  is  shown  in  the  figure,  and  which  is  soldered  to 
the  small  cylinder /,  through  which  connection  with  the 
cord-conductor  is  obtained. 
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OTHER    SYSTEMS. 


CONNECTION  OF  SINGLE  AND  DOUBLE  LINES.    ^31 


CHAPTER   XXI. 

TELEPHONE  TRANSLATORS  OR  TRANSFORMERS. 

With  the  spread  of  telephonic  communication  within 
the  area  of  every  city  and  town  of  any  importance, 
there  has  arisen  the  demand  for  connection  between 
the  different  systems,  so  that  a  telephone  system 
must  provide  means  of  communication  for  the  sub- 
scribers with  the  systems  of  as  many  other  towns  as 
possible. 

Now,  these  connecting,  or  tntnk,  lines  are  often  of  con- 
siderable length,  and,  if  they  were  to  be  worked  as  single 
wires,  induction  would  almost  inevitably  render  commu- 
nication difficulty  if  not  impossible.  When  there  arc 
only  a  few  wires,  "  cross-talk  **  is  quite  plain,  and,  with 
a  large  number  of  lines  the  increased  disturbance  renders 
communication  hopeless.  The  only  known  method  of 
getting  over  the  difficulty  is  by  the  employment  of 
double  wires.  If,  however,  double  lines  are  used  for 
the  "trunk"  connection  between  two  distant  central 
stations,  must  the  lines  of  all  the  subscribers  using  the 
trunk  lines  be  constructed  double  also  ?  On  some 
systems  such  a  necessity  would  have  very  seriously  in- 
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terfered  with  the  extension  of  trunk  wires ;  as,  although 
the  desirability  of  using  two  wires  in  all  cases  is  now 
generally  admitted,  the  transition  from  single  to  double 
lines  must,  of  necessity,  be  more  or  less  gradual. 
However,  the  application  of  transformers,  or  translators, 
at  the  ends  of  a  double  line  between  two  central  stations 
renders  it  possible  for  a  subscriber  connected  by  a  single 
line  with  one  distant  central  station,  to  enter  into 
communication  through  the  double  trunk  wire  with  any 
subscriber  connected  to  the  other  station. 

Such  arrangements  were  first  introduced  by  Mr.  A.  R. 
Bennett^  in  1881,  and  since  then  the>*  have  been  in  very 
considerable  use. 

As  ordinarily  used,  translators  are  merely  induction 
coils  of  special  construction.  The  ordinary  induction 
coil,  having  a  primary  of  small,  and  a  secondary  of 
large  resistance,  would  not  do :  both  the  circuits 
must  have  a  comparatively  high  resistance,  as  each 
operates  alternately  as  primary  and  secondary,  accord- 
ing to  the  direction  of  the  speaking.  The  general 
experience,  however,  is  opposed  to  equal  winding,  as  it 
is  found  advisable  to  have  a  higher  resistance — ^that  is,  a 
greater  number  of  convolutions— upon  the  trunk  section 
than  upon  the  local  subscribers'  single-line  section  of  the 
translator.  The  proportion  adopted  by  the  National 
Telephone  Company  is  290*  for  the  trunk  and  140"  for 
the  local  sections.  The  core  must  be  of  the  softest  iron 
wire,  and,  to  obtain  the  best  results,  the  coils  must  be 
wound  as  closely  as  possible  and  with  the  greatest 
regularity.  The  two  sections  are  wound  in  alternate 
layers.  The  cores  in  the  most  approved  form  are  rather 
more  than  double   the  length  of  the  coils,  and  when 

^  British  Patent  Specification  4,428  (October^  188 1). 
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the  winding  is  complete  the  projecting  ends  of  the  soft- 
iron  wires  are  spread  out  and  folded  back  over  the  coil 
,  to  overlap,  so  as  to  form  a  complete  magnetic  circuit. 
A  translator  of  this  pattern — the  Liverpool — as  made 
by  many  companies,  is  illustrated  by  fig.  256. 

This  translator  is  also  capable  of  repeating  the 
magneto  call  currents,  so  that,  if  desired,  ringing 
through  can  be  resorted  to. 

The  introduction  of  a  translator  leads,  as  might  be 
expected,  to  a  somewhat  serious  loss  of  effect,  so  that  it 
is  most  desirable  to  restrict  the  number  to  two  as  a 
maximum.     The  regulations  of  the  National  Telephone 
Company  for  the  London  district  are  made  with  a  view- 
to  having  not  more   than 
one  translation.    With  this 
object  it  is  ruled  that   no 
two  single-wire  subscribers 
are  to  be  put  through  on 
a    trunk   wire — one  of  two 
correspondents  must  have 
a  metallic  circuit.  '^'    ^ 

Inasmuch  as  with  any  ordinaiy  pattern  of  switch-spring 
the  necessary  indicator  at  each  end  of  the  trunk  line 
must  be  in  direct  circuit  with  the  trunk  section  of  the 
translator,  and  not  in  derived  circuit,  it  is  very  desirable 
to  eliminate  it  altogether  if  possible,  as  it  injuriously 
affects  the  speaking.  This  has  been  effected  by  the 
invention,  by  Messrs.  Coleman  iJid  Jackson,  of  a  com- 
bined indicator  and  translator  It  is  a  single-cotl  iron- 
sheathed  indicator,  of  much  the  same  general  form  as  the 
Western  Electric  ring-off  indicator  (which  it  preceded), 
except  that,  of  course,  the  coil  is  wound  with  two  wires. 
The  armature  (which  is  at  the  front  end)  is  pivotted  very 
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near  the  end  of  the  coil ;  it  is  counterpoised  by  an 
adjustable  weight,  and  its  range  of  motion  can  also  be 
adjusted.  A  detent  on  a  horizontal  rod  attached  to 
the  armature  serves  normally  to  hold  up  the  indicator- 
shutter. 

One  system  of  connections  for  use  with  this  combined 
indicator  and  translator  is  shown  by  fig.  257.  The  object 
of  taking  the  circuit  through  a  metallic-circuit  switch- 
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Fig.  257.    Trunk  Line  Connections  with  Coleman-Jackson  combined 

Indicator  and  Translator. 

spring  is  to  provide  means  of  disconnecting  the  trans- 
lator circuit  when  the  trunk  line  is  required  to  be  switched 
through  to  another  metallic-circuit  trunk  or  otherwise. 
The  ordinary  ring-off  indicator  belonging  to  a  pair  of 
double  cords  is  then  brought  into  circuit  in  derivation. 
It  may  be  remarked  that  the  single- wire  section  of  the 
translator  is  normally  disconnected,  as  the  completion 
of  that  circuit  materially  reduces  the  sensitiveness  of 
the  indicator.     The  peg  in  connection  with  the  table 
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and  ringing  keys  enables  the  operator  at  the  trunk  line 
to  switch  on  to  any  multiple  single  line,  put  it  through 
to  the  particular  trunk  line,  and  call,  speak,  etc. 
Speaking  between  the  operators  at  each  end  of  the 
trunk  line  is  effected  through  the  translators. 

In  Germany  Mr.  Elsasser  adopted  a  plan  of  applying 
a  translator  at  one  end  of  the  trunk  line  only,  as  shown 
diagrammatically  in  fig.  258.  The  simplification,  how- 
ever, can  scarcely  bs  considered  of  much  advantage,  as, 
although  the  effects  of  induction  are  neutralised  if  the 
lines  between  A  and  B  are  properly  twisted,  the  earth 
connections  are  sure  to  admit  disturbing  earth-currents, 
etc.,  which  would  almost  always  be  more  difficult  to 
meet  than  the  reduction  in  volume  of  sound  when  two 
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Fie.  258.     Els*1sser*s  Plan. 

translators  are  in  circuit.     The  system  has,  however, 
proved  very  satisfactory  where  it  has  been  applied. 

"  Ringing  through  "  where  voltaic  currents  are  used  is 
a  somewhat  complicated  matter,  as  two  relays  are 
required  in  addition  to  the  translator.  The  usual  con- 
nections for  this  requirement  are  shown  by  fig.  259. 
The  circuit  of  line  i  is  made  through  the  tongue  and  back- 
stop of  relay  B,  the  primary  coil  of  the  translator,  the 
coil  of  relay  A,  and  so  to  earth  or  return  line.  Line  2 
passes  through  the  tongue  and  back-contact  of  relay  A, 
the  other  coil  of  the  translator,  the  coil  of  relay  B, 
and  so  to  earth  or  return  wire.  The  front-stop  of 
each  of  the  two  relays  is  connected  to  one  pole  of  the 
ringing  battery.     Hence  when  a  current  is  sent  from 
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line  I,  relay  A  is  actuated  and  a  current  passes  to  line 
2 ;  while  a  current  sent  from  line  2  is  translated  on  to 
line  I  through  the  action  of  relay  B. 

The  working  of  a  mixed  system  of  metallic  circuits 
and  single  wires  where  translation  is  necessary  (see  fig. 
164  for  the  simpler  circumstances)  presents  a  problem 
that  is  by  no  means  easy  of  solution.     A  really  admir- 
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Fig.  259.     "  Ringing  through  "  a  Translator  with  Battery  Currents. 

able  method  has  been  adopted  by  the  National  Tele- 
phone Companyin  connection  with  the  trunk-line  system 
of  the  London  District.  The  j'uncfton,  or  sud'truni,\ines 
which  connect  the  various  exchanges  with  the  "  Central  '* 
in  Oxford  Court  may  be  either  single  or  metallic — the 
process  of  conversion  to  metallic  throughout  being 
gradual.  The  main  trunk  lines — those  connecting  with 
the  various  provincial  exchanges — are  invariably  metallic. 
There  are,  of  course,  sub-trunk  lines  between  most  of 
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the  various  sub-exchanges  direct,  but  not  between  all, 
and,  even  where  direct  communication  is  provided, 
pressure  of  business  and  other  reasons  occasionally 
necessitate  the  switching  through  of  one  sub-exchange 
to  another  by  way  of  the  "  Central."  Now  the  general 
practice  is  to  divide  the  lines  between  the  Central  and 
each  sub-exchange  into  outgoing  and  incoming — work- 
ing them  upon  the  "  up"  and  "  down  '*  principle.  Thus, 
if  there  be  twenty-four  lines  between  Oxford  Court  and 
Coleman  Street,  twelve  are  used  exclusively  for  commu- 
nications arising  at  Coleman  Street,  and  the  other 
moiety  for  connections  originating  at  the  Central.  At 
all  exchanges  the  outgoing  wires  are  "  multipled  "  at  each 
section  of  the  board,  but  the  incoming  lines  simply 
terminate  in  a  peg  at  one  section  only.  Similarly  on 
each  sub.trunk  route  there  is  an  incoming  and  an  out- 
going speaking  wire,  the  outgoing  wire  being  multipled 
at  each  section  as  for  the  outgoing  sub-trunks,  and  the 
incoming  terminating  in  an  operator's  set,  at  which 
the  operator  is  constantly  listening. 

As  regards  the  working  at  the  sub-exchanges  the 
system  is  quite  simple.  The  subscriber's  lines  are  prac- 
tically all  single,  so  that  the  secondary  wire  of  a  Liver- 
pool translator  is  inserted  in  each  metallic  circuit 
sub-trunk,  and  the  primary  wire  multipKxl  up  as  the  out- 
going line  at  the  switch.  For  single- wire  sub-trunks 
the  connections  are  normal. 

The  speaking  circuit  is  a  single  wire,  and  the  multipled 
switch-holes  of  the  outgoing  wires  are  practically  only 
test-blocks,  against  which  the  operator  presses  the  end  o( 
the  speaking-peg  while  speaking  to  the  operator  at  the 
other  end.  For  incoming  circuits  the  listening  operator's 
instrument    at    one    section    terminates    the    speaking 
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circuit,  taking  the  place  of  the  simple  peg  and  cord  on 
the  incoming  sub-trunk  lines. 

The  requirements  at  the  Central  Exchange,  however, 
are  considerably  different  and  more  complex.  A  given 
single-wire  sub-trunk  may  require  connection  either  to 
another  single-wire  line  or  through  a  translator  to  a 
metallic  loop  ;  and  conversely,  a  double-wire  trunk  or 
sub-trunk  may  be  connected  at  one  time  to  another 
double-wire  line,  and  then  to  a  single  wire  through  a 
transformer.  Now  it  is  evidently  impossible  for  the 
operators  to  distinguish  between  these  several  require- 
ments by  a  consideration  of  the  actual  conditions,  and 
hence  the  following  ingenious  expedient  is  resorted  to. 

As  already  stated,  every  incoming  line  is  brought  to 
one  section  only,  and  terminates  in  a  peg ;  and  this  peg 
will,  of  course,  be  single  or  double  according  to  the 
circuit.  The  two  kinds  of  circuit  are  distinguished  by  the 
cord  for  single-wire  circuits  being  red^  and  for  double 
wire  circuits  white.  Every  outgoing  line  is  multipled 
through  the  switch  twice  at  most  sections,  as  shown  in 
diagram  by  figs.  260  and  261.  The  former  shows  the 
connections  for  a  metallic-circuit  trunk  or  sub-trunk,  and 
the  latter  those  for  a  single  wire  sub-trunk.  With  this 
arrangement  the  only  instruction  needed  for  the  operator 
is  that  white-cord  pegs  go  in  the  lower  and  red-cord 
pegs  in  the  upper  series  of  holes.  Suppose,  for  instance, 
the  operator  at  section  B  hears  on  the  speaking  wire 
•  Coleman  8  through  to  Liverpool."  On  taking  up  peg 
**  Coleman  8"  it  is  seen  to  have  a  white  cord,  and  is 
therefore  inse.*ted  in  the  lower  switch-hole  "  Liverpool  i," 
that  station  being  advised  as  to  the  required  connection 
by  the  originating  operator.  If  the  call  had  been  for 
**  Woolwich  "  the  pep  would  still  have  been  placed  in  the 
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metallic-circuit  switch-hole  of  the  required  line.  It  will 
be  seen,  however,  that  the  effect  of  connecting  the 
double-wire  "  Coleman  8 "  in  the  lower  spring  of 
•*  Liverpool  i  "  is  to  put  the  two  circuits  in  direct  com- 
munication, whereas  the  insertion  of  the  same  peg  into 
the  corresponding  hole  of  "  Woolwich  i "  secures  the 
introduction  of  a  translator  between  the  single  and 
double-wire  circuits. 

On  the  other  hand,  if  a  demand  were  received  at 
section  B  for  connection  of  "  Kilburn  4 "  through  to 
"  Liverpool "  or  "  Woolwich,'*  the  operator,  on  lifting 
the  peg  and  finding  its  cord  to  be  red,  would  insert  it 
into  one  of  the  upper  series  of  holes,  so  giving  direct 
communication  for  a  single  wire  or  translation  between 
"  Kilburn  4  "  and  the  metallic  circuit  required. 

This  system  must  necessarily  be  of  a  transitional 
character,  inasmuch  as  the  need  for  metallic  circuits  to 
secure  good  communication  is  becoming  increasingly 
recognised,  and  there  are,  consequently,  very  few  single 
sub-trunk  wires  remaining;  but  the  system  is  still 
applied  to  subscribers  who  have  single-wire  circuits 
direct  to  the  Central  Exhange. 

It  should  be  observed  that  sections  A  and  E  are  not 
fitted  with  single-wire  spring-blocks,  the  reason  being 
that  the  incoming .  lines  at  those  two  sections  are 
supposed  to  be  all  metallic,  so  that  the  operators  have 
no  "  red  cords  "  to  deal  with. 

This  system  of  working  is  very  quick  and  simple,  but 
it   is   found  that  six  important  trunk  lines  or  twenty 
four   junction  wires  are   the   maximum   that  can   be 
attended  to  by  one  operator.     A  complete  section  of 
the  multiple  switch  is  allotted  to  three  operators. 
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CHAPTER  XXII. 

TELEPHONE  CALL-OFFICES, 

It  is  usual,  in  connection  with  most  telephone  exchange 
systems,  to  instal  stations  at  various  convenient  points, 
where  either  subscribers  or  the  general  public  can 
obtain  communication  with  the  various  subscribers  to 
the  exchange.  The  usual  practice  in  England  is  to 
make  a  fixed  charge  for  three  minutes'  conversation  to 
non-subscribers,  while  subscribers  to  the  exchange  are 
allowed  to  have  the  free  use  of  the  telephone  at  the  call- 
station  as  an  additional  accommodation  covered  by  the 
terms  of  their  agreement — that  is  to  say,  free  use  for 
subscribers  connected  to  the  same  exchange,  and  the 
usual  terms  for  trunk-line  communications. 

The  lines  of  call-oflSces  at  which  there  is  an  operator 
in  charge  are  worked  in  practically  the  same  way  as 
ordinary  subscribers'  lines,  except  that  the  operator  in 
charge  gets  the  required  connection,  and  then  hands 
over  the  instrument  to  the  customei , 

The  instrument  must,  of  course,  be  fitted  within  a 
silence  cabinet.  These  cabinets  are  of  very  various 
construction.  That  used  by  the  Post  Office  has  already 
been  described  (p.  227) ;  it  is  almost  absolutely  sound- 
proof.      The  form   of  those   ordinarily  used   by  the 
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National  Company  is  simply  a  large  square  wooden 
cupboard  with  a  double  glazed  window  in  one  side,  or 
in  the  door.  Some  of  the  American  companies  adopt 
a  very  elaborate  glass-panelled  structure,  the  silence 
qualities  of  which  we  have  not  tested.  The  least  rigid 
test  should  require  that  a  person  standing  quite 
close  to  the  cabinet  should  not  be  able  to  over- 
hear the  words  of  a  customer  inside,  even  if  he 
should  be  speaking  in  a  loud  tone.  This  also  secures 
the  speaker  against  serious  interruption  by  outside 
noises.  It  is  desirable  that  the  door  be  fitted  with  a 
spring  arranged  to  keep  it  normally  open,  so  that  the 
cabinet  may  be  ventilated  when  not  in  actual  use. 

Under  the  Post  Office  system  the  different  post- 
oflices  themselves  become  the  natural  call-offices,  and 
the  counter-clerks  are  placed  in  charge.  As  these 
officers  often  have  a  considerable  amount  in  cash, 
stamps,  etc,  under  their  care,  there  is  a  rigid  rule  that 
they  are  not  to  leave  the  counter.  On  the  other  hand, 
also,  only  officials  of  the  department  are  admitted 
behind  the  counter,  The  practice,  therefore,  is  to  give 
the  counter-clerk  absolute  control  of  the  call-office  circuit 
without  the  need  of  moving  from  his  place.  This 
is  secured  by  means  of  a  ''counter-communication'* 
switch  and  the  other  apparatus  shown  in  fig.  262.    ^ 

The  silence  cabinet  is  fitted  with  a  telephone  and  a 
bell,  while  behind  the  counter  is  fixed  a  board  on  which 
are  a  telephone,  a  1,000**  polarised  indicator-relay  and 
a  bell,  in  addition  to  the  counter-communication  switch. 
In  the  NORMAL  position  of  the  switch,  which  is  that 
shown  in  fig.  262,  a  permanent  current  passes  to  the 
exchange  from  the -^cabinet  telephone  battery;  but  as 
this  is  quite  independent  of  the  telephone  switch-levers* 
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it  is  not  possible,  when  the  switch-handle  is  in  this 
position,  for  an  unauthorised  person  to  gain  the  attention 
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Fig.  262.    Apparatus  Connections  at  Post  Office  Telephone  Call  Stations 

of  the  exchange  operator.  In  permanent  derived  circuit 
on  the  line  is  the  polarised  indicator  relay,  by  which 
the  exchange  operator  can  call  the  connter-clerk. 
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Counter 


In  order  to  answer  a  call  or  to  gain  the  attention  of 
the  switch-operator,  the  counter-clerk  must  turn  the 
•witch-handle  to  "COUNTER."  To  gain  attentio» 
the  counter-clerk  should  then  give  a  vibratory  call  by 
repeatedly  depressing  the  telephone  press-button,  and 
speak  when  a  reply  is  received  on  the  bell.  To  answer 
a  call,  it  is  necessary  only  to  listen  and  speak,  after 
turning  the  switch-handle  to  "COUNTER." 

When  an  application  is  made  for  communication 
through  the  exchange,  the  counter-clerk  ascertains  the 

number,  etc.,  of  the  required  subscriber, 
turns  the  switch  to  "  COUNTER,"  and 
arranges  with  the  switch-clerk  for  the 
connection.  If  the  line  required  is 
engaged,  the  application  is  registered 
by  the  switch-clerk  for  its  proper  turn, 
and  the  applicant  is  requested  to  wait. 
Upon  the  switch-clerk  informing  the 
counter-clerk  that  the  required  con- 
nection can  be  made,  the  applicant  is 
asked  to  enter  the  cabinet,  and  the 
counter-clerk  turns  the  switch  to 
*'  THROUGH."  This  movement  completes 
the  local  circuit  of  the  polarised  relay,  and  causes  the 
counter  bell  to  ring  until  the  circuit  is  broken  at  the 
contact-spring  on  the  cabinet-sea  by  the  applicant 
sitting  down  in  the  cabinet. 

The  duration  of  conversation  is  checked  by  the 
exchange  operator;  but  the  vertical  position  of  the 
needle  of  the  indicator  relay  during  the  time  that  the 
•elephone  receivers  are  in  use  enables  the  counter-clerk* 
to  deternline  whether  it  is  necessary  at  the  termination 
of  a  conversation  to  request  the  applicant  to  wait  untii 
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he  has  ascertained  by  inquiry  of  the  switch-clerk  the 
length  of  time  during  which  the  trunk-wire  was  occupied. 
The  rising  of  the  spring-seat  when  the  user  leaves  the 
cabinet  causes  the  counter  bell  to  ring,  so  warning 
the  counter-clerk  of  the  fact.  The  NORMAL  position 
should  be  at  once  restored,  unless  a  further  communica- 
tion is  to  be  made  with  the  exchange. 

The  switch-connections  in  the  COUNTER  and  THROUGH 
positions  are  shown  by  fig.  263. 

The  call-office  system  adopted  at  the  London  Stock 
Exchange  for  the  convenience  of  members  who  wish 
to  communicate  with  their  own  offices  probably  stands 
unrivalled  for  smartness  of  switching.  It  is  only 
practicable,  however,  with  a  comparatively  small  number 
of  subscribers  under  exceptional  conditions. 

All  the  subscribers*  lines  are  led  to  a  switch  in  an 
adjacent  exchange  in  the  ordinary  way,  and  in  a  room 
adjoining  the  Stock  Exchange  about  fifteen  silence 
cabinets  are  provided  under  the  control  of  a  special 
operator.  Between  the  switch-room  and  the  cabinets 
are  lines  which  terminate  at  the  switch  in  pegs  and 
cords,  so  that  any  cabinet  can  be  connected  to  any 
circuit  on  the  switch.  The  operator  has  a  speaking- 
wire  to  the  switch-room,  on  which  the  switch-clerks  listen 
continuously.  The  subscriber  himself  does  the  ringing, 
and  as  he  is  always  calling  his  own  employes  he  generally 
gets  very  prompt  attention.  The  whole  operation  thus 
resolves  itself  into  this.  As  the  subscriber  enters  the 
call-room,  he  gives  his  number,  which  the  operator  repeats 
aloud  to  his  telephone,  with  the  addition  of  a  cabinet 
number.  'By  this  means  the  subscriber  knows  which 
cabinet  he  is  to  use,  and  the  switch-clerk  is  simultane- 
ously informed  what  connection  is  to  be  made ;  so  tlat. 
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as  there  is  only  a  peg  to  be  inserted  in  the  switch-hole, 
the  required  connection  is  made  by  the  switch-clerk 
by  the  time  the  subscriber  gets  into  the  cabinet 
On  coming  out  he  simply  says  **  (number)  off^ 
which  is  repeated  by  the  operator  to  the  switch-clerk, 
who  removes  the  peg.  Suppose,  for  instance,  subscriber 
No.  57  comes  in:  he  says,  "57";  the  operator  says, 
"  57  an  8,*'  and  by  the  time  the  subscriber  has  got  to 
No.  8  cabinet,  its  connection  with  his  line  has  been 
made.  He  rings  his  office  and  speaks  ;  and  on  leaving 
the  cabinet  says,  "  57  offl*  which,  on  being  repeated  to 
the  exchange  by  the  operator,  secures  the  immediate 
clearing  of  the  line.  The  operator  in  the  cabinet  room 
has  a  set  of  "  dummy  "  indicators  by  which  he  registers 
the  engaged  cabinets. 

If  a  member  is  called  by  his  office,  the  operator 
is  informed  by  the  exchange  clerk,  and  calls  the 
number  of  the  member  required  to  a  porter  seated 
outside,  through  whom  a  Stock  Exchange  "  Waiter  "  is 
informed,  whose  duty  it  is  to  shout  the  number  in 
the  Exchange  itself — ^the  usual  method  of  calling  a 
member. 

AUTOMATIC  CALL-BOXES, 

In  cases  where,  while  it  appears  desirable  to  provide 
a  public  call-office,  it  is  inconvenient  or  too  expensive  to 
place  an  operator  in  charge,  ** automatic  call-boxes" 
are  employed.  By  means  of  these,  the  public  can  obtain 
communication  through  the  exchange  on  paying  for 
each  conversation,  and,  by  some  devices,  where  it  is  so 
desired,  subscribers  to  the  exhange  can  obtain  free  use 
of  the  call-office. 

The  number  of  different  forms  of  automatic  Call-box 
Is  very  considerable 
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The  method  of  working  with  the  most  simple  forms 
of  call-box  is  as  follows : — When  anyone  wishes  to 
communicate  he  calls  from  the  telephone  in  the  ordinary 
way,  and  tells  the  exchange  operator  the  number  of  the 
subscriber  wanted.  If  that  subscriber  is  free  to  speak, 
the  operator  requests  the  caller,  if  he  is  not  a  subscriber, 
to  pay  the  fee — 3d.  if  the  call  is  to  the  same  town,  or 
6d.  if  to  another  town  in  the  district.  As  the  money 
is  put  into  the  box  the  operator  has  to  check  it  before 
making  the  connection.  Anyone  who  is  a  subscriber 
is  asked  to  give  the  signal  by  means  of  a  special  key, 
supplied  to  each  subscriber  for  the  purpose.  In  places 
where  subscribers  are  not  allowed  free  use  the  boxes  are 
made  without  any  slot  for  inserting  a  key. 

The  box  is  made  with  two  slots  in  the  top— one  for 
pennies,  the  other  for  sixpenny  pieces.  There  are  corre- 
sponding openings  in  front  for  subscribers'  keys— one  for 
local,  the  other  for  trunk-line  connections. 

Smith  and  Sinclair's  call-box  gives  the  operator  power 
to  do  as  above  described  in  the  following  way : — At  the 
exchange  is  fitted  a  relay  with  local  battery  and  bell. 
One  side  of  the  relay  is  put  direct  to  earth,  the  other  is 
in  circuit  with  a  battery  of  a  few  cells  and  a  special 
connecting  peg.  Before  a  through-connection  is  given, 
the  special  peg  is  inserted  in  the  call-office  switch-hole, 
the  indicator  is  cut  off,  and  a  battery  current  flows  to 
Kne.  The  relay  local  circuit  is  thus  closed,  and  the 
hammer  of  the  bell  rests  on  the  dome,  v  Now,  each  time 
the  line-wire  is  disconnected  the  bell  will  give  one  beat, 
and  it  is  arranged  at  the  automatic  box  that  each  penny 
as  it  drops  down  a  shoot  into  the  box  shall  momentarily 
disconnect  the  line  through  two  springs  (fig.  264).  If 
a  smaller  coin  were  put  in,  it  might  disconnect  one  of 
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the  two  springs  ;  but,  in  order  that  the  signal  may  be 
sent,  it  is  necessary  that  both  springs  be  acted  upon  at 
1he  same  moment,  which  is  impossible  witli  a  coin  that 
h  too  small.  A  local  subscriber's  key  inserted  and 
turned  disconnects  the  line,  thus  giving  the  same  signal. 
If  the  connection  wanted  requires  that  a  sixpence  be 
put  in,  the  operator  does  not  use  the  special  peg,  but 
listens  on  the  telephone.     In  dropping  into  the  box, 

the  sixpence  disconnects  the 
primary  circuit  of  the  telephone 
at  the  call-station,  that  circuit 
passing  through  the  automatic 
box.  Here,  as  in  the  other  case, 
a  smaller  coin  than  a  sixpence 
will  not  operate,  and  only  a  trunk- 
line  subscriber's  key  will  dis- 
connect this  circuit.  When  the 
local  circuit  is  disconnected,  a 
distinct,  smart  click  is  heard  by 
the  operator,  who  thus  checks  the 
payment  before  making  the  re- 
quired connection. 

One  modification  of  the  work- 
ing is  that  without  other  special 
Fig,  264.  apparatus  a  battery  is  connected 

to  line  through  the  operator's  telephone.  After  a  little 
practice  the  operator  can  with  perfect  certainty  distinguish 
between  a  noise  produced  in  the  telephone  by  the  dis- 
connection  of  the  main  line  with  a  permanent  current  upon 
it,  and  that  produced  by  the  interruption  of  the  microphone 
circuit.  Disconnecting  the  line  produces  a  noise  like  a' 
heavy  thud,  instead  of  the  shar/>  click  which  occurs  in 
the  other  case. 
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Another  modification  is  that  the  coin,  in  dropping 
into  the  box  at  the  call-station,  disconnects  a  local 
circuit  having  a  bell  in  it,  and  the  sound  of  the  ring  is 
conveyed  by  the  telephone  at  the  call-station  to  the 
operator  at  the  exchange,  who  is  listening.  This  only 
requires  that  the  telephone  be  fitted  near  the  call-box. 

A  similar  and  yet  more  simple  device  is  CottereWs^ 
which  has  no  special  electrical  contrivance  whatever. 
The  "call-box  "  is  simply  a  money-box  fitted  with  two 
shoots  for  the  coins  and  a  gong  at  the  end  of  each, 
against  which  the  coins  must  strike  in  falling.  While 
the  payment  is  being  made  the  speaking  circuit  is  kept 
open,  and  the  operator  listening  at  the  exchange  hears 
the  ring  and  can  easily  distinguish  from  the  tone 
which  gong  has  been  struck. 

A  more  elaborate  device  has  been  invented  by  Messrs. 
Poole  &  Mclver,  which  provides  for  the  timing  of  the 
conversation,  and  the  disconnection  of  the  call-office 
telephone  at  the  end  of  three  minutes.  This  is  fully 
described  in  "  The  Practical  Telephone  Handbook." 

Fig.  265  is  a  view  of  the  mechanism  of  a  call-box 
introduced  by  Messrs.  Mix  &  Genest,  which  presents 
some  features  of  interest  The  coin,  on  being  put  into 
the  slot,  S,  passes  through  the  trough  P  into  a  vertical 
slide.  The  trough  P  is  so  arranged  that  if  a  smaller 
coin  than  the  authorised  payment  be  put  in,  it  will  be 
directed  into  an  open  refunding  box.  If,  being  correct, 
the  coin  passes  into  the  vertical  slide,  it  depresses  a  light 
lever  R,  and  then  comes  to  rest  on  the  disc  r,  which  is 
the  upper  of  three  discs  which  are  geared  together,  and 
whose  peripheries  protrude  into  the  right-hand  groove  in 
the  slide.  These  discs  are  actuated  by  the  armature  of 
the  electro-magnet  N  throu^jh  the  link  tn. 
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When  the  coin  is  in  the  position  shown,  and  the  light 
switch-lever  is  depressed,  the  telephone  instrument 
becomes  connected  to  line,  the  exchange  can  be 
called  in  the  usual  way,  and  the  caller's  want  explained. 
If  the  required  line  is  engaged  so  that  the  applicant's 
requirement  cannot  be  met,  he  is  informed  to  that  effect, 
and  can  recover  the  coin  from  the  machine  by  pressing 
back  F  by  means  of  a  button  not  shown  in  the  figure. 
The  effect  of  this  is  to  throw  forward  the  upper  section 
of  the  vertical  groove  clear  of  the  discs,  and  so  permit 
the  coin  to  fafll  into  the  refunding  box.  If,  however,  the 
connection  can  be  made,  a  current  sent  from  the 
exchange  operates  the  armature  of  N  by  means  of  the 
relay  D,  and  releases  the  coin  by  slightly  turning  the 
segments.  It  thus  falls  into  the  lower  section  of  the 
slide,  from  which  it  cannot  be  refunded.  The  periphery 
of  r^  now  projects  to  the  left  and  detains  the  coin  ;  but 
when  the  current  ceases  and  the  armature  is  released  the 
coin  falls  to  r,,,  where  it  remains  throughout  the  conver- 
sation, being  released  and  allowed  to  fall  into  the 
cash-box  by  the  ring-off  signal.  In  its  fall  from  r^  the 
coin  depresses  the  light  lever  Rj^,  which  raises  R,  and 
disconnects  the  telephone  from  line.  Lever  Rj^  is  also 
actuated  when  the  coin  is  made  to  fall  from  R  into  the 
refunding  box. 

If  the  ring-off  signal  should  not  be  given  by  the 
caller,  the  next  coin  inserted  into  the  slot,  S,  presses  aside 
a  small  roller  u  attached  to  a  lever,  which,  by  operating 
the  discs,  mechanically  releases  the  coin  left  in,  and 
allows  it  to  fall  into  the  cash-box. 

Messrs.  Blakey,  Emmott,  &  Co.  have  introduced  a 
somewhat  more  simple  instrument  on  the  same  lines. 

From  time  to  time  the  toll  9»'fitem  of  payment  for  the 
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use  oi  a  telephone  line  is  advocated.  This  means 
payment  by  a  telephone  subscriber,  wholly  or  in  part,  in 
proportion  to  the  use  that  is  made  of  his  circuit.    These 


Fig.  165. 

kistruments  would  facilitate  the  introduction  of  some 
such  system ;  but  there  are  serious  objections  to  tti 
application. 
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CHAPTER    XXIII. 

MULTIPLEX  TELEPHONY, 

The  solution  of  the  problems  of  duplex  or  multiplex 
telephony  differs  essentially  from  that  of  corresponding 
telegraphic  problems,  inasmuch  as  it  is  not  possible  to 
arrange  for  two  essentially  different  series  of  currents,  as 
is  done  in  quadruplex  working;  nor  to  balance  an  artificial 
against  the  real  line,  as  in  duplex  ;  nor  yet  to  apply  the 
principle  of  sub-division,  as  in  the  multiplex  system.  Yet 
the  necessity  of  using  two  wires  for  an  efficient  telephone 
circuit  while  a  single  telegraph  wire  of  any  length  is  made 
to  carry  messages  simultaneously  in  both  directions  as  a 
matter  of  course,  directed  early  attention  to  the  question 
of  multiplex  telephonic  working  ;  and  many  methods 
of  securing  the  desired  result  have  been  suggested,  the 
g'^neral  principle  being  to  use  the  metallic  loop  for  one 
circuit,  and  arrange  for  *he  two  wires  to  be  used  as  one 
for  a  second  (single-wire)  circuit 

An  early  American  plan  is  shown  in  fig.  266,  in  which 
P,  P,  P',  P»are  the  primaries,  and  s,  s'  the  secondaries 
of  four  translators,  two  at  each  end  of  the  metallic 
circuit.  The  corresponding  coils  on  the  two  wires  at 
each  station  are  wound   differentially,  so  that  out-going 
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currents  from  T,  or  T'„  dividing  between  the  two  pri- 
maries, produce  equal  and  opposite  currents  in  the 
secondaries,  and  leave  the  telephones  T,  and  x'l  un- 
afifected.  Equally,  currents  originating  in  Ti  or  T'„ 
which  are  in  circuit  with  the  secondaries,  induce  currents 
in  the  primaries  which  circulate  in  the  metallic  loop, 
but  leave  the  earthed  telephones  Ti  and  T'l  unaffected. 
Theoretically  the  plan  is  right,  and  experimentally  it 
answers  well ;  but,  in  practice,  the  resistance  and  mag- 
netic inertia  of  so  many  electro-magnetic  translators 
kills  the  speaking  in  the  metallic  circuit.  The  reduced 
efficiency  is  still  further  emphasised  when,  for  switching 


Fig.  266.    Magneto  Coil  Sjrstenu 

purposes  in  an  exchange,  other  translators  have  to  be 
substituted  for  the  telephones. 

A  plan  which  has  given  very  good  results  in  practice 
was  devised  in  1882  by  Mr.  Frank  Jacob,^  technical 
adviser  of  Messrs.  Siemens  Bros.  The  principle  is 
that  of  the  Wheatstone  Bridge ;  fig.  267  is  a  diagram 
of  the  system.  The  two  resistance  coils  R,  R  at  each  end 
must  exactly  balance  each  other,  but  it  is  not  neces- 
sary that  all  four  should  do  so.  The  wires  forming  the 
metallic  loop  should  also  balance  in  conductivity,  insula- 
tion, and  capacity ;  they  must,  of  course,  also  be  "twisted" 
or"  crossed  " (chap,  xxviii.)  to  prevent  inductive  disturb- 

Z  British  Patent  Specification  231  (January  1882). 
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ance.  When  these  conditionsareattained,communication 
may  take  place  between  the  two  pairs  of  telephones  with- 
out the  faintest  sound  of  overhearing  being  apparent. 
Currents  originating  at  Ti  split  between  R  and  R,  pass  Ti 
on  each  side  without  affecting  it  (the  two  terminals  of  the 
receiver  being  at  equi-potential),  traverse  both  wires  of  the 
loop,  and  combine  again  after  passing  r'r',  going  through 
t'i  to  earth.  Currents  starting  from  T,  have  three  paths 
open  to  them  :  (i)  through  R,  R  and  back  ;  (2)  through 
one  wire  of  the  loop  which  includes  the  telephone  T'„  and 
back  by  the  other  wire  ;  and  (3)  through  one  wire  of  the 
loop,  R'  and  r',  and  back  by  the  other  wire.  The  second  of 
these  is  arranged  to  have  by  far  the  least  resistance ; 
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Fig.  267,    Jacob's  System  for  two  Circuits, 


and,  if  the  metallic  loop  be  of  copper,  the  speaking  is 
quite  as  good  as  on  an  ordinary  metallic  circuit  As 
regards  Ti  and  T'l,  the  insertion  of  mere  resistance  in  a 
single-wire  telephone  circuit  does  not  perceptibly  inter- 
fere with  the  speaking,  so  that  communication  on  the 
earthed  section  of  the  system  is  also  good.  T,  and  T, 
may  be  in  different  quarters  of  one  town,  while  T'l  and 
T',  may  be  in  different  parts  of  another. 

Instead  of  being  placed  at  the  ends  of  the  metallic 
loop,  as  shown,  the  earthed  circuit  may  be  taken  off  at 
any  intermediate  points.  For  instance,  on  a  metallic  loop 
between  London  and  Brighton,  an  earthed  circuit  might 
be  worked  between,  say,  Croydon  and  Red  Hill.      The 
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earthed  circuit,  however,  is  practically  a  single  wire, 
and,  like  all  single  wires,  is  disturbed  by  earth  currents 
and  by  induction  from  neighbouring  parallel  lines.  The 
metallic  circuit  is,  of  course,  not  so  affected. 

Fig.  268  shows  an  extension  of  this  system  by  which 
four  wires  may  be  made  to  yield  four  working  circuits, 
three  of  which  are  on  metallic  loops.  If  the  route  is 
subject  to  telegraphic  induction,  the  earthed  circuit  may 
be  omitted,  and  the  three  metallic  circuits,  Ti  l\  Ta  t'» 
and  T4  T'4  retained. 


Fig.  268.    Jacob's  System  for  four  Circniti^ 

A  somewhat  similar  device  was  made  also  by  Dr. 
Rosebrugh,*  but  his  application  seems  to  have  had 
reference  rather  to  derived  telephone  circuits  upon 
telegraph  lines — ^the  subject  of  the  next  chapter. 

*  British  Patent  Specification  1,477  (April,  1879). 
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CHAPTER  XXIV. 

SIMULTANEOUS  TELEGRAPHY  AND  TELEPHONY. 

Although  it  has  been  generally  recognised  that 
metallic  circuits  are  very  decidedly  best  for  telephone 
working,  the  expense  of  the  double  wires  has  made  it 
very  desirable  that  efforts  should  be  made  to  obviate 
the  need  for  their  employment.  The  "speaking  induc- 
tion "  between  properly-^Insulated  telephone  circuits  (the 
term  practically  includes  leakage  disturbance)  is  not 
generally  very  considerable ;  but  where  several  wires 
used  for  telegraph  purposes  run  for  any  considerable 
distance  upon  the  same  poles  (or  even  along  the  same 
route  on  other  poles),  the  currents  induced  by  the 
telegraph  signals  render  telephonic  communication  on 
single  wires  almost,  and  in  some  cases  quite,  impossible. 

As  the  induction  currents  arise  only  while  the  primary 
currents  vary,  the  sudden  rise  or  fall  of  potential  in  the 
I'lducing  wire  produces  a  considerable  momentary 
current,  which  results  in  a  loud  click  in  the  telephone 
receivers.  But  if  the  same  rise  of  potential  in  the 
primary  circuit  takes  place  gradually y  the  induced  current 
is  of  longer  duration  and  is  correspondingly  weaker. 

Now,  ordinary  telegraphic  signals  are  dependent  upon 
currents  which  are  characterised  by  a  sudden  rise 
and  fall ;  so  that  they  are  calculated  to  produce  the 
maximum  of  disturbance  upon  neighbouring  telephone 
circuits.     At  the  commencement  of  1882,  however,  the 
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late  J.  F.  van  Rysselberghe,  Consulting  Electrician  to 
the  Belgian  Administration  of  Telegraphs,  conceived 
the  idea  of  retarding  the  rise  and  fall  of  the  current 
between  zero  and  its  maximum  strength  on  the  working 
of  the  Morse  key,  by  the  insertion  of  electro-magnetic 
inertia  in  the  telegraph  circuit 

In  the  first  instance.  Van  Rysselberghe  inserted  an 
electro-magnetic  coil  having  gpreat  self-induction  between 
the  front  contact  of  the  Morse  key  and  the  pole  of  the 
battery.     The  sound  obtained  in  a  telephone  placed  on 
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Fi|^.  269.    Van  Rysselberghe's  Anti-induction  System. 

a  neighbouring  circuit  by  working  the  key  was  hereby 
considerably  weakened.  The  insertion  of  a  second 
electro-magnet  between  the  key  and  the  line,  and  a 
condenser  between  the  line  terminal  of  the  key  and 
earth,  still  further  diminished  the  induced  current 

This  arrangement  is  shown  in  diagram  in  fig.  269, 
in  which  K  represents  a  single-current  key,  S  the 
telegraphic  receiving  instrument,  R,  R^  the  retarding 
coils,  C  the  condenser,  and  B  the  battery. 

On  the  depression  of  the  key  a  considerable  portion 
of  the  initial  part  of  the  current   goes   to  charge   the 
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condenser,  and  not  until  the  condenser  is  fully  charged 
can  the  potential  of  the  line  reach  its  maximum.  The 
time  of  charge  is  appreciably  increased  by  the  electro- 
magnetic inertia  of  R»  and  the  rise  of  potential  of  the 
line  is  further  retarded  by  Ri.  By  this  means  the  rise 
is  so  gradual  that  the  currents  induced  in  neighbouring 
wires  are  not  sufficient  to  affect  the  telephone.  The 
release  of  the  key,  by  disconnecting  the  battery,  permits 
a  portion  of  the  discharge  current  from  the  condenser 
to  flow  to  line,  thus  tending  to  prolong  the  signal,  so 
that  the  potential  of  the  line  is  gradually  reduced.  Of 
course,  the  actual  times  of  charge  or  discharge  of  the 
condenser,  aD4  the  rise  and  fall  of  the  potential  of  the 
line  between  zero  and  its  maximum,  are  actually  very 
small  indee'i,  but  relatively  to  the  speed  of  sound  vibra- 
tions in  the  ti4ephone  they  are  considerable.  Thus, 
although  the  gradually  rising  and  gradually  falling 
battery  currents  do  induce  currents  in  the  neighbouring 
wires  which  may  cause  the  diaphragm  of  a  telephone  to 
vibrate,  yet  the  sounds  resulting  from  these  vibrations  are 
too  low  in  pitch  to  be  of  a  seriously  disturbing  character. 

The  resistance  of  the  magnetic  coils  is  usually  500*, 
and  the  capacity  of  the  condenser  2  micro-farads. 

During  the  course  of  the  experiments  the  question 
arose  as  to  whether  it  might  not  be  possible,  by  a 
convenient  arrangement  of  the  above  apparatus,  to  work 
the  telegraph  and  the  telephone  on  one  line,  and 
Van  Rysselberghe  clearly  showed  it  to  be  so. 

The  arrangements  necessary  for  such  working  are 
shown  in  fig.  270.  The  telephone  stations  may  be 
situated  in  different  localities  Irom  the  telegraph 
offices.  The  interpolated  condensers  C  have  a  capacity 
of  \  microfarad. 
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If,  in  addition  to  the  line  which  is  to  be  worked 
on  the  combined  system,  other  telegraph  lines  are 
erected  upon  the  same  poles,  every  telegraph  office 
upon  each  of  these  lines  must  be  provided  with  a  similar 
set  of  retarding  apparatus,  even  if  only  the  one  line  is  to 
be  used  for  simultaneous  telephony  and  telegraphy. 

If  a  second  tel^raph  line  be  fitted  up  in  the  same 
way  for  both  services,  telephonic  communication  is  still 
not  disturbed  by  the  telegraph  service,  but  a  telephonic 
conversation  carried  on  in  one  of  the  two  lines  may  be 
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Fig.  270.     Theoretical  Connections  for  Van  Rysselberghe's  System  of 

Telegraph  and  Telephone  on  same  circuit. 

overheard  on  the  other  line.  The  remedy  for  this  is, 
where  possible,  to  take  tivo  telegraph  circuits  on  which 
to  superpose  each  telephone  circuit,  so  that  the  induction 
currents  passing  in  the  double  wires  may  neutralise  each 
other  in  the  two  condensers.  The  connection  of  one 
telephone  station  with  another  by  a  circuit  formed  of 
two  telegraph  lines  can  be  made  as  indicated  in  fig.  271. 
Each  of  the  two  'ines  is  connected  with  one  side  of 
the  double  condenser  :  C,  and  the  telephone  is  joined 
between  the  other  terminals  of  the  condenser.      The 
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satisfactory  working  of  the  arrangement,  of  course, 
depends  upon  all  neighbouring  circuits,  as  well  as  each 
of  the  two  circuits  used,  being  fitted  with  a  complete 
set  of  induction  apparatus. 

This  system  is  in  somewhat  extended  use  by  the 
Belgian  Administration,  and  under  some  conditions  the 
possibility  of  dispensing  with  a  separate  telephone  line 
is,  no  doubt,  a  material  advantage.  In  England,  how- 
ever, it  is  certain  that  this  advantage  would  have  to  be 
very  dearly  bought.  The  telegraph  service  is  of  vast 
and  increasing  importance,  and  some  of  the  systems — 
especially  the  automatic  fast  speed — would  be  rendered 
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Fig.  271.    Two  Telegraph  Lines  used  for  a  Telephone  "  Metallic  *• 

Circuit. 

almost  absolutely  useless  by  the  introduction  of  retard- 
ing electro-magnets  into  the  circuits.  Besides,  the  fact 
that  the  two  services  are  controlled  by  independent 
authorities  complicates  any  such  application  :  but,  even 
if  it  were  not  so,  both  the  telephone  and  the  tel^raph 
are  too  important  to  permit  of  either  being  used  in  a 
manner  detrimental  to  the  other. 

Another  system,  which  is  based  upon  precisely  the 
same  principle  as  that  shown  by  fig.  267  in  the  previous 
chapter,  was  patented  in  France  in  1891  by  M.  Pierre 
Picard.  This  device  is  shown  diagrammatically 
in  fig.    272.     After    what  has   already    been   said  in 


PICARDS  SVSTEM.  361 

connection  with  multiple,  telephony  (p.  353)  the 
scheme  of  working  wili  be  self-evident.  Various 
special  applications  have  been  worked  out  —  such, 
for  instance,  as  the  use  of  two  separate  telegraph 
circuits  for  one  telephone  circuit ;  and  the  reverse 
problem — namely,  the  use  of  one  telegraph  for  two  inde- 
pendent telephone  circuits.  In  either  of  these  cases  two 
four-wire  transformers  are  used  at  the  intermediate  point. 

Since  voltaic  currents  for  signalling  may  not -and, 
indeed,  cannot — be  used  on  the  secondary  telephone 
circuits,  special  methods  of  calling  have  been  necessary 
in  connection  with    simultaneous    telephony  and   tele- 


INSfi 


Fig.  272.     Theory  of  Picard's  System. 

graphy.  One  plan,  adopted  by  M.  Picard,  is  shown  by 
fig*  273.  The  coils  of  the  indicator  are  differentially 
wound,  so  that,  when  joined  up  in  the  manner  shown, 
the  current  from  the  battery  B  in  one  section  neutralises 
the  effect  of  the  current  upon  the  cores  in  the  other 
section  It  will  be  seen  that  the  two  sections  are  parts 
of  two  derived  circuits  upon  the  same  battery,  one  being 
merely  through  one  section  of  the  coil-wire,  while  the 
other  includes  also  the  pivotted  pendulum-lever  L  and 
the  diaphragm  D.  The  pressure  of  the  screw  at  the 
lower  end  of  L  upon  the  centre  of  D  is  regulated  by 
means  of  the  weighted  screw  on  the  upper  arm  of  L. 
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Now  the  diaphragm  is  placed  in  front  of  an  electro- 
magnet inserted  in  the  secondary  (telephone)  circuit ; 
and  consequently,  when  alternating  currents  are  trans- 
mitted to  line,  they  are  converted  by  the  transformers, 
and,  acting  on  the  coils  of  M,  cause  the  diaphragm  to 
vibrate.  .  This  intermittently  interrupts  the  circuit  of 
B  through  the  lever  L  and  one  section  of  the 
indicator  coils,  leaving  the  current  in  the  other  section 
free  to  actuate  the  indicator.  In  this  way  the  signals  are 
transmitted  without  difficulty. 

Many  other  efforts  have  been  made  in  America,  as 
well  as  in  England,  to  utilise  the  existing  telegraph  wires 
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Fig.  273.     Induction  Call  for  Van  Rysselberghe's  or  Picard's  Systems. 

for  purposes  of  telephonic  communication,  the  fact  of 
its  being  possible  to  superpose  minute  undulatory  currents 
such  as  are  employed  for  telephone-working  having  been 
demonstrated  by  Mr.  C.  F.  Varley  in  the  year  1870. 
Elisha  Gray,  Edison,  and  others  have  employed  systems 
other  than  speaking  telephones  on  existing  wires  with 
some  success  ;  while,  in  England,  Major  Cardew,  of  the 
Royal  Engineers,  made  an  exhaustive  series  of  very 
successful  experiments  on  this  subject  (p.  368). 

In  conjunction  with  the  French  Administration,  an 
extended  series  of  trials  of  the  working  of  the  various 


CAHVEIVS  AND  OTHB/C  SYSTEMS.  363 

superimposing  systems  was  recently  made  upon  one  of  the 
London-Paris  telephone  circuits.  The  systems  tried  were 
those  of  Cailho,  Jacob,  Picard,  and  Van  Rysselberghe. 

Monsieur  Cailho  in  his  system  adopts  the  plan  of 
placing  the  telephone  circuit  in  derivation  upon  the 
two  lines  (as  in  the  Jacob  system,  except  that  a  telegraph 
instrument  is  used  on  the  earthed  circuit),  or  in  a 
transformer  circuit  as  shown  in  fig.  266.  In  either  case 
the  electro-magnetic  coils  bridged  across  the  telephone 
have  a  resistance  of  only  lO"  for  each  section. 

The  Jacob  system  (with  non-magnetic  resistances  and 
no  condensers)  was  very  feeble,  so  that  this  was  modified 
(in  accordance  with  Post  Office  experiments  made  some 
years  ago)  by  the  use  of  the  electro-magnetic  coils  of 
200**  each  arm.  It  will  thus  be  seen  that  the  differences 
between  the  Cailho,  Jacob  (as  modified),  and  Picard 
systems  are  not  considerable  This  fact  was  also  de- 
monstrated by  the  experiments,  inasmuch  as  altera- 
tions made  in  the  conditions  of  the  experiments  about 
equally  affected  each  system. 

The  conclusions  derivable  from  the  experiments 
indicate  that  the  application  of  automatic  telegraphy 
upon  a  telephone  circuit,  would  not  be  practicable  at  a 
serviceable  speed,  and  that  Hughes'  instruments  would 
work  satisfactorily  only  so  long  as  the  lines  remained 
perfect.  Slight  faults,  even  such  as  are  not  sufficient  to 
disturb  ordinary  telephonic  working,  at  once  lead  to 
disturbance ;  and  similar  faults  on  adjoining  telephone 
circuits  result  in  those  circuits  also  being  interfered  with 
by  the  superposed  telegraph. 

These  facts,  together  with  past  experience,  appear— 
at  least  under  existing  conditions — to  preclude  the  hope 
of  the  introduction  of  any  such  system  in  England. 
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CHAPTER  XXV. 

MILITARY   TELEPHONY. 

Although  at  first  it  would  appear  likely  that  the 
telephone  would  find  •  a  sphere  of  extensive  usefulness 
in  military  operations,  when  the  conditions  under  which 
it  is  likely  to.be  required  in  the  field  are  carefully  con- 
sidered, several  serious  objections  to  its  employment  for 
transmitting  articulate  speech  at  once  suggest  them- 
selves. 

It  is,  of  course, .  highly  advantageous  to  an  army  to 
have  the  power  of  transmitting  intelligence  rapidly 
between  its  various  divisions,  outposts,  wings,  advanced 
and  rear  guards,  etc.;  but  the  intelligence  so  transmitted 
must  be  absolutely  reliable,  for  the  consequences  of  a 
mistake  in  the  purport  of  a  message  may  be  so  disastrous 
as  to  outweigh  any  possible  advantage  due  to  rapid 
transmission.  Numerous  instances  are  on  record  of  fatal 
blunders  which  were  directly  traceable  to  a  mistaken 
comprehension  of  verbal  orders  ;  so  that  it  has  been 
made  an  invariable  nile  in  the  British  army  that  all 
important  orders  must  be  delivered  in  writing. 

Now  an  order  transmitted  by  telephone  is  worse  than 
a   verbal  o^-der  delivered  from  one  officer  to   another, 
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since  it  is  probably  transmitted  verbally  between  two 
men  who  may  have  no  comprehension  of  its  meaning 
or  scope,  and  by  means  of  a  mechanism  which  must  be 
admitted  to  be  far  less  efficient  than  direct  verbal  com- 
munication. 

In  assessing  the  probable  frequency  of  mistakes  in 
transmission  in  the  field,  the  adverse  environment  of  the 
operators  at  the  two  ends  of  the  line  must  be  considered. 
It  is  difficult  to  determine  whether  the  banging  of 
cannon  and  rattle  of  musketry  would  be  more  distressing 
at  the  sending  or  at  the  receiving  end  of  a  circuit.  No 
doubt  they  would  be  reproduced  by  the  transmitters 
with  only  too  much  fidelity.  When  to  this  is  added  the 
effect  of  the  presence  of  numerous  and  probably  hijjhly 
excited  staff  officers,  each  demanding  urgency  for  his 
particular  message,  the  mental  state  of  the  unfortunate 
operator  may  be  faintly  imagined.  The  conditions 
are  certainly  not  favourable  to  accuracy. 

Another  objection  is  the  publicity  inseparable  from 
the  act  of  transmission.  A  general  may  require  the 
immediate  transmission  of  some  very  important  intelli- 
gence, but  would  not,  as  a  rule,  care  to  have  it  slowly 
and  distinctly  shouted  by  the  stentorian  lungs  of  an 
ordinary  soldier ;  while  at  the  outposts  in  proximity  to 
the  enemy  such  procedure  would  be  clearly  inadmissible. 
Still,  although  telephony  proper  cannot  be  considered 
altogether  suitable  for  the  transmission  of  military 
messages,  it  certainly  has  its  own  sphere  of  utility. 

In  standing  camps,  and  even  in  temporary  ones  not 
in  the  immediate  presence  of  the  enemy,  there  is  vast 
scope  for  its  employment  in  carrying  out  the  routine 
business  of  the  camp,  promulgating  orders,  requisitions, 
etc.    The  amount  of  correspondence  of  this  sort  in  a 
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large  camp  is  very  considerable  ;  entailing,  where  the  use 
of  the  telephone  is  not  resorted  to,  the  constant  employ- 
ment of  a  large  number  of  orderlies,  and  the  loss  of  much 
time  between  asking  the  simplest  question — e,g,^  the 
number  of  rations  required  by  a  certain  regiment — and 
the  receipt  of  the  answer.  All  this  kind  of  business  is 
admirably  performed  by  the  telephone. 

The  experience  hitherto  gained  in  reference  to  the 
forms  of  instruments  to  be  used  in  the  field  has  led  to  the 
adoption  of  Berthon  transmitters  (p.  85)  in  combination 
with  Ader  receivers  (p. 45)  and  a  magneto  call-bell  system. 

For  "  exchange "  working  flexible  cords  are  found 
inconvenient,  and  some  form  of  the  Swiss  commutator 
(p.  179)  is  accordingly  adopted. 

Telephone  exchanges  are  now  established  in  almost 
all  fortresses,  thus  providing  communication  between 
head-quarters  and  the  various  forts,  departmental 
offices,  etc.  All  messages  are  written  on  telegraph 
forms  and  treated  as  far  as  possible  simply  as  telegrams. 

Telephones  have  also  proved  of  great  service  in  con- 
nection with  rifle-practice.  Suitable  cables  are  buried 
along  the  various  ranges,  and  there  are  special  arrange- 
ments at  the  diflTerent  firing-points  to  facilitate  rapid 
joining-up  of  the  apparatus.  For  this  particular  purpose 
the  instruments  are  fitted  in  Sedan  chairs,  so  that  they 
can  b^  easily  moved  from  place  to  place  and  be  pro- 
tected from  rain,  etc. 

The  principal  use  of  the  telephone  in  military  opera- 
tions is,  however,  as  a  telegraphic  receiver.  Ordinary 
telephonic  receiving  instruments  require  a  comparatively 
considerable  current  to  work  them  reliably,  and  for  the 
most  part  they  also  need  more  or  less  delicate  adjust- 
ment.   With  the  telephone  this  is  not  so ;  and,  conse- 
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quently,  almost  as  soon  as  the  telephone  came  into 
practical  use,  its  possible  value  as  a  military  telegraph 
instrument  was  appreciated ;  and  it  is  in  this  direction 
rather  than  in  its  use  for  articulate  speech  that  it  has 
made  progress  for  military  operations.  Its  extreme 
sensitiveness  renders  it  invaluable  for  conditions  under 
which  small  battery  power  and  inferior  line  insulation 
are  often  the  necessary  working  conditions. 

In  the  first  instance  it  was  proposed  to  use  the  tele^ 
phone  to  receive  currents  sent  by  a  Morse  key  in  the 
usual  way,  but  this  was  soon  proved  to  be  impracticable. 
The  sounds  produced  by  the  make  and  break  of  the  cir- 
cuit were  so  similar  that  there  was  a  tendency  on  the 
part  of  the  clerks  to  read  the  signals  reversed ;  also 
when  any  Morse  circuits  were  being  worked  in  the 
vicinity  the  induced  signals  caused  interference. 

To  eliminate  these  defects  a  system  of  sending  inter- 
mittent currents  was  introduced.  The  intermittent 
currents  produce  a  musical  note  in  the  telephone  as  a 
signal,  which,  of  course,  cannot  be  read  reversed,  nor 
is  it  appreciably  afTected  by  any  ordinary  induced  cur- 
rent. Further,  greatly  increased  sensitiveness  is  attained 
with  less  expenditure  of  battery-power. 

This  system  was  practically  tried  by  Major  Cardew, 
R.E.,  in  1 88 1,  when  the  arrangement  adopted  was  only 
very  slightly  different  from  that  used  at  the  present 
time. 

The  connections  of  the  system  are  shown  by  fig.  274. 
The  "  vibrator  "  V  consists  of  an  electro-magnet  with  an 
armature  mounted  upon  a  spring  and  a  back  contact- 
stop  ;  the  coils,  armature,  and  contact  forming,  with  the 
key  K,  a  local  circuit  for  the  battery  B^  which  consists  of 
only  a  few  cells.     On  the  depression  of  K  the  battery 
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circuit  is  completed,  so  that  the  armature  is  attracted, 
thereby  breaking  the  battery  circuit,  whereupon  the 
armature  falls  back  and  re-establishes  it ;  and  so  on, 
exactly  as  an  ordinary  trembler  bell,  except  that  the 
vibrations  are  sufficiently  rapid  to  produce  a  musical 
note.  It  will  be  seen  that  the  line  is  connected  through 
the  coils  of  V  and  the  telephone  receiver  R  to  earth. 

The  electro-magnet,  then,  with  its  vibrating  armature, 
is  employed  at  the  sending  end  of  the  line  to  transform 
the  ordinary  battery  current  into  a  pulsating  current 
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Fig.  274.     Cardew*s  Vibratory  System, 

capable  of  producing  a  musical  note  in  the  telephone ; 
the  signalling  is  effected  with  the  ordinary  Morse  code. 

The  telephone  on  which  the  signals  are  received  is 
inserted  in  the  line  and  not  on  the  back  contact  of  the 
key,  which  is  the  more  usual  plan.  The  reason  for  this 
is  that  the  telephone  at  the  sending  end  of  the  circuit 
performs  the  office  of  the  usual  galvanometer,  and  shows 
the  clerk  that  the  signals  are  going  out  to  line. 

It  may  be  observed  that  the  current  through  the 
vibrating  transmitter  is  practically  unaffected   by  the 
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State  of  the  line,  even  if  broken  or  very  leaky,  since  the 
resistance  of  the  magnet  is  only  10  ohms.  This  is  of 
great  utility,  as  signalling  has  frequently  to  be  carried 
on  through  a  broken  wire,  the  ends  of  which  make  more 
or  less  earth,  and  also,  in  some  cases,  through 
wires  lying  upon  the  ground.  In  fact,  it  may  be  said 
that  it  is  not  so  much  the  direct  intermittent  currents 
as  the  "  extra  currents  "  induced  in  V  by  the  charge  and 
discharge  of  the  coils,  that  secure  the  effective  signals 
on  this  system. 

The  connections  are  arranged  so  as  to  enable  a  Ber- 
thon  transmitter,  M,  to  be  used  for  speaking  when 
required,  the  magnet  coil  acting  as  an  induction  coil. 
No  switch  is  necessary  with  the  exception  of  a  con- 
tact-making switch  for  the  microphone  circuit,  which  is 
closed  by  the  action  of  the  hand  grasping  the  handle  of 
the  instrument.  Verbal  communication  is  only  per- 
mitted between  officers ;  all  messages  transmitted  by 
clerks  are  sent  in  Morse  characters  and  transcribed  in 
the  usual  way. 

The  advantages  of  the  system  for  field  work  may  be 
thus  summed  up : — 

1.  Its  extreme  sensitiveness,  enabling  communication 
to  be  effected  through  faulty  lines,  uninsulated  wires 
laid  on  the  ground,  very  bad  joints,  earths,  etc.  This  is 
of  great  importance  in  connection  with  hastily  con- 
structed lines ;  and  messages  have  frequently  been  got 
through  lines  which  were  altogether  unworkable  with 
ordinary  instruments.^ 

2.  The  great  saving  of  battery  power  effected  by  its 
use  :  10  cells  are  the  maximum  that  are  ever  used  with 
it,  and  it  works  with  even  one  cell ;  also  the  current,  being 
intermittent,  has  little  effect  in  polarising  the  battery.   Of 
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course,  when  the  microphone  is  used,  there  is  a  greater 
expenditure  of  battery-power,  but  this  is  not  an  essential 
part  of  the  system. 

3.  The  fact  that  the  telephone  as  a  receiving  instru- 
ment never  requires  adjustment  frequently  saves  much 
time  in  rapidly  running  out  a  line  and  getting  into 
communication. 

4.  Speech  may  be  resorted  to  when  desired  without 
change  of  connections  or  complication  of  instruments. 

5.  The  "buzzing"  signals  are  much  more  easily 
picked  up  by  operators  trained  to  read  flag  and  lamp 
signals  than  are  the  Morse  signals. 

Although  very  useful  in  field  telegraphy,  this  vibrating 
system  is  not  suitable  for  general  work  on  the  permanent 
telegraphs  of  the  country  for  the  following  reasons  : — 

1.  The  note,  or  "  buzz,"  is  more  fatiguing  to  the  reader 
than  the  ordinary  Morse  sound  signals,  at  any  rate,  to 
clerks  used  to  the  latter. 

2.  It  is  taken  up  by  induction  on  parallel  wires, 
causing  injurious  interference. 

3.  It  is  much  enfeebled  by  all  kinds  of  induction — 
electro-magnetic  induction  from  parallel  wires;  electro- 
magnetic inertia  from  the  electro  magnets ;  and  electro- 
static induction  on  long  lines,  especially  when  under 
ground  or  submarine. 

It  has,  however,  done  good  service  on  the  postal  tele- 
graphs in  getting  through  on  faulty  wires  after  a  heavy 
snow-storm. 

The  vibrator  system  above  described  is  in  some  cases 
superimposed  upon  a  Morse  circuit  by  aid  of  so-called 
"  separators.'*  Disturbance  of  the  vibration  signals  by 
the  direct  currents  of  the  Morse  system  is  prevented 
by  the  adoption  of  a  device  similar  to  that  used  by 
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Van  Rysselberghe  (p.  357) ;  that  is,  by  means  of  electro 
magnets  and  small  condensers. 

On  the  depression  of  the  key  of  the  Morse  circuit,  the 
\  raf.  condenser  forms  a  short-circuit  for  an  instant,  and 
thus  lowers  the  potential  of  the  battery.  At  the  same 
instant  an  electro-magnet  by  its  self-induction  retards 
the  passage  of  the  current  to  line. 

Both  these  effects  last  for  a  very  minute  fraction  of  a 
second,  but  are  sufficient  to  soften  off  the  click  in  the 
telephone  (which  would  otherwise  be  very  loud)  so  that 
it  is  not  perceptible  when  receiving  vibrator  signals,  and 
only  slightly  audible  even  when  no  other  signals  are 
being  received  by  the  telephone. 

Should  the  instruments  be  used  on  lines  having  one 
or  more  intermediate  stations,  the  connections  are 
slightly  different  at  each  station,  as  Sx  own  in  fig.  275. 

The  whole  Morse  apparatus  at  the  intermediate 
Station  is  now,  as  it  were,  shunted  by  *'he  J  mf.  con- 
denser. This  is  necessary,  as  otherwise  the  vibrator 
signals  received  from  one  side  would  hc^ve  to  pass 
through  the  coils  of  the  Morse  instrument  wh  n  the  key 
was  not  depressed,  which  would  diminish  their  force; 
while,  when  the  Morse  key  was  depressed,  they  would 
pass  by  the  battery,  which  would  not  diminish  their  force. 
The  signalling  on  the  Morse  would  therefore  interfere 
with  the  receiving  on  the  telephone  ;  but  by  putting  the 
condenser  across  the  Morse  circuit  this  is  quite  pre- 
vented, the  vibrator  signals  now  passing  through  this 
condenser,  which  opposes  no  resistance  to  them. 

If  it  be  desired  to  establish  a  temporary  intermediate 
station  on  a  line  worked  either  with  separators  or  with 
vibrators  alone,  it  can  be  done,  without  interfering  at 
all  with  the  normal   working,  by  attaching  a  vibrator 
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through  a  ^'vai.  (or  smaller)  condenser.     This  is  shown 
at  station  D  in  the  diagram  (fig.  275). 

It  would,  of  course,  not  be  necessary  to  use  a  separa- 
tor for  this  purpose  if  the  small  condenser  alone  were 
procurable. 
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P'g-  275.     Vibrator  System  superposed  on  a  Morse- Circuit. 

This  superimposing  system  will  undoubtedly  often  be 
of  considerable  value  in  field  service,  where  key-speed 
working  is  invariably  adopted,  and  where,  consequently, 
the  retardation  of  the  ordinary  Morse  signals  is  of  no 
moment 
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CHAPTER  XXVI. 

DOMESTIC  SWITCHBOARDS. 

In  warehouses,  factories,  and  other  large  establish- 
ments where  easy  communication  between  various  offices 
and  departments  situated  in  the  same  or  adjoining 
buildings  is  of  great  value,  or  in  large  private  residences, 
the  telephone  may  be  employed  with  great  advantage. 

A  great  number  of  neat  and  ingenious  devices  have 
been  made  in  this  connection,  the  essential  requirement 
for  which  is  simplicity  in  manipulation ;  and  domestic 
switchboards  to  meet  almost  any  conditions  both  as  to 
working  and  as  to  expense  and  finish  are  now  obtain- 
able. It  will  be  possible  here  to  describe  only  a  limited 
number  of  the  most  characteristic  forms. 

TJie  Consolidated, — Apart  from  the  fact  that  the 
Consolidated  Telephone  Company  was  one  of  the  first 
to  recognise  the  need  for  switches  of  this  class,  the 
switchboard  *  (fig.  276)  produced  by  them  is  worthy  of 
a  high  place  for  its  simplicity  and  compactness. 

To  the  left  of  the  figure  is  shown  the  telephone 
transmitter,  of  granular  form  :  it  is  fitted  upon  light 
brackets,  and  beneath   it   is  a  call-bell   of    the  form 

'  British  Patent  Specification  5,867  (December,  1889}. 
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shown  in  fig,  92.  Just  below  the  bell  is  ths  calling 
press-button.  On  the  right  is  the  telephone  receiver, 
hanging  upon  the  hook  <^^  an  automatic  switch.  In 
the  centre  is  the  handle  of  the  line-switch,  of  very 
convenient  capstan  form,  fitted  with  a  pointer.     Each 


office  or  room  on  the  system  is  provided  with  one  of 
these  instruments;  and  a  specially-made  cable  (con- 
taining one  wire  more  than  the  number  of  instrument" 
tp-  be  fixed)  makes  the  circuit  of  the  whole  system.  Tli* 
wires,  being  different  coloured,  are  easily  identified. 

Fig.  277  shows  in  diagram  form  the  back  of  the  instru- 
ment, from  which  the  whole  principle  of  working  will  be 
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clear.     Each  line  in  the  system  is  brought  to  a  spring 

o,  1,  2,  3, the  station  line  itself,  whatever  its 

number,  being  invariably  brought  to  "o."  The  station 
number  is  consequently  omitted  from  the  position-plate 
of  its  owii  instrument ;  for  instance,  in  fig.  276  "  6  "  does 


Fig-  377.    About  J  full  siie, 

not  appear  on  the  position-plate,  because  the  instrument 
illustrated  is  No.  VI. 

Fixed  upon  the  handle-axle,  immediately  behind  the 
pointer,  is  a  cam  c,  by  means  of  which  the  speaking 
and  calling  circuits  of  the  instrument  may  be  con- 
nected to  any  line.  Upon  the  same  axle  is  a  spiral 
spiing,  so  fixed  as  to  tend  always  to  hold  the  cam  in 


376  DOMESTIC  SWITCHBOARDS. 

the  zero  position,  as  shown ;  and  above  the  spz  ing  is  a 
circular  plate  A,  with  slight  gaps  in  its  periphery.  A 
circular  pin  /,  projecting  from  the  lever  L,  tends  to 
engage  in  these  gaps  through  the  tension  of  a  spiral 
spring  s.  When  p  is  free  to  engage  with  the  teeth  of  A 
it  acts  as  a  detent,  and  holds  the  cam  under  any  one  of 
the  springs  beneath  which  it  may  be  brought.  The 
form  of  the  teeth  allows  of  the  handle  being  easily 
turned  in  either  direction  within  the  limits  of  the  proper 
range.  In  connection  with  the  automatic  switch  S  is  a 
sliding  bar  B,  and  the  spiral  spring  attached  to  the 
switch  tends  to  raise  both  the  bar  and  the  switch-lever, 
which  are  normally  depressed  by  the  weight  of  the 
telephone  receiver.  Upon  B  is  fixed  a  stiff,  flat, 
insulated  spring  i,  which  is  normally,  as  shown,  just 
clear  of  the  end  of  lever  L,  and  actually  rests  against 
the  end  of  arm  D,  which  is  fixed  upon  A. 

Suppose,  now,  that  a  call  is  to  be  made  to  line  4. 
The  pointer  is  turned  to  "4,"  bringing  the  cam  under 
the  spring  so  marked,  a  position  in  which  it  will  be  held 
by  the  detent.  By  the  depression  of  K  a  current  will  be 
sent  to  line  4,  and  at  both  stations  the  receivers  will  be 
lifted  and  conversation  will  ensue.  The  removal  of  the 
receiver,  however,  besides  effecting  the  usual  alteration 
of  connections,  modifies  the  mechanical  conditions. 
Immediately  the  cam  is  turned  from  the  zero  position 
the  arm  D  moves  away  clear  of  the  flat  spring  d, 
which  consequently  rests  on  the  end  of  lever  L.  Now, 
when  B  is  raised  owing  to  the  removal  of  the  receiver, 
b  is  raised  clear  of  the  lever,  and  accordingly  moves 
slightly  forward.  When,  therefore,  at  the  conclusion  of 
the  conversation,  the  receiver  is  replaced,  the  end  of  b 
descends  upon  the  end  of  L,  and,  by  depressing  it,  frees 
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A  from  the  detent/,  whereupon  the  spiral  on  the  handle- 
axle  restores  the  cam  to  the  zero  position.  This  involves 
also  the  return  of  the  arm  D,  which  accordingly  presses 
the  spring  b  again  clear  of  the  end  of  L,  and  leaves/ 
free  to  engage  with  the  teeth  of  the  ratchet-disc  A.   Thus 
the  normal  position  is  automatically  restored  and  the  call 
of  any  station  can  be  answered  by  the  deptession  of  K, 
1 1  must  be  observed,  however,  that  if  the  handle  should  be 
turned  from  zero,  and  so  left  after  the  receiver  has  been 
replaced,  the  call  circuit  of  that  particular  instrument 
would  be  disconnected.    This  slight 
defect  might  be  readily  removed  by 
the  fitting  ofacontact  beneath  spring 
o,  upon  which  that  spring  would 
rest  when  the  cam  was  moved  from 
zero,  this  contact  being  connected 
to  a  second  lower  spring   at  the 
automatic  switch,  so  that,  so  long 
as  the  receiver  was  holding  down 
the  lever,  the  bell  circuit  would  be 
complete,  whatever  the  position  of 
the  cam.     The  prime  object  of  the 
automatic  replacement — the  pre- 
vention   of  "  replying  "  on  a  line 
that  has  not  called — is,  of  course,  not  affected.    It  should 
be  noted  however,  that  the  existing  arrangement  has  the 
advantage  of  preventing  systematic  eavesdropping  upon 
any  particular  circuit,  which  in  other  cases  can  generally 
be  managed  by  putting  the  instrument  to  receive  all 
calls  on  any  one  line. 

A  desk  form  of  this  instrument  is  also  made. 

It   is    evident   that  conversation   can  be  carried  on 
nmultaneously  by  any  pairs  of  stations ;  for  example, 


Fig,  278. 
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I  and  s,  2  and  4,  3  and  9  could  all  be  in  communication 
without  interference  from  each  other. 

The  Western  Electric. — The  form  of  domestic  switch- 
board produced  by  the  Western  Electric  Company  is 
shown  in  fig.  278.  This  is  arranged  to  work  by  p^  and 
cord,  instead  of  by  means  of  a  handle  with  cam  moving 
beneath  springs.  The  stock  size  is  for  ten  offices, 
and    the   boards   are  accordingly   provided   with   nine 


Fig.  ^9. 
switch-holeB  or  sockets,  into  any  one  of  which  the 
instrument- peg  can  be  placed.  Above  the  holes  is  a 
brass  bar  to  which  one  pole  of  the  ringing  battery  is 
connected,  and  fitted  upon  which  are  springs  so  placed 
that,  if  depressed,  they  make  contact  with  the  switch- 
sockets  over  which  their  ends  project,  but  in  such  a 
manner  that  the  peg  can  be  inserted  in  a  hole  without 
touching  the  corresponding  spring.     Thus  these  springs 
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serve  as  calling  press-buttons  on  each  line.  The  inser- 
tion of  the  peg  in  a  socket  connects  the  instrument  w^*il 
the  corresponding  line.  For  instance,  if  No,  S  wants  to 
speak  to  No.  9,  spring  9  is  depressed,  and  the  peg  is 
then  placed  in  socket  9.  No.  9  has  to  respond  by 
speaking. 

The  switchboard  comprises  a  transmitter  complete 
with  watch  receiver  and  a  belL  Fig.  279  shows  the 
connections  for  three  stations — 5,  6,  and  7. 


Anders-Elliot. — Fig.  280  shows  an  inexpensive  com- 
bination of  domestic  switchboard,  complete  with 
mii:rophonic  transmitter  and  Bell  receiver.  The  station- 
line  is  always  connected  to  the  centre  contact-stud  of 
the  switch  and  the  other  lines  to  the  studs  on  either  side, 
according  to  their  station  numbers. 

The  apparatus  is  used  in  the  following  manner : — The 
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switch  is  turned  to  the  stud  of  the  line  required,  and 
held  there  until  the  call  has  been  given  and  the  telephone 
receiver  removed  from  the  hook.'  The  rising  of  the  auto- 
matic switch-lever  causes  the  line-switch  to  be  held  in  the 
required  position,  and  the  telephone  is  then  connected  to 
the  line  of  the  station  that  has  been  called.  Replacing 
the  receiver  secures  that  the  line-switch  shall  return  to 
zero,  and  thus  automatically  restore  the  normal  con- 
ditions. The  mechanical  action  is  obtained  by  means 
of  the  device  shown  in  fig.  281.     The  disc  D  is  fixed 


Fig.  281. 

upon  the  position-switch  axle,  and  turns  with  it;  in 
its  centre  is  fixed  the  double  cam  r,  which,  being 
acted  upon  by  the  two  flat  springs  j,  y,  tends  to 
maintain  a  vertical  position,  and  so  hold  the  switch 
to  zero.  If,  therefore,  the  switch  be  turned  to  either 
side  as  shown,  j,  j'  will  ordinarily  restore  it  to  its  normal 
position  as  soon  as  the  handle  is  released.  When 
however,  the  automatic  switch-lever  is  raised  by  the 
removal  of  the  telephone  receiver,  a  spring  friction- 
brake  B,  which  partly  surrounds  the  disc,  is  brought 
into  contact  with  its  periphery,  and  by  this  means  the 
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switch  is  held  in  any  position  to  which  it.  ay  be  brought, 
against  the  influence  of  the  springs  s,  /.  The  replace- 
ment of  the  receiver  upon  the  hooic,  by  raising  the  inner 
end  of  the  switch-lever  L,  removes  the  friction-brake, 
and  the  springs  automatically  restore  the  switch  to 
zero.  This  instrument  is  the  invention  of  Messrs. 
Anders,  Elliot  &  Co.' 

"Line  Selectors." — This  is  the  designation  of  a 
domestic  switch  for  several  lines,  which  is  made  by 
the    International    Electric   Company.        Its    general 


Fig.  a83. - 

principle  i»  similar  to  the  peg-and-cord  arrangement 
of  the  Western  Electric  Company,  except  that  the 
ordinaiy  press-button  is  employed  in  lieu  of  a  special 
spring  for  each  line.  It  is  arranged  also  with  the- 
switch  portion  independent  of  the  telephone,  etc. 
(fig.  282),  to  facihtate  the  use  of  any  form  of  telephone 
according  to  requirement,  and  also  because  it  is. 
claimed  that  in  many  cases  particular  points  need., 
only  to  communicate  with  a  limited  number  of  stations 
in  a  system, and  not  with  all;  in  which  circumstances 
thi;  number  of  holes  in  the  line  selectors  at  such  points 

I  British  Patent  Bpecificalion  3,404  {1891). 
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may  be  reduced  accordingly.  The  difTerence  In  cost, 
however,  would  generally  be  very  trifling,  while  the 
reduction  in  convenience  would  very  probably  be  con* 


Fig  283. 

siderable.  Where  it  would  be  worth  while  to  make  the 
reduction  would  be  in  the  case  of  stations  (for  instance, 
coachman's  house  or  gardener's  lodge)  which  were  at  a 
distance  from  the  general  group.  In  such  cases  the 
running  of  one  (or  two)  wires,  instead  of  the  full  number, 


USE  OF  ONE  CALLBA TTER Y  FOR  ALL  STA TIONS.  383 

might  make  a  considerable  difference.  It  may  be 
remarked  that,  in  the  same  way  on  the  systems  already 
described  all  the  points  need  not  be  fully  connected. 

As  in  all  these  systems,  if  two  \w\r^s  above  the  number 
of  stations  be  used,  a  ringing  battery  common  to  all  the 
stations  may  be  employed.  The  connections  of  five 
stations.  A— E,  are  shown  by  fig.  283,  in  which  typical 
differences  in  the  forms  of  telephones  are  indicated.  At 
stations  A  and  E  are  shown  table  telephones — ^the  latter 
complete  and  the  former  requiring  a  separate  bell  the 
case  of  which  also  encloses  the  induction  coil.  For  such 
circumstances  wall  (or  table)  rosettes  are  used  (fig.  99), 
from  the  centre  of  which  the  flexible  cord  is  brought 
to  the  telephone  set. 

Sloper's  "  Secret  **  System,^ — The  General  Electric 
Company  have  introduced  a  very  simple  and  ingenious 
device,  by  means  of  which,  it  is  claimed,  a  conversa- 
tion can  be  carried  on  between  any  two  points  in  the 
system  without  the  possibility  of  its  being  overheard  by 
a  listener  at  any  other  point.  The  general  system  for 
four  stations,  3,  4,  5,  6,  is  shown  diagrammatically  in 
fig.  284. 

As  usually  constructed,  the  press-button  P  is  concentric 
with  the  revolving  cam  c,  but  in  the  diagram  it  is  shown 
separate  for  clearness.  For  ordinary  use  the  switch  is 
worked  substantially  in  the  manner  already  described 
for  other  systems.  The  caller  places  his  switch  to  the 
number  of  the  required  correspondent,  and  rings  by 
depressing  the  button,  whereupon  the  correspondent 
replies  by  speaking  (his  switch  being  to  "reply,"  as 
shown  at  offices  4  and  6).  Conversation  can  then  take 
place  over  the  called-ofiice  line  and  the  return  wire* 

British  Patent  Specification  1,336  (July,  1891). 


SLOPEteS  "  SECRBT"  SWITCB. 


'* SECRET''  SWITCH,  385 

Suppose,  now,  that  No.  3  calls  No.  5  in  this  manner; 
that  No.  5  replies,  and  is  told  that  No.  3  wishes  to 
speak  privately;  No.  5  thereupon  turns  his  switch  to 
•*  3,"  and  Nos.  3  and  S  both  lift  their  "secret  switch"  s 
to  the  position  shown  in  the  figure.  Springs  a  and  b 
are  thus  lifted  from  their  contacts  and  electrically 
joined.  The  return  wire  is  now  discarded,  and  the 
circuit  may  be  traced  from  telephone  3,  through  the 
automatic  switch  A,  the  cam  C,  line  5,  springs  a 
and  b  of  No,  5  switch.  No.  5  secondary  coil  s  and 
telephone  T,  the  automatic  switch  and  cam  C,  back 
through  line  3  to  No.  3  switch,  and  so  by  way  of 
the  springs  a  and  b  through  the  secondary  coil  to  No.  3 
telephone.  In  effect,  the  circuit  is  made  up  of  both 
correspondents'  lines,  instead  of  comprising  the  called- 
office  line  and  the  return  wire.  The  replacement  of  the 
telephone  upon  the  hook  of  the  automatic  switch 
also  presses  down  the  secret  switch  to  its  normal  posi- 
tion.  Of  course  the  simultaneous  communication  be- 
tween .other  offices,  either  by  return  wire  or  also  on  the 
secret  plan,  is  not  interfered  with. 

This  IS  probably  as  near  to  a  secret  system  as 
the  domestic  switchboard  principle  will  admit  of,  but, 
inasmuch  as  any  other  office  can  switch  on  to 
one  of  the  speaking  lines  (say.  No.  6  switches  on  to 
No.  5  in  the  position  shown),  the  "  capacity "  on  the 
other  side  of  telephone  No.  6,  namely,  No.  6  induction 
coil,  the  return  wire,  and  the  whole  set  of  ringing 
batteries  connected  to  it,  makes  it  quite  likely  tliat  No.  6 
would  be  able  to  overhear. 
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CHAPTER  XXVII. 

SELECTIVE!  OR  INDIVIDUAL  SIGNALS. 

The  average  user  of  a  telephone  circuit  requires  to 
employ  the  line  for  a  very  small  proportion  of  the 
business  day,  so  that  when  such  a  subscriber  has  sole 
use  of  a  circuit  it  is  idle  for  most  of  the  time.  If  by  any 
means  a  single  circuit  could  be  so  placed  at  the  disposal 
of  several  such  subscribers  that  the  efficiency  of  the 
service  to  each  was  not  materially  reduced,  a  considerable 
increase  in  the  earning  power  of  Ihe  line,  and  a  more  or 
less  corresponding  reduction  in  the  expense,  would 
obviously  result.  There  are,  of  course,  subscribers  who 
use  their  wire  almost  continuously,  and  these  must 
necessarily  have  a  circuit  entirely  at  their  disposal ;  but 
the  average  subscriber  does  not  exceed  ten  calls  per  day, 
so  that  there  appears  ample  room  for  the  development  of 
such  a  system,  and  the  subject  has  proved  a  tempting 
one  for  inventors ;  but,  although  many  theoretically  good 
solutions  have  been  devised,  it  cannot  be  claimed  for  any 
of  them  that  they  have  satisfactorily  met  the  practical 
requirements  of  the  case. 

One  important  source  of  difficulty  in  this  connection 

>  Thii  tenn  is  adopted  from  a  paper  read  by  Mr.  Thoa.  D.  Lockwood 
(Trans.  Am.  Inst.  Electrical  EDgineen,  June,  1892,  toL  ix.),  from  which 
s«me  ef  the  historical  refereoces  ia  this  chapter  are  also  taken. 
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is  the  fact  that  the  telephone  circuit  is  for  the  use,  not 
only  of  trained  operators,  by  whom  any  special  instruc- 
tions are  easily  understood,  but  also  for  people  for 
whom,  from  their  position  or  from  their  lack  of  technical 
training,  simplicity  of  working  is  an  essential  condi- 
tion of  usefulness.  Herein  lies  the  primary  diflference 
between  the  application  of  several  stations  t;o  a  telegraph 
circuit  and  a  similar  application  in  telephony. 

The  conditions  required  for  a  good  selective  signal 
system  are : — 

1.  The  exchange  operator  must  be  able  to  call  any 
required  subscriber  on  the  "  omnibus  "  circuit  without 
disturbing  any  other. 

2.  Each  subscriber  must  be  able  to  call  the  exchange 
without  disturbing  the  others. 

3.  It  must  be  impossible  for  any  subscribers  on  the 
circuit  to  overhear  or  to  interrupt  a  conversation  in  which 
they  are  not  engaged. 

4.  The  subscribers  of  the  omnibus  circuit  must  be 
able  to  inter-communicate,  either  with  or  without  assist- 
ance from  the  exchange  (preferably  without). 

It  has  been  assumed  in  the  above  conditions  that 
there  is  a  central  or  controlling  office;  but  this,  of  course, 
need  not  necessarily  be  the  case  if  only  the  group  of 
subscribers  on  the  one  selective  system  are  concerned. 

The  idea  of  selective  signalling,  either  in  principle  or 
in  fact,  was  involved  in  many  telegraphic  devices  long 
before  the  invention  of  the  telephone.  The  following 
may  be  mentioned  as  instances  of  inventions  made  with 
the  precise  object 

H.  and  E.  Highton,  in  1848,  patented  a  device  based 
upon  combinations  of  several  lines,  two  or  more  of 
which  should  extend  from  a  terminal  to  two  sub-stations- 
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The  principle  of  this  circuit-arrangement  device,  in  its 
later  development,  may  be  explained  by  aid  of  fig.  285, 
in  which  ten  main  lines,  by  being  made  to  intersect  each 
other  at  some  one  sub-station,  afford  means  of  inde- 
pendently signalling  any  one  of  45  sub-stations.      For 
instance,  station  No.  37  might  be  called  by  using  lines 
F  and  H.     If  wbethe 
number  of  lines,  then 
thenumber  of  stations 
that  can  be  selectively 
signalled  on  this  plan 

would  be .  No 

2 
unusual  apparatus  is 
required  for  the 
system,  which  has 
been  applied  in  many 
different  ways. 

Again,  in    1850,  E. 

Highton  proposed  the 

use  of  two  wires,  with 

currents    of   varying 

strength,  and  in  both 

directions. 

Fig.  385.     Principle  of  Circuit-Mrange-  Wilde.in  l863,prO- 

ment  CftUine  S^iem.  tected  the  device   of 

a  step-by-step  movement,  excluding  or  including,  by 

means  of  insulated  segments  on  a  metallic  disc,  any 

telegraph  station  or  stations  as  required. 

The  idea  of  synchronised  clocks  at  each  end  of  a  main 
line,  by  which  it  would  be  connected  by  certain  branch 
lines  to  sub-stations  at  the  two  ends  for  definite  times, 
was  first  put  forward  by  De  Bonneville  in  1865. 
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As  already  stated  (p.  139)  Bizot  invented  a  plan  for 
selectively  ringing  bells  by  means  of  pendulum  hammers 
adjusted  at  each  station  to  a  different  length. 

Further,  as  is  very  suitably  pointed  out  by  Mr. 
Lockwood,  the  principles  which  govern  printing  tele- 
graphy are  also  closely  related  to  selective  signalling. 

In  spite,  however,  of  the  large  amount  of  labour  that 
has  thus  been  devoted  to  the  general  development  of  the 
matter,  and  the  attention  that  its  special  application  to 
telephonic  practice  has  secured,  selective  signalling  has 
not  yet  proved  its  claim  to  recognition  for  practical 
working  conditions. 

A  few  representative  systems  of  the  large  number  that 
have  been  practically  employed  to  a  limited  extent  may, 
however,  be  explained. 

(ay-^ADER'S  SYSTEMS 

This  system  is  adapted  to  metallic  circuits,  and  has 
been  used  to  some  extent  in  Paris.  It  allows  of  four 
independent  subscribers  to  an  exchange  being  placed  on 
a  double-wire  circuit. 

The  coils  of  a  polarised  relay  at  each  station  are  in 
circuit  on  one  of  the  lines,  and  the  other  line  is  completed 
through  the  automatic  switches  of  the  telephones. 
Between  the  relays  at  stations  II.  and  III.  the  former  line 
is  put  to  earth  through  the  tongue  of  a  relay.  When 
the  operator  at  the  central  station  wishes  to  call  either 
of  the  four  subscribers,  he  disconnects  one  of  the  two 
wires  and  sends  into  the  other  a  positive  or  negative 
current,  which,  according  to  the  line  chosen  and  the 
direction  of  the  current,  actuates  one  of  the  four  relays. 
When  a  subscriber  unhooks  his  telephone  the  metallic 

•  "Journal  Td^graphique,**  vol.  xi.,  p.  189. 
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circuit  becomes  complete  throughout,  the  earth  is  dis- 
connected, and  telephonic  conversation  can  take  its 
regular  course. 

At  the  exchange,  in  addition  to  the  usual  switch  con- 
nections, the  line  is  specially  fitted  with  the  four  press- 
buttons,  I  to  4  (fig.  286) ;  and  the  indicator  is  inserted  in 
the  circuit  as  shown,  so  that  it  is  actuated  whenever  any 
one  of  the  four  stations  calls. 

When  either  of  the  subscribers  is  required  to  be  called, 
the  exchange  operator  has  only  to  depress  one  of  the 
buttons  P  I,  2,  3,  or  4.  By  the  depression  of  p^  a  nega- 
tive current  from  battery  B^  is  sent  to  line  i,  and  line  2 
is  disconnected.  By  the  depression  of  p^  a  positive 
current  is  sent  to  the  same  line  from  battery  B^  while 
line  2  is  disconnected.  In  the  same  way  negative  and 
positive  currents  respectively  pass  to  line  2  by  the 
depression  of  Pq  and  p^. 

A  call  current  from  a  subscriber  passes  from  line  I  by 
way  of  press-buttons  i  and  2,  through  the  indicator,  and 
the  switch-springs,  and  so  back  to  line  2  through  P3 
and  P^. 

On  receiving  a  call  the  operator  at  once  places  the 
telephone  in  circuit,  and  is  thereupon  in  communication 
with  whichever  subscriber  has  called. 

Turning  now  to  the  four  subscribers'  stations,  I.  to  IV. 
The  apparatus  at  each  of  these  consists  of  a  special 
telephone  set,  including,  besides  the  transmitter,  receiver, 
and  call-bell,  a  special  automatic  switch,  a  press-button 
P,  an  indicator  s,  and  a  polarised  relay  R.  The  local 
circuit  of  relay  R'  normally  joins  line  2  to  earth  between 
the  second  and  third  stations.  The  call  from  the 
exchange  traverses  the  following  circuit :  On  Pi  being 
depressed  a  negative  current  passes  through  line  i,  and 
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that  the  system  requires  at  least  six  wires  making  the 
circuit  of  the  four  subscribers,  so  that  for  economical 
reasons  it  is  usually  applied  only  where  the  four  stations 
are  situate  in  the  same  building. 

(b.y-ERICSSOA*S  A  UTOAfA  TIC  SWITCHBOARD. 

The  essential  principle  of  an  automatic  switchboard 
is'  the  use  of  a  single  circuit  between  the  controlling 
station  (the  exchange)  and  a  distant  point  from  which 
various  subscribers'  lines  branch  off.  The  number  of 
branch  lines  is  necessarily  limited,  as  otherwise  the 
automatic  switchboard  would  become  very  complicated. 

The  Ericsson  switchboard,  represented  diagrammati- 
cally  by  fig.  287,  is  intended  for  five  subscribers,  and 
works  entirely  automatically  at  the  point  from  which 
the  subscribers'  wires  radiate  from  the  single  line  wire. 

The  switch  is  of  the  step-by-step  type,  having  a  dial 
to  five  insulated  points  on  which  the  subscribers*  lines 
I — 5  are  connected,  and  over  which  moves  a  pointer 
shown  in  the  figure  as  turned  to  "  3."  In  its  vertical 
(zero)  position  the  pointer  makes  connection  with  five 
other  contact-points,  a — e^  The  forward  movement  of 
the  pointer  is  effected  through  the  armature  of  the 
electro-magnet  E^,  each  complete  movement  of  which 
takes  the  pointer  one  step  forward.  The  pointer  is 
restored  to  zero  by  a  single  movement  of  the  armature 
of  Eg.  Each  of  these  electro-magnets  has  a  resistance 
of  200".  Below  the  dial  is  fitted  a  so-called  "gal- 
vanometer "  G,  which  is  practically  a  slow-acting  relay 
having  a  neutral  position.  The  tongue  is  connected  to 
earth,  and  one  end  of  the  coil  is  joined  to  the  exchange 
line.     The  resistance  of  this  coil  is  25*, 

Beneath  the  galvanometer  is  a  series  of  five  polarised 
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relays  of  special  construction,  three  only  of  which,  L^, 
Lj,  Lg,  are  shown  in  the  figure.  The  resistance  of  the 
coils  of  these  is  1,750*.     The  normal  position  of  the 
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Call -switch. 

armatures   and  levers  of  these  relays  is  shown  by  the 
separate  diagram,  fig.  288.     On  the  lever  f  is  an  in- 
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sulated  stop,  beneath  which  rests  a  projection  from  arm  g^ 
which  is  fitted  to  the  armature.  A  spring  tends  to 
push  the  lower  end  of  lever /to  the  left,  but  the  projec- 
tion on  arm  g  ordinarily  prevents  this ;  while,  on  the 
other  hand,  as  soon  as  a  current  moves  the  armature  over 
so  that  the  end  oif  is  free  from  the  detent  on  g^  it 
immediately  moves  to  the  left,  and  the  armature  is 
thereby  prevented  from  returning  to  its  normal  position, 
and  is  at  the  same  time  electrically  connected  with  a 
contact-spring  on/  through  the  arm  g.  The  armatures 
of  all  the  electro-magnets,  and,  consequently,  the  arms  g^ 
are  all  connected  together,  and  to  the  axis  of  the  dial- 
pointer  and  the  back-stop  of  the 
electro-magnet  b^.  The  bell-crank 
levers  h  have  a  common  axis,  so  that 
they  all  move  together,  and  in  their 
normal  position  their  vertical  arms 
rest  by  an  insulated  stud  against  the 
levers  /  while  the  contact  on  their 
horizontal  arm  is  just  clear  of  the 
Fig.  288.  h'ght  springs  k^    the    end    of  which 

normally  makes  contact  with/. 

In  order  to  call  either  of  the  subscribers,  the  operator 
at  the  central  station  sends  a  scries  of  positive  currents 
from  a  battery  of  from  35  to  50  Leclanche  cells.  These 
currents  pass  through  the  coil  of  G,  the  contacts  and 
levers  of  Eg  and  E^,  to  the  axis  of  the  pointer  on  the 
dial,  and  thence  by  way  of  the  contacts  a — e  and  the 
coils  of  the  five  relays  L^,  L^,  etc.,  through  the  subscri- 
bers* lines,  to  earth.  The  direction  of  the  current  is  such 
that  it  does  not  affect  the  armatures  of  the  relays  ;  and, 
being  a  direct  current,  neither  does  it  ring  the  magneto 
bells  at  the  subscribers'  stations ;  its  whole  effect,  therefore, 
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IS  to  actuate  the  "  needle  "  of  G,  which  it  deflects  to  the 
upper  stop.  This  needle  is  very  heavy ;  it  is  composed 
of  three  rods  of  magnet  steel,  and  is  maintained  in 
neutral  position  by  a  strong  directing  magnet  and  a 
brush  of  badger-hair  rubbing  against  a  steel  rake.  Its 
motions  are,  therefore,  relatively  slow,  and,  in  returning 
to  its  position  of  rest,  it  is  scarcely  deflected  beyond  it, 
being  gently  arrested  by  the  brush.  Moreover,  having 
reached  the  limit  of  its  movement,  it  remains  in  contact 
for  about  a  second .  By  means  of  the  u  pper  contact  a  new 
circuit  of  low  resistance  through  the  coils  of  E^  is  com- 
pleted, and  the  current,  by  passing  that  way,  causes  the 
attraction  of  the  armature  of  E^.  This  armature  is  con- 
nected with  a  ratchet  wheel  on  the  axis  of  the  pointer^ 
and  its  movement,  therefore,  causes  the  pointer  to 
advance  by  one  step,  so  that  it  is  brought  to  position  i, 
and  is  in  connection  with  the  first  subscriber.  By  this 
movement  the  exchange  line  is  through  to  subscriber 
No.  I,  by  way  of  G,  contacts  and  armatures  of  Eg  and  E^^ 
and  the  dial-pointer ;  while  none  of  the  electro-magnet 
coils  of  the  relays  are  in  circuit.  The  central  station  or 
subscriber  No.  I  can  call  one  another  by  means  of  the 
magneto  without  disturbing  anybody,  for  the  galvano- 
meter is  not  actuated  by  these  reversed  currents.  The 
other  four  subscribers  are  disconnected,  and  can  neither 
disturb  the  established  conversation  nor  overhear  it. 

If,  instead  of  requiring  the  first  subscriber,  the  central 
station  wishes  to  call  another,  a  ^corresponding  number 
of  positive  currents  is  sent  to  line,  and  the  pointer  is 
thus  brought  into  the  required  position. 

To  restore  to  the  normal  condition,  the  operator 
sends  a  negative  current  of  about  two  to  four  seconds" 
duration.    The  needle  of  G  is  thereby  deflected  to  the 
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left,  and  completes  the  circuit  of  Eg  through  the  lower 
contact  As  soon  as  the  armature  of  E^  leaves  its  back- 
stop, the  subscriber's  line  is  broken,  and  the  entire 
current  passes  through  E*.  By  the  attraction  of  the 
armature  the  ratchet  wheel  of  the  pointer  is  left  free, 
and  it  at  once  returns  to  its  zero  position  by  the  tension 
of  a  spring,  which  has  been  wound-up  by  the  advance  of 
the  pointer.  Thus  the  whole  apparatus  is  restored  to 
the  normal  condition. 

Now  suppose  that  subscriber  No.  i  wishes  to  call  the 
exchange.  By  a  turn  or  two  of  his  magneto-generator 
alternating  currents  are  sent  through  line  i,  and  pass  by 
way  ofyj  k  (fig.  288),  the  coils  of  L^,  the  dial-contact  a 
and  the  pointer,  through  the  galvanometer  coil  G  to  the 
exchange  line.  For  a  very  short  period  there  is  also  a 
circuit  through  each  of  the  other  lines,  but  the  move- 
ment of  the  armature  of  L^  immediately  brings  about 
the  change  of  connections  that  is  shown  in  fig.  287. 
Contact  is  made  between  /  and  g  of  the  relay  L^  j  and  / 
presses  back  the  crank-lever  A,  by  which  the  contact 
between  springs  k  and  levers/" is  broken  at  each  relay,  as 
shown  in  the  figure.  All  the  electro-magnets  are,  there- 
fore, out  of  circuit,  and  the  current  from  line  i  can  pass 
by  way  of  /,  g^  and  the  pointer  only  to  the  exchange, 
where  it  passes  through  an  electro-magnet.  The  needle 
of  G  does  not  move,  and  direct  connection  is  made 
between  the  subscriber  and  the  central  station  without  the 
pointer  leaving  its  normal  position.  The  calling  station  can 
thus  speak  to  the  exchange  operator,  or  be  put  through 
to  another  subscriber  at  will.  At  the  conclusion  of  the 
conversation  the  operator  sends  a  negative  current  to 
line,  which  actuates  the  armature  of  E^.  The  pointer  is 
already  at  zero,  but  the  movement  of  the  armature  lifts 
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a  rod  r  (fig.  288),  which  acts  upon  a  crank  fixed  on  the 
same  axis  as  levers  h,  whereby  the  levers  are  brought  back 
to  their  normal  position,  and  the  armature  of  relay  L^  is 
also  permitted  to  be  restored  by  the  action  of  its  spring. 

Suppose  now  that  a  subscriber  wishes  to  speak  with 
another  subscriber  whose  line  branches  ofT  from  the 
same  switch — if,  for  instance,  Na  i  asks  for  No.  3  ;  the 
central  station,  called  by  subscriber  No.  i  and  informed 
of  the  requirement,  will  send  three  positive  currents  to 
line,  and  thus  place  the  pointer  on  3,  as  shown  in  the 
figure  (fig.  287).  The  two  subscribers,  Nos.  i  and  3,  and 
the  central  station  are  now  connected  together.  In  order 
to  restore  the  whole  system  to  its  state  of  rest  on  the 
termination  of  the  conversation  the  central  station  will 
send  a  negative  current,  and  the  armature  of  electro- 
magnet E,  will  then  fulfil  both  its  functions  :  in  the  first 
place  it  will  bring  back  the  pointer  to  zero;  and, 
secondly,  it  will  restore  the  levers  h  to  their  normal 
position  as  indicated  by  fig.  288. 

If  fewer  than  five  subscribers  have  to  be  connected 
with  the  central  station,  the  dial-contacts  not  used  are 
connected  to  earth  through  a  resistance  of  no  ohms. 

{c.\-J0HNST0I7   STEPHEN'S    SYSTEM. 

Mr.  Johnston  Stephen  applies  to  his  system  the  prin- 
ciple of  calling  by  means  of  pendulums  of  different 
length,  first  proposed  by  Bizot  for  the  individual  call  of 
telegraph  stations  (pp.  139  and  389).  In  fig.  289  is 
given  a  diagram  showing  the  complete  arrangement 
of  a  subscriber's  station,  placed  with  a  certain  number 
ot  similar  stations  on  a  single  wire.  T  is  the  micro- 
telephonic  apparatus,  and  K  the  press-button ;  M  is  a 
polarised  electro-magneti  whose  armature  can  take  up 
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two  positions :  the  position  of  rest,  d,  when  a  current  cir- 
culates through  the  h'ne  in  the  direction  of  the  arrows, 
and  the  position  rf^,  when  this  current  is  of  opposite 
direction  ;  s^  is  a  lever,  the  two  arms  of  which  are 
insulated  from  one  another,  but  are  normally  in  contact 
with  the  insulated  springs  /  and  l^ .  Lever  S^  is 
pivotted,    and   a  spiral  spring  tends  to  pull  its   upper 
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Fig.  289.     Johnston  Stephen's  Pendulum  Selective  Signaller  and 

Cut-out  Switch. 

arm  to  the  right,  but  it  is  normally  kept  in  a  vertical 
position  by  two  hooks  ^  and  c^.  The  pendulum  P  has  a 
different  length,  and  therefore  a  different  rate  of  vibra- 
tion, at  each  station  ;  at  its  axis  it  carries  a  forked  arm 
projecting  horizontally.  Vi^  is  an  ordinary  electro-magnet 
arranged  to  act  upon  an  armature  on  the  pendulum  rod 
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The  operation  of  the  apparatus  by  the  call  of  the 
controlling  station,  and  the  mode  of  connecting  this 
subscriber  with  another  placed  on  the  same  or  another 
wire,  will  be  readily  followed. 

The  subscriber  calls  the  exchange  (situated  on  the 
left,  fig.  289)  by  depressing  K.  The  current  passes 
through  jj,  a,  and  electro-magnet  M  to  line,  and  so  to  the 
exchange.  It,  ofcourse,  passes  through  the  coils  M^  and 
M  of  the  subscribers*  stations  which  intervene  between 
the  calling  station  and  the  exchange,  but  only  pro- 
duces a  very  slight  oscillation  of  the  pendulum  P.  It 
cannot  alter  the  position  of  the  armature  a^  because  it 
has  not  the  proper  direction.  The  communication 
between  the  central  station  and  the  subscribers  situated 
on  the  right  of  the  calling  station  is  interrupted  so  long 
as  the  button  K  is  depressed. 

The  subscriber  unhooks  the  telephone,  tells  the 
exchange  operator  the  number  of  the  subscriber  with 
whom  he  wants  to  speak,  and  again  suspends  the  tele- 
phone. 

The  operator  at  the  exchange  singles  out  the 
called  subscriber.  For  this  purpose  he  has  a  sort  of 
metronome  to  which  he  can  impart  the  rate  of  oscilla- 
tion of  the  pendulum  of  any  subscriber  (p.  137).  This 
metronome,  in  performing  its  oscillations,  sends  inter- 
mittent positive  currents  to  line,  which  do  not  affect  the 
armatures  a,  but  influence  all  the  pendulums  P  ;  that  one 
only  of  the  pendulums,  however,  whose  rate  of  oscillation 
corresponds  to  that  of  the  currents,  gradually  attains 
sufficient  amplitude  to  raise  the  hooks  c  and  ^1,  thereby 
permitting  the  lower  part  of  lever  S^  to  be  drawn  to  the 
left  by  the  action  of  the  spiral  spring.  The  intermitteni 
currents  from  the  central  station  now  cause  the  bell  Xu 
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ring  at  the  station  thus  singled  out  by  passing  through 
the  bell-coils  instead  of  through  M^. 

The  called  subscriber  unhooks  his  telephone,  and 
is  informed  by  the  exchange  that  a  certain  other  sub- 
scriber wishes  to  speak  with  him.  After  receiving  this 
communication  the  telephone  is  again  suspended. 

The  operator  at  the  exchange  then  singles  out  the 
calling  subscriber  by  the  method  previously  employed, 
and  sends  a  negative  current  to  the  line  (or  to  the 
lines  if  the  calling  and  the  called  subscribers  are  on 
different  lines).  All  the  armatures  a  hereby  take  up 
the  position  ^/^,  and  make  contact  with  spring  j^,  but 
the  detent  c^,  at  all  stations  not  required,  maintains  s^  in 
its  normal  position.  The  movement  of  the  armatures  at 
the  calling  and  called  stations  permits  the  detent  c  to 
again  engage  with  the  pin  on  the  upper  arm  of  Si. 

By  this  movement  of  the  armatures  «,  the  discs  d  at 
all  stations  become  visible,  and  indicate  that  the  line  is 
engaged.  At  the  calling  and  called  stations  the  bell 
rings  to  show  that  they  are  through ;  and  at  all  the 
other  stations  the  current  passes  through  M,  a,  s^,  and  /, 
so  that  the  telephone  T  and  the  button  K  are  not  in 
circuit,  and  it  is  therefore  impossible  for  any  of  the  other 
subscribers  either  to  interfere  with  the  conversing  sub- 
scribers or  to  overhear  their  conversation. 

When  the  conversation  is  finished  one  of  the  subscri- 
bers sends  a  current  to  the  central  station  by  depressing  K, 
thus  informing  the  operator  that  the  line  or  lines  can  be 
restored  to  normal.  f«  The  operator  thereupon  sends  a 
strong  positive  current  to  line,  which  brings  back  all  the 
armatures  a  to  position  d.  At  the  stations  that  have  been 
in  communication  a  further  result  of  this  restoration  of 
the  armatures  is  to  make  the  hooks  c  bring  back  the 


POST-OFFICE  '* SECRET"  SYSTEM.  403 

levers  S^  to  their  normal  position,  as   indicated   in   the 
figure,  so  that  the  whole  circuit  is  restored. 

Should  the  subscribers  who  have  been  in  communica- 
tion fail  to  send  the  ring-off  signal,  the  rest  of  the 
subscribers  are,  of  course,  unable  to  call  the  central 
station  ;  but  it  would  be  the  duty  of  the  operator  there 
not  to  permit  two  subscribers  to  be  through  for  any- 
excessive  period  :  after  a  reasonable  time  the  restoring 
current  should  be  sent,  even  if  no  ring-off  signal  has  been 
given. 

id.)— POST    OFFICE    ''SECRET"    SYSTEAf. 

A  very  simple  and  efficient  system,  which  provides 
for  absolute  secrecy  in  communication  between  any  two 
offices  on  a  circuit,  is  in  use  by  the  British  Post  Office, 

It  is  not  ordinarily  arranged  for  selective  signalling, 
but  if  needed  this  could  be  easily  added  ;  neither  is 
it  placed  under  the  control  of  a  certain  office,  its  special 
feature  being  rather  that  any  two  offices  shall  be  able 
to  communicate  without  interference  or  overhearing, 
although  no  special  system  of  working  is  employed. 

Each  office  is  provided  with  a  complete  telephone,  fitted 
with  a  double  press-button  and  an  extra  switch-lever, 
and  having  specially-arranged  connections,  a  relay,  and 
an  electro-magnetic  switch.  The  latter  instrument  (as 
indicated  by  fig.  290)  is  practically  a  relay  with  two  levers 
actuated  simultaneously  and  moving  between  indepen- 
dent contacts.  In  order  that  there  may  be  no  break  in 
the  circuit  during  the  passing  of  the  switch-levers  from 
the  normal  position  to  the  "  front "  contacts,  prolonging 
springs  are  fitted  to  each  lever.  Further,  a  shunt-coil 
of  60**  is  joined  across  the  electro-magnet  coils  so  as  to 
eliminate  the  effect  of  the  *'  extra  current "  in  the  coils. 
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The  battery  for  each  office,  where  six  offices  are  on 
the  circuit,  consists  of  twenty-four  Leclanche  cells,  and 
these  are  so  arranged  that  the  current  is  always  in  the 
same  direction.  .  In  the  calling  circuit  at  each  office  is 
placed  a  resistance  of  450*  to  reduce  the  calling  current. 

In  the  normal  condition  the  coils  of  both  relay  and 
electro-magnetic  switch  are  in  circuit  at  each  office.  The 
relay  local  circuit  is  for  ringing  the  call-bell,  and  the 
electro-magnetic  switch  normally  places  the  telephone 
instrument  in  circuit  ;  but  when  the  armatures  are 
attracted,  nothing  but  the  coils  of  the  switch  can  be  in 
circuit.  The  connections  of  the  telephone  are  such  that 
on  removing  the  tubes  for  speaking,  a  current  is  sent  to 
line  from  the  calling  battery  without  the  450*  resistance 
in  circuit 

If,  now,  in  the  normal  condition,  any  subscriber 
depresses  the  press-button  of  his  telephone,  the  weaker 
current  from  the  calling  battery  passes  to  line,  and 
actuates  the  relay  at  each  office.  As  already  stated,  pre- 
arranged signals  are  ordinarily  used  on  this  system  ;  but, 
if  required,  the  pendulum  signaller  (p.  137)  could  take 
the  place  of  relay  and  press-button.  The  electro- 
magnetic switches  are  adjusted  so  as  not  to  be  actuated 
by  the  ringing  current 

After  the  required  correspondent  has  replied,  he  and 
the  caller  remove  the  tubes  from  the  switch-rests,  thus 
causing  a  strong  current  due  to  a  voltage  of  forty-eight 
cells  to  pass  to  line.  This  current  (more  than  double  the 
ringing  current)  actuates  the  electro-magnetic  switches 
at  every  office  except  the  two  concerned,  and  so  cuts 
them  out  of  circuit.  It  is  thus  absolutely  impossible  for 
a  third  party  to  intervene,  as  the  first  two  who  lift  the 
telephone  tubes  at  once  cut  out  all  other  offices. 


POST-OFFICE    ''SECRET''    SYSTEM. 


405 


On  the  tubes  being  replaced  in  the  rests,  the  normal 
condition  of  the  circuit  is  automatically  restored. 
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ELECTRO-MACNETIG  SWITCH 

Pig.  29a    Coaoecttons  of  Post  Office  Secret  System  for  Multiple  Office 

Circuits. 

An  intermediate  switch  (p.  165)  can  also  be  provided 
•I-  any  office,  so  that  the  circuit  may  be  divided  at  that 
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point,  and  any  two  offices  on  each  side  of  the  switch  can 
communicate  simultaneously. 

The  "  bridge"  (chap,  x^  principle  could  very  easily  be 
applied  to  this  system,  but  it  is  not  found  that  there 
is  any  considerable  demand  for  such  special  conditions 
as  this  was  devised  to  meet* 


PART  VI. 

CONSTRUCTION,  WIRES  AND  CABLES. 


INSULATION. 


CHAPTER  XXVIII. 

CONSTRUCTION   OF  LINES. 

It  is  not  within  the  scope  of  this  work  to  deal  with 
the  questions  connected  with  the  construction  of  lines 
except  in  so  far  as  they  aflfect  the  actual  working  of  the 
telephone  or  involve  important  principles  connected 
therewith.' 

In  the  early  days  of  telephony  the  distances  of 
telephonic  transmission  were  so  limited  that  the  need 
of  good  insulation  for  the  line  could  be,  and  very  often 
was,  considerably  overlooked  with  no  very  serious 
results ;  but  now  that  telephonic  communication  takes 
place  over  long  circuits,  good  insulation  is  recognised 
as  essential  to  satisfactory  working.  If  this  is  neglected 
the  result  is  sure  to  be  bad.  Every  point  of  attach- 
ment of. the  wires  must  be  looked  upon  as  a  more 
or  less  efficient  earth-shunt.  If  the  insulation  be  good, 
the  shunted  current  is  small ;  if  bad,  the  latter  increases, 
and  on  long  lines  will  seriously  reduce  the  intensity  of 
the  received  sounds. 

An  even  more  serious  effect  of  bad  insulation  is  that 
when  a  number  of  wires  are  attached  to  the  same  sup- 
port, more  or  less  perfect  connection  is  made  between 

*  Sec  **  Telegraphy,*  by  Preece  and  Sivcwright ;  also  "  The  Practical 
Telephone  Handbook,"  by  J,  Poole. 
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them,  SO  that  with  bad  insulation  it  may  happen  that 
tlie  leakage  may  become  sufficient  to  allow  of  the 
conversation  maintained  on  one  wire  being  heard  in  the 
telephones  of  the  neighbouring  lines.  If  overhearing 
becomes  more  defined  in  wet  weather  than  in  dry, 
it  most  probably  arises  from  defective  insulation. 
Telephone  circuits  should  therefore  be  insulated  as 
carefully  as  possible  with  some  approved  form  of 
porcelain  insulator. 

The  distance  between  the  insulators  must  be  decided 
6y  the  consideration  that  not  even  a  strong  wind  shall 
cause  an  entanglement  of  the  wires.  Under  the  Post 
Office  regulations  the  distance  between  the  wires  is 
either.  12  or  14  inches. 

At  a  very  early  stage  in  the  practice  of  telephony  it 
was  found  that  a  two-wire  telephone  circuit  was  much 
freer  from  disturbances  than  a  single-wire  circuit.  The 
extreme  sensitiveness  and  delicacy  of  telephones  result 
in  their  being  affected  by  currents  due  to  leakage  from 
other  circuits,  and  also  by  the  passing  of  varying  "  earth- 
currents"  from  one  earth-plate  to  the  other  along  the 
line.  Moreover,  when  the  two  ends  of  a  wire  are  led  to 
earth,  the  two  earth-plates,  as  a  rule,  are  not  at  the 
same  potential,  especially  where  the  two  points  have 
a  different  position  with  regard  to  the  geological  con* 
dition  of  the  ground.  A  continuous  current  thus  passes 
in  the  wire,  which  in  itself  has  no  effect  upon  the  tele- 
phone ;  but  if  it  become  intermittent — for  instance^ 
through  the  variable  resistance  of  a  bad  joint  which 
is  moved  by  the  wind,  or  through  variable  insulation 
caused  by  rain,  or  through  electrolytic  action  at 
the  earth-plates — disturbances  will  ensue.  These 
intermittent  disturbances,   which  on  a   long  line   may 
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repeat  themselves  at  very  short  intervals,  are  very 
troublesome,  especially  in  wet  weather.  Such  conditions 
produce  the  curious  effect  of  one  end  of  the  line  being 
perfectly  quiet,  while  the  other  end  is  so  noisy  that 
conversation  becomes  impossible.  This  is  frequently 
the  case  when  atmospheric  electricity  is  about.  These 
effects  can  be  largely  eliminated  by  the  plan  of 
using  a  (return)  wire  making  a  metallic  circuit  and  dis- 
pensing alt<%ether  with  an  earth-connection. 

There  is,  however,  another  source  of  disturbance 
which  is  only  partly  counteracted  by  the  use  of  two 
wires — namely,  induction.  The  theory  of  this  effect  has 
been  already  explained  in  Chapter  i.  Now,  assuming 
that  both  wires  of  a  telephone  ''metallic  circuit''  are 
^  ^  ^2    situated  at  the   same  mean   distance 

from  every  disturbing  influence,  the 

currents  induced  in  each  will  be  pre- 

cisely  equal,  and,  as  they  will  pass  in 

*  *         the  same  direction,  they  will  neutralise 

F'g.  291.         each  other  in  the  receiving  telephone. 

Thus,  if  two  circuits  be  arranged  with  the  four  wires 

forming  a  perfect  square  at  every  point  along  their 

whole  length  (fig.  291),  and  there  be  no  other  disturbing 

influence  in  their  neighbourhood,  then,  if  the  diagonal 

wires    be    taken    in    each    case    for  one    circuit,  the 

mutual  induction  of  the  pairs  will  be  neutralised  :  for 

it  may  be  taken   that  the  current  induced  in  i  by  2 

will  be  balanced  by  that  induced  by  2  in  the  "  return 

wire  "^.3,  and  similarly  with  the  effect  of  4  upon  i 

and  3  lespectively. 

These  conditions,  however,  do  not  generally  exist 
in  practice — the  disturbing  causes  are  more  or  less 
numerous  and  beyond  regulation ;  so  that  the  problem 
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of  maintaining  both  wires  of  a  circuit  at  a  mean  average 
distance  from  external  disturbing  sources  is  not 
so  simple.  A  complete  solution  where  a  limited 
number  of  telephone  wires  is  involved  was  devised  by 
Professor  Hughes.  It  consists  in  causing  the  wires  to 
twist  as  it  were  like  the  strands  of  a  rope.  This 
plan  was  first  put  into  practice  by  the  late  Mr.  Charles 
Moseley '  between  Manchester  and  Oldham.  It  is 
now  carried  out  in  the  manner  shown  in  fig.  292. 
It  will  be  observed  that  the  wires  make  a  complete 
revolution  in  four  spans  of  the  line,  so  that  they  are 
brought  to  the  same  average  distance  from  all  external 
disturbing  influences ;  such,  for  instance,  as  a  working 
telegraph  circuit  which  ia  run  straight,  as  shown  in  the 
figure.  Thus,  the  disturbing  influence  of  the  telegraph 
wire  upon  the  spans  A,  B,  c,  and  D  of  one  wire  of  one 
of  the  two  telephone  circuits  is  exactly  counteracted  by 
the  same  disturbing  influence  upon  the  corresponding 
spans  a,  by  c,  and  d  of  the  return  wire.  The  full  lines 
represent  one  circuit  and  the  dotted  lines  the  other. 

The  following  plan  has  been  adopted  as  a  means  by 
which  the  individual  wires  on  a  twisted  line  can  be 
readily  identified  at  any  point.  Every  pole  or  other 
support  in  each  testing  section  is  numbered  con- 
secutively, and  a  diagram  showing  the  positions  of  the 
several  wires  upon  each  of  the  first  four  poles  is 
supplied  to  the  linemen  who  deal  with  that  section. 
These  diagrams  are  made  as  indicated  in  fig.  293,  for 
lines  numbered  i,  2,  3,  and  4  ;  of  which,  of  course,  i  and 
3  and  2  and  4  would  be  the  two  circuits.  Then  at  every 
pole  throughout  the  section  whose  number  }s  divisible 

«  British    Patent  Specification   2,690  (July   r,  1880).     This  is  issued 
to  Charles  Moseley,  W.  F.  Bottomley,  and  W.  E.  Heys. 
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by  four  without  remainder,  the  wires  will  occupy  the 
same  relative  positions  as  upon  the  fourth  pole  in 
the  diagram ;  but  if  the  number  of  a  selected  pole 
when  divided  by  four  leaves  a  remainder,  the  positions 
of  the  wires  will  correspond  with  those  which  they 
occupy  upon  either  of  the  three  first  poles  in  the 
diagram,  according  as  the  remainder  is  i,  2,  or  3. 
Thus,  pole  No.  543  gives  a  remainder  of  three,  there* 
fore  the  positions  of  the  wires  upon  that  pole  will  be 
the  same  as  on  the  third  pole  in  the  diagram. 

If  additional  supports  are  subsequently  inserted  the 
symmetry  of  the  twist  must  be  maintained  as  far  as 
possible.  When  one  support  is  added,  thus  forming 
two  spans  out  of  one,  the  shorter  of  the  two  should 
be  run  straight,  so  that  the  minimum  length  may  be 
exposed  to  external  inductive  interference. 

When  two  supports  are  inserted,  forming  three  spans, 
two  of  them  must  necessarily  be  run  straight,  and  the 
desirability  of  the  shortest  spans  being  selected  applies 
in  this  case  also. 

Where,  however,  three  extra  supports  are  necessary, 
it  would  generally  be  advantageous  to  insert  fctir^  by 
which  means  the  twist  will  not  be  interfered  with.  Of 
course  some  suitable  distinguishing  mark  or  number 
must  be  given  to  all  additional  supports. 

When  new  lines  are  in  course  of  erection,  or  when 
sections  are  being  re-built,  no  such  provision  is  needed. 
So  long  as  the  same  direction  of  twist  is  observed,  sections 
may  be  commenced  at  any  point ;  because,  as  will  be 
seen  from  fig.  292,  the  wire  from  the  upper  left-hand 
insulator  in  all  cases  goes  to  the  upper  right-hand  at  the 
next  pole ;  that  from  the  upper  right-hand  insulator 
goes  to  the  lower  right-hand^  and  so  on.    All  sections 
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will,  therefore,  combine  in  a  regular  twist  when  they 
come  to  be  joined. 

As  regards  the  general  question  of  the  erection  of 
twisted  wires,  it  is  extremely  important  that  all  the 
spans  shall  be  as  nearly  equal  as  possible.  When, 
however,  it  happens  that,  for  construction  purposes  or 
other  reason,  it  is  necessary  to  depart  from  the  average 
distance  at  some  points  on  a  line,  there  is  no  objection 
provided  that  the  altered  distance  be  made  to  apply 
to  a  complete  revolution  of  the  wires.  Thus,  if  the 
distance  must  necessarily  be  short  between  poles  542 
and  543  (which  may  be  called  span  "  3,"  because  of 
the  remainder  from  543  -5-  4),  then  it  should,  if  possible, 
be  arranged  that  spans  '*  i,"  "  2,"  and  **  4,"  either  adjacent 
to  the  necessarily  short  span  or  within  a  distance  of, 
say,  a  mile,  should  be  correspondingly  short. 

The  **  symmetrical  twist  '*  system  is  unquestionably 
the  most  efficient  means  of  overcoming  inductive 
disturbance  that  has  yet  been  devised.  It  is  some- 
times objected  that  the  wires  are  more  subject  to 
contacts,  but  this  is  not  borne  out  by  the  experience 
of  the  Post  Office  engineers,  who  have  a  very  extensive 
system  of  both  twisted  and  straight  wires  under  their 
control ;  and,  although  the  tracing  of  faults  is  rendered 
somewhat  more  difficult,  the  linemen  after  a  little  practice 
manage  very  well  in  that  respect.  It  must  be  admitted, 
however,  that,  in  the  case  of  a  breakdown,  the  difficulty 
of  restoring  communication  is  rather  increased.  A 
further  objection  raised  is  that  so  many  twists  (seven 
or  eight  to  the  mile)  are  not  required  to  ensure  silence ; 
but  this  objection  loses  a  great  deal  of  its  force  by 
the  consideration  that  different  external  sources  ot 
disturbance  may  be  present  along  different  sections  of 
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the  circuit,  so  tliat  the  balance  is  very  liable  to  be  upset 
by  reducing  the  number  of  twists.  However,  for 
telephone  trunk  lines  where  telegraph  circuits  do  not 
come  into  question  the  "cross-over"  system  is  very 
successful,  and  is  largely  used. 

On  this  plan  the  wires  are  run  straight  on  the  poles 
in  the  usual  way,  but  are  terminated  at  certain  points 
upon  poles  fitted  either  with  double  arms  or  with  double 
brackets  fitted  upon   the    aims  as  shown  in  fig.  294. 

E) 


Fig.  294. 
The  crossing-over  is  sometimes  effected  by  rigid  con- 
nections bound  to  the  line  wire,  one  being  straight  across 
and  the  other  curved  over  or  under  the  straight  piece  ; 
but  a  better  plan  is  to  leave  tail-pieces  to  the  line-wires 
beyond  the  binding,  which  are  lapped  together  like  an 
ordinary  joint.  This  method,  indicated  in  fig.  294,  has 
the  advantage  that  it  avoids  additional  heating  of  the 
line-wire  at  a  point  where  it  is  subject  to  stress. 

Several  pairs  of  wires  may  be  run  on  one  arm,- 
the  crossing-points  of  all  being,  of  coui-se,  at  the  same 
poles.     In  America  ten  wires  on  an  arm  is  a  customary 
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number.  In  order  to  secure  neutrality,  the  wires  on 
the  next  arm  should  be  crossed  midway  between  the 
crossings  on  the  upper  arm,  and  so  on  with  the  others. 
This  is  indicated  in  fig.  395  by  the  three  circuits  A,  B, 
and  C.  The  points  of  crossing  should  be  carefully 
calculated    in   order  to   ensure   silence ;  they   are   not 
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Fig.  295. 

necessarily  equidistant,  but  must  be  so  spaced  that 
equal  sections  of  each  wire  of  the  circuit  shall  be  at  the 
same  average  distance  from  each  external  disturbing 
cause.      Thus,    in    fig.  296  a    cross    is   made   midway 
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Fig.  296. 

between  A  and  B  on  a  circuit  A  D,  so  balancing  the  induc- 
tion from  the  telegraph  circuit,  while  a  double  cross 
between  the  same  two  points  on  circuit  A  C,  and  another 
cross  upon  A  D,  midway  between  B  and  C,  provide  against 
mutual  induction  between  the  two  telephone  circuits  as 
well  as  for  the  effect  of  the  telegraph  circuit  upon  A  C. 

The  plan  adopted   in  France,  on  the  London-Paris 
telephone  line,  secures  a  complete  revolution  of  the 

£  E 
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wires  at  every  sixth  pole  instead  of  at  every  fourth 
pole  as  in  the  symmetrical  twist  system :  but  there  is 
reason  to  believe  that  these  wires  are  not  so  free  from 
external  disturbance  as  is  the  English  section  of  the  same 
line. 3  The  wires  are  twisted  in  pairs,  upon  arms  of 
varying  lengths  so  disposed  that  the  wires  maintain 
an  average  distance.  Fig.  297  shows  this  arrangement 
diagrammatically.  The  object  of  the  French  engineers 
was  to  avoid  the  crossing-over  of  the  wires  between 
poles,  as  they  feared  contact  troubles  from  wind,  etc., 
with  the  symmetrical  twist.  It  is  found,  however,  tliiii 
the  average  of  faults  on  the  whole  line  is  about  equally 
distributed  between  the  two  administrations,  length  for 
length,  and  **  wind-contact "  is  altogether  unknown. 
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Fig.  297. 

Another  consideration  which  is  of  very  great 
importance  for  telephone  lines  is  the  sag^  or  dipy  of 
the  wires  between  two  "supports.  Very  much  depends 
on  the  care  and  accuracy  with  which  copper  wire  is 
erected.  Until  copper  wire  came  into  such  general 
use  it  was  customary  to  regulate  the  sag  of  iron  wires 
by  reference  to  a  dip  of  24  ins.  in  100  yards,  and 
to  vary  this  for  different  spans  and  temperatures  by 
reference  to  tables;  but  foremen  were  governed  very 
much  by  rule-of-thumb,  and  regulated  simply  by  eye. 
This,  however,  with    an    increasing   number  of  men, 

•  W.  H.  Preece,   British  Association,  August,  1891. 
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many  of  whom  are  necessarily  not  very  experienced, 
is  liable  to  lead  to  grave  defects,  especially  with  copper 
wire,  or  where  copper  and  iron  are  both  used  on  one 
line  of  poles.  A  more  exact  system  has  therefore  been 
introduced.  The  stretching  of  the  wire  is  at  first 
accomplished  as  far  as  possible  by  hand.  The  wire  is 
then  gripped  by  means  of  a  species  of  vice,  known  as 
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draw-tongs  (fig.  298),  and,  by  means  of  light  blocks  and 
tackle,  is  drawn  about  as  tight  as  it  is  required. 
Finally,  the  actual  stress  to  be  put  upon  the  wire  is 
determined  by  means  of  a  dynamotiietef  or  tension-ratchet 
of  the  form  shown  in  fig.  299,  One  end  of  a  strong  wire 
is  attached  to  a  pole  or  some  fixed  point  and  the  other 


Fig.  299. 

to  the  drum  of  the  tension- ratchet.  This  drum  Is  fixed 
across  the  end  of  an  iron  frame,  and  is  provided  with  a 
ratchet-wheel  acted  upon  by  a  suitable  pawl.  On  this 
frame  is  arranged  a  graduated  spring-balance  with  a 
hook.  The  wire  which  is  to  be  strained-up  is  gripped  at 
9.  convenient  point  by  the  draw-tongs,  which  is  hooked 
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to  the  tension-ratchet  by  the  loop.  On  revolving  the 
drum  by  means  of  the  key,  and  so  winding  up  the  cord, 
the  tension  on  the  wire  is  increased  until  the  indicator 
shows  that  the  proper  stress  is  being  applied. ..  If  the 
wire  is  pulled  up  too  tightly  it  is  very  likely  to  break 
under  very  little  extra  stress;  if  it  be  left  too  slack, 
it  is  liable  to  get  into  contact  with  the  others  in  its 
neighbourhood:  both  extremes  must  be  carefully  guarded 
against 

If  one  v/ire  upon  a  line  of  poles  is  once  properly 
regulated,  the  regulation  of  all  the  succeeding  wires 
that  are  run  may  be  taken  from  it,  and  becomes  a  very 
simple  matter :  for  (assuming  that  they  are  all  of  the 
same  metal)  they  will  all,  even  if  they  are  of  different 
gauges,  take  exactly  the  same  sag  with  the  same 
proportional  stress. 

It  is,  however,  a  good  plan  to  adjust  and  bind-in  all 
the  wires  on  an  arm  (or  in  a  "  square  '*)  simultaneously, 
as  the  stress  of  the  wires  tends  in  some  measure  to 
modify  the  condition  of  the  supports. 

The  tension-ratchets  have  proved  of  great  value  since 
their  introduction,  and  copper  wires  are  now  invariably 
regulated  by  their  aid,  as  also  are  iron  wires  if  it  is 
likely  that  copper  wires  will  be  run  on  the  same  poles. 

The  variation  in  the  length  of  wire  in  a  span,  owing 
to  changes  of  temperature,  necessarily  has  the  effect  of 
varying  the  stress  on  the  wire ;  this,  therefore,  has  to 
be  provided  for  in  erecting  wires,  and,  in  connection  with 
the  introduction  of  the  tension-ratchet,  or  dynamometer, 
just  referred  to,  the  British  Post  OfBce  has  issued  a 
Table,  which  is  given  below,  and  which  shows  the 
corresponding  sags  and  stresses  of  iron  and  copper  wires 
under  varying  temperatures. 
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This  Table  is  based  on  a  factor  of  safety  of  4  at  the 

minimum  temperature  22°  Fahr.  for  all  wires — that  is  to 

say,  that  wires  erected  according  to  the  Table  will  never 

have  to  bear  a  stress  of  more  than  one-quarter  of  their 

nominal  breaking  stress  so  long  as  the  temperature  does 

not  fall  below  22°  Fahr. 

Tables  of  Sags  and  Stresses  to  be  observed  in  erecting 
Wires  at  various  Temperatures. 


22°  F.  Low 

40°  F.  Ordinary 

^9P  F.  Average 

7fio  F.  High 

span. 

Winter  Temp, 

Winter  Temp. 

Summer  Temp. 

Summer  Temp. 

Sag 

Stress 

Sag 

Stress 

Sag 

Stress 

Sag 

Stres> 

1            1 
400-L 

B.  IRON 

WIR 

1 

E  (No.  7i). 

yd<i. 

ft.     in.      lbs. 

ft.     in. 

lbs. 

ft.     in.       lbs. 

ft.     in. 

lbs. 

100 

3      ij      270 

3     9 

227 

4     3l     200 

4    8} 

180 

90 

2   eg 

270 

3     ij 

219 

3    7i 

190 

4    ol 

169 

80 

2      Oi 

270 

2     7J  1  210 

3    o| 

178 

3    SS 

IS7 

70 

I     6* 

270 

2      IJ 

198 

2    6^ 

164 

2  10^ 

143 

60 

I    iS 

270 

I     8 

184 

2    o| 

148 

2     4j 

128 

50 

0    9i 

270 

I     34 

165 

I     7J  •  130 

1 

I  IlJ 

no 

150-LB.  HARD-DRAWN  COPPER  WIRE  (No.  12J). 


TOO 

2    8 

120 

3     7 

1 
89 

4     3j 

74 

4  "4 

64 

90 

2     2 

120 

3     I 

84 

3    94 

69 

4     44 

60 

So 

I     8^ 

120 

2     6^ 

80 

3    24 

64 

3     8J 

S44 

70 

I     3^ 

120 

2     i^ 

73 

2     8J 

574 

3     2i 

49 

60 

0  lig 

120 

I     9 

6'J 

2     3i 

51 

2     8i 

43 

50 

0    8 

120 

I     4f 

58 

I  10 

44 

2      2i 

364 

loo-LB.  HARD-DRAWN  COPPER  WIRE  (No.  14). 


TOO 

2      8 

80 

3     7 

S9 

4    3* 

49 

4  "4 

43 

90 

2      2 

80 

3     I 

56 

3     94 

46 

4     44 

40 

80 

I     88 

80 

2     6J 

53 

3     2i 

424 

3     8i 

36 

70 

I     38 

80 

2     i^ 

49 

2     88 

38 

3     24 

33 

60 

0  iig 

80 

I     9 

44 

2     34 

34 

2     8i 

29 

50 

0    8 

80 

I  4i 

39 

I  10 

29 

2      2| 

24 

NOTB.—  The  Sag  varies  with  the  material,  but  not  with  the  gauge;  the  Stress  varies  wrh 
\c\\\  the  gauge  and  the  material.    The  Stress  for  2(x>lb.  (No.  zo})  Iror.  Wiic 
IS  half  that  for  400-lb.  Iron  Wire.     The  Stress  for  20O-^'-.  (N  .  zj^)  Copper 
Wirs    is    double,  and    for  400-lb.    (No.  8^)    is  tour  times  that  lor  lOCrlb 
copper  Wire.    Other  weights  in  similar  proportion  _^ 
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In  drawing  up  these  Tables  the  following  formulae 
were  employed  : — 


^=^-^^=  J 


ll  (I 

8 

-0. 

f 

L  = 

/  + 

3/' 

Z  (I 

L  - 

d 

wnere 


/   =  span. 

d  =  sag  (or  dip)  at  minimum  temp. 

</,  =  sag  (or  dip)  at  higher  temp. 

5    =  stress  at  minimum  temp. 

J,  =  stress  at  higher  temp. 

w  =  weight  of  unit  length, 

Z  =  length  of  wire  in  span. 

T  =  difference  of  temperature. 


Also, 


w  for  400  lbs.  Iron        =  '075758  lb.  per  foot. 
„    150  „    Copper  =  -028409  „         „ 
„   100  „        „         =   018939  n         », 

and 

Co-efficient  of  expansion  k  for  Iron      =•  '00000683  per  deg.  F, 
„  „  „  Copper  = -00000956    „        „ 

The  minimum  temperature  is  taken  at  22^  F. 
Ordinary  winter  temperature  may  be  taken  at  40^  F., 
average  summer  temperature  at  58^  F.,  and  the  tem- 
perature of  a  hot  day  at  76^  F.  The  column  headings 
are  intended  practically  to  serve  the  same  purpose  as 
the  use  of  thermometers,  which  would  probably  not,  as 
a  rule,  record  the  actual  temperature  of  a  wire  in  course 
of  erection. 

The  stress,  as  measured  by  the  dynamometer,  should 
in  all  cases  correspond  with  that  shown  in  the  Table  for 
a  given  conductor  and  average  span  under  the  tem- 
perature prevailing  during  the  erection  of  the  wire. 
The   stress,   as  already  stated,   will   vary  for  different 
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spans  at  the  same  temperature,  but  for  any  given  line 
the  figures  opposite  the  average  span  and  temperature 
are  those  employed  in  practice. 

Sags  and  stresses  for  copper  and  iron  wires  do  not  vary 
in  the  same  ratios  under  changes  of  temperature,  owing 
to  copper  having  a  higher  coefficient  of  expansion  than 
iron.  With  spans  of  less  than  eighty  yards  the  difference 
is  not  so  great  as  to  render  it  unsafe  to  run  iron  and 
copper  wires  together ;  but,  as  spans  increase  beyond  this 
length,  some  danger  of  contacts  may  arise,  and  a  slight 
departure  from  the  tabular  results  may  then  be  per- 
mitted to  obviate  this  difficulty.  For  example,  in 
special  instances  the  copper  may  be  run  with  a  smaller 
or  the  iron  with  a  greater  dip.  It  is,  however,  better  to 
avoid  long  spans  where  copper  and  iron  are  used  on  the 
same  poles. 

It  will  be  observed  that  the  variations  in  sags  and 
stresses  under  changes  of  temperature  are  much  greater 
in  short  spans  than  in  long  ones ;  the  stresses  between 
the  low  winter  and  high  summer  temperature  with  a 
copper  wire  being  reduced  in  the  ratio  of  about 
2  to  I  with  a  100-yard  span,  while  the  reduction  is 
nearly  3^  to  I  in  the  case  of  a  50-yard  span.  One 
thing  to  be  learnt  from  this  is  that  to  avoid  ultimate 
excessive  winter  strains  much  more  care  is  necessary  in 
the  erection  of  short  than  in  that  of  long  spans. 

It  will  be  seen  also  that,  although  the  stress  at  one 
temperature  may  be  uniform  throughout,  yet,  as  the 
temperature  varies,  it  appears  that  the  stresses  in 
neighbouring  spans  of  different  lengths  must  vary  also. 
This  would  undoubtedly  be  so  if  the  supports  were 
rigid,  but  in  practice  the  stresses  adjust  themselves  by  a 
slight  deflection  of  the  poles  or  supports. 
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As,  however,  wires  are  usually  erected  in  summer, 
it  might  still  appear  desirable  where  the  spans  vary,  to 
vary  the  tensions,  in  order  that  the  theoretical  conditions 
should  be  actually  complied  with.  But  with  the  existing 
method  of  erecting  wires  this  is  impossible,  and  it  is  not 
really  necessary,  for,  in  practice,  on  well-designed  main 
lines  the  variations  in  spans  are  not  usually  great,  and, 
if  the  stresses  opposite  the  average  length  of  span  for 
any  given  line  be  employed,  no  material  error  will 
result.  Thus  on  a  heavy  line  of  30  poles  to  the  mile 
the  stresses  for  60-yard  spans  should  be  used  throughout. 
The  result  would  be  that  the  theoretical  stresses  at  22®  F 
would  be  somewhat  higher  for  the  spans  under  60  yards, 
and  somewhat  lower  for  those  over  that  length  than  is 
shown  in  the  tables.  These  stresses  would,  however, 
in  practice,  readily  re-adjust  themselves  by  deflecting 
the  poles  as  indicated  above. 

One  factor  which  modifies  the  variations  due  to 
temperature  is  the  elasticity  of  the  wire.  The  effect  of 
elasticity  under  the  increased  winter  stresses  is  to 
lengthen  the  wire  and  so  tend  to  maintain  the  normal 
sag.  As  hard  copper  wire  is  very  elastic  within  certain 
well-defined  limits,  the  effect  of  elasticity  is  more  marked 
with  this  metal  than  with  soft  iron. 

Elasticity  has,  however,  been  designedly  neglected  in 
the  Tables.  The  result  of  this  omission  is  that  new 
lines  erected  in  summer  will  have  a  larger  factor  of 
safety  at  low  winter  temperature  and  somewhat  greater 
sags  than  the  Tables  indicate. 

In  erecting  wires  on  new  poles  some  discretion  must 
be  exercised  in  the  application  of  the  Tables.  For 
instance,  if  the  line  is  built  rigidly — j>.,  if  all  poles  at 
angles  and  curves  are  strutted  and  stayed — the  stresses 
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given  in  the  Tables  may  be  employed.  If,  on  the  other 
hand,  as  sometimes  happens,  that  which  will  ultimately 
be  a  heavy  line  is  erected  for  two  or  three  wires  only, 
and  the  strutting  and  staying  is  consequently  deferred 
till  the  necessity  for  such  strengthening  is  actually  felt, 
then  an  extra  stress  of  10  or  20  per  cent  may  be  put  on 
at  angles  to  allow  for  the  pulling  over  of  the  poles  as 
they  take  their  permanent  bearing  in  the  soil.  On  long 
straight  lengths  this  allowance  is,  of  course,  unnecessary. 

The  dip  is  sometimes  determined  by  means  of  a 
graduated  ruler,  which  is  held  up  in  the  centre  of  the 
span  on  a  level  with  the  two  points  of  attachment. 
The  wire  is  then  slackened  until  it  shows  the  desired 
dip  on  the  graduated  ruler.  It  is  often  difficult,  how- 
ever, to  do  the  necessary  sighting — for  instance,  when 
the  span  leads  over  a  valley  or  a  river.  In  such  cases  the 
requisite  dip  is  measured  vertically  downward  on 
the  two  supports  from  the  points  of  attachment,  and 
the  wire  is  adjusted  until  its  lowest  part  touches  the 
sighting  line  between  the  two  points.  The  plan  of 
measuring  the  stress  by  means  of  a  dynamo-meter  is, 
however,  unquestionably  superior,  both  as  to  con- 
venience and  practical  results. 

The  stress  on  a  wire  may  be  greatly  increased  by  the 
deposition  of  snow  and  ice.  These  deposits  often 
form  cylinders  of  considerable  dimensions.  The 
specific  gravity  of  snow  is  '12,  and  that  of  ice  '92,  so 
that  for  a  mixture  of  both,  of  which  these  deposits  are 
generally  formed,  we  may  assume  a  specific  gravity  of 
(say)  '3.  A  deposit  of  254  mils  in  thickness  will,  therefore, 
with  a  1 12  mils  diameter  copper  wire  (specific  gravity  Z'g), 
be  sufficient  to  increase  the  weight  (and  consequently 
also  the  stress)  twofold.      It   is    observed    that  larger 
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masses  of  ice  are  deposited  on  a  copper  than  on  an  iron 
or  steel  wire,  which  observation,  as  might  be  expected, 
agrees  with  the  difference  of  specific  heat  of  the  two 
metals. 

Bad  joints  in  the  wire  may  become  a  very  fruitful 
source  of  trouble,  especially  as  the  faults  to  which  they 
give  rise  are  very  difficult  to  trace.  The  form  of  joint 
now  almost  universally  used  is  shown  in  fig.  300.  1 1  was 
introduced  by  Mr.  Edwin  Clark,  and'  is  known  as  the 
"Britannia  "  joint.  The  ends  of  the  wires  are  carefully 
scraped  clean,  laid  side  by  side  for  a  certain  distance, 
and  then  bound  together  with  50  lbs.  tinned  copper 
wire  in  the  manner  shown.     Electrical    continuity    is 


Fig.  300. 

secured  by  soldering;  either  chloride  of  zinc  or  *' Baker's 
Fluid  "  *  being  used  as  the  flux. 

The  continued  application  of  heat  seriously  weakens 
copper  wire,  so  that  quick  soldering  is  absolutely 
essential,  otherwise  the  wire  is  nearly  sure  to  break  at  the 
joint.  In  order  to  avoid  the  risk  of  weakening  the  wire 
in  this  way,  the  plan  has  been  adopted  in  Germany  of 
securing  a  soldered  electrical  connection  by  bending  back 
the  ends  of  the  main  wire  after  the  joint  has  been  made 
and  soldering  them.  By  this  means  no  heat  is  applied 
to  the  actual  joint ;  but  the  effect  is  not  very  sightly. 

American  practice  rather  favours  the  "M^Intire" 
*oint.     This  consists  of  two  copper  tubes,  of  a  size  suit- 

A  Baker's  Fluid  is  prepared  from  zinc,  hydrochloric  acid,  and  ammonia 
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•;27 


able  for  the  wires  that  are  to  be  joined,  brazed  side  by 
side.  Into  these  tubes,  from  opposite  ends,  the  line-wires 
are  passed,  the  ends  turned  up  and  cut  close.  By  means 
of  special  pliers  the  two  tubes  are  then  twisted  together. 
No  solder  is  used,  the  twisting  itself  ensures  good  elec- 
trical contact,  besides  increasing  the  mechanical  strength. 
The  length  and  weight  of  50  lbs.  jointing  wire  required 
for  the  proper  lengths  of  Britannia  joints  are  given  in  the 
following  Table,  recently  issued  by  the  Post  Office. 


Size  of  Line 
Wire. 

Length  of  Joint 

(overlap  of  Line 

Wire). 

Jointing  Wire  (50  lbs.  per  Mile). 

Length  per  Joint.  Weight  per  Joint. 

lbs. 

inches. 

inches. 

drams. 

800 

3 

74 

15 

6oo 

23 

'              64 

1 

isi 

400 

2i 

4S                             10 

1 

200 

2i 

36                            8 

150 

3 

30             1               7 

100 

If 

26 

6 

On  the  basis  of  these  determinations,  together  with 
the  specified  minimum  weight  of  one  coil  of  line-wire, 
the  weight  of  jointing  wire  required  per  mile  and  per  ton 
of  line  wire  is  in  accordance  with  the  Table  given  on 
p.  428. 

As  the  calculations  have  been  made  for  a  number  of 
joints  corresponding  to  the  specified  shortest  length  of 
line-wire  that  is  accepted  from  manufacturers  (a 
minimum  weight  per  coil  of  80  lbs.  for  sizes  over  200  lbs., 
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and  50  lbs.  for  200  lbs.  and  under,  as  shown  by  the  Table 
on  p.  446),  very  little  further  margin  is  likely  to  be 
needed.  This  margin  has  been  allowed,  and  the  weights 
given  will  probably  be  found  ample  in  any  circuna- 
stances. 


SiM  Of  iine-wire 
in  lb,.)    _ 

weight  j 
I  800 

600 

400 

ISO 

IW 

Weight     in     oun 
jointing;  wire  :- 

es     of 

1 

Per  mile  of  line 

wire- 

i; 

« 

4 

S 

3 

' 

Per  ion  of  line  » 

ire  ...   i     3» 

30 

.0 

34 

"4 

so 

The  method  which  was  originally  employed  in  binding 
copper   wire  to   the  insulator  is  shown    by    fig.    301. 


Two  wires  are  whipped  round  the  line-wire  from  i) 
to  E,  thence  back  to  D,  then  from  the  upper  side  of  the 
line-wire  they  are  taken  around  the  neck  of  the  insulator 
to  the  »»(/fr  side  of  the  line-wire  at  c,  back  over  the 
first  layer  to  B,  and  then  taken  on  as  a  single  layer  to  A. 
The  length  of  wire  required  in  this  case  is  40  inches  for 
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IOC  lbs.  wire  and  52  inches  for  IJO  lbs.    No.    I/J  soft 
copper  wire,  weighing  50  lbs.  per  mile,  was  used. 

In  view  of  the  use  of  very  heavy  wire,  weighing  in 
some  cases  800  lbs.  per  mile  for  long  trunk  lines,  the 
Post  Office  engineers  considered  it  necessary  to  devise 
a  stronger  form  of  binder  than  that  just  described,  and 
the  plan  illustrated  in  fig.  302  has  accordingly  been 
adopted.  The  line-wire  at  the  insulator  is  first  lapped 
round  with  copper  tape  47  mils  thick  and  of  a  width 
suitable  to  the  size  of  the  line- wire ;  and  the  binder  is  then 


Fig.  3M. 

applied  as  follows: — It  consists  of  a  length  of  wire  of  a 
size  somewhat  smaller  than  the  line-wire,  with  the  ends 
rolled  fiat  and  the  central  portion  curved  to  fit  the  neck 
of  the  insulator.  The  flat  ends  are  wound  over  the 
protecting  sheath  upon  the  line-wire  upon  each  side  of 
the  insulator  from  B  and  C  outwards,  the  winding 
being  effected  by  means  of  two  pairs  of  suitable  pliers. 
The  sheath  is  arranged  to  project  at  each  end  from  A  to  D, 
in  order  to  protect  the  wire  when  a  binder  is  being 
removed. 
The  tape  is  produced  from  round  wire  rolled  flat  so 
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that  it  has  no  sharp  edges.  Both  tapes  and  binders  are 
issued  ready  for  use  and  are  of  the  sizes  shown  by  the 
following  Table : — 


Weight  of  Wire  per  Mile. 

Length  of 
Binder. 

Copper  Tape. 

Line. 

Binder. 

Length. 

Width. 

lbs. 
800 

400 
200 

150 
100 

lbs. 
400 

400 

20D 
150 

150 
100 

inches. 
19 
19 

17 
17 
17 

inches. 
24 
24 
23 
22 

22 

21 

inch. 

i 
i 

A 

Suspension  of  Aerial  Cables. 

Aerial  cables  are  rarely  made  strong  enough  to  carry 
their  own  weight,  so  it  is  usual  to  suspend  them  from 
special  wires,  generally  of  stranded  steeL 

The  following  formula  may  be  taken  for  calculating 
the  size  of  wire  required  for  suspending  an  aerial 
cable : — 

Let  w  be  the  weight  in  lbs.  per  foot  of  the  cable 
to  be  suspended,  /  the  span  in  yards,  s  the  sag  (in 
percentage  of  /),  and  x  the  cross-section  of  the  suspend- 
ing wire  in  square  inches ;  then,  if  the  breaking  stress  of 
the  suspending  wire  be  about  28  tons  per  square  inch, 
and  the  factor  of  safety  is  to  be  four,  the  area  of 
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cross-section  of  the  suspending  wire  in  square  inches 
will  be: 

kv 

^~    1373^- "rS/. 
Assuming  it  to  be  intended   to   use  a  seven-strand 
steel  suspending  wire,  then    the  cross-section    of  each 
strand  must  be  : 

7 
The  suspending  wires  are  usually  allowed  a  sag  of 
aVout  2  per  cent,  of  the  span  (value  of  j;. 


Fig.   30J.  Fig.  304. 

In  England  the  suspending  wires  are  usually  attached 
to  extra-strong  double  shackles,  but  a  plan  used  to  some 
extent  upon  the  Continent,  a.nd  illustrated  by  two  methods 
of  carrying  it  out  in  figs.  303  and  304,  appears  to  have 
much  in  its  favour.  By  this  plan  the  steel  suspending 
wire  is  simply  clamped  in  position  between  the  two 
section   of  the  supporting  bracket. 
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A  very  good  form  of  hanger  is  shown  in  fig.  305. 
It  is  practically  a  double  hook  of  galvanised  hoop-iron 
attached  to  the  cable  by  means  of  galvanised  binding 
wire. 

Fig.  306  shows  the  suspender  used  for  Patterson's  aerial 
cables  used  very 
largely  in  the  United 
States. 

One   of  the  best 
forms  of  suspender, 
I  however,    and     one 
I  that  is  becoming  in- 
p  creasingly    popular, 
that    shown    by 
fig-  307-    ^t  consists 
'*'■  ^°''  of  a  short  piece  of 

raw  hide  to  which  a  hook  for  hanging  to  the  sus- 
pending wire  is  attached. 
The  loop  is  formed  by  sim- 
ply passing  the  strip  around 
the  cable  and  threading  the 
hook  end  through  a  slit  in 
the  other  end.  The  weight 
ofthe  cable  itself  supplies  the 
grip. 

The  particular  form  shown 
is  that  made  by  Messrs,  W. 
T.  Glover  &  Co.,  in  which 
the  suspending  hooh  is 
double.  It  can  be  applied 
to  the    suspending   wire   by  Fig.  30S. 

simply  pressing  the  wire  between  the  double  hooks  and 
then  giving  the  latter  a  half-turn,  so  that  the  wire  may 
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pass  under  the  points  of  the  hooks.     The  hooks  arc 
usually  made  of  galvanised  steel. 

As    the  cable    is    pulled  forward    from    one    point 
of    support     to      another     the     suspenders     are    one 
after    another    fastened  to    it   at     intervals     of   from 
3  to  4  feet.     As  soon  as  one  suspender,  sliding  on  the 
suspending  wire,  arrives   at   a   point  of  attachment,  it 
is  there  unhooked  by  the  lineman  and  suspended  again 
on    the    other    side,   so  that 
the  cable  during  its  forward 
motion  carries    its  own  sup- 
ports   and    is   not  subjected 
to  excessive  strain. 

The  extent  to  which  aerial 
cables  are  to  be  used  will, 
of  course,  depend  upon  the 
conditions  of  each  individual 
system  ;  in  some  cases  they 
may  be  applied  with  advan- 
tage to  the  whole  system, 
while  in  other  cases  only  a 
portion  of  the  lines  leaving 
the  exchange  would  be  in 
cables,  while  the  remainder 
were  ordinary  open  wires. 
This  is,  generally,  the  better 
plan,    although     the     other  '^'  ^'^' 

tends  to  reduce  more  effectually  the  necessity  for  con- 
structing supporting  frames  of  large  size. 

At  the  first  point  of  junction,  where  a  number  of 
subscribers'  wires  branch  off  from  the  main  line,  the 
first  of  the  cables  is  placed  in  connection  with  a  certain 
number  of  aerial  lines  branching  oflT  from  this  point 
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a  second  cable  is  treated  in  the  same  way  at  the  second 
point  of  junction,  and  so  on  ;  so  that  the  main  line  in  its 
whole  extent  is  only  burdened  with  a  comparatively 
small  number  of  open  wires. 

The  junction  of  a  cable  with  aerial  lines  is  shown  by 
fig.  308. 


Fig.  308. 
A  good  earth-connection,  where  single  wires  are  used, 
is  a  matter  of  the  utmost  importance  ;  it  not  only  con- 
tributes to  the  clear  reproduction  of  speech,  but  also 
reduces  the  disturbing  noises  of  the  telephone.  Careful 
attention  to  this  detail  is,  therefore,  a  most  important 
factor  in  a  telephonic  installation. 
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In  towns  having  a  universal  domestic  water-supply, 
water-pipes  are  most  conveniently  used  for  earth.  The 
copper  wire  used  for  earth-connection  is  conducted  to 
the  nearest  water-pipe — if  possible,  to  an  ascending  main 
pipe — and  carefully  soldered  to  it.  An  excellent 
and  most  efficient  earth-connection  is  obtained  in  this 
way,  the  whole  network  of  pipes  acting  as  conductor. 

The  use  of  gas-pipes  for  earth-connection  is  objec- 
tionable, because  the  pipes  inside  the  houses  are 
generally  joined  together  by  means  of  red  or  white  lead 
so  that  a  considerable  resistance  may  be  introduced 
In  certain  circumstances  this  might  lead  to  very  great 
inconvenience;  for  instance,  if  the  earth  for  two 
telephones  used  in  one  house  were  obtained  by  means 
of  the  gas-pipes,  it  might  easily  be  that  the  currents 
from  one  telephone,  instead  of  going  direct  to  earth, 
would  pass  through  the  earth-wire  into  the  other 
telephone,  so  that  there  would  be  over-hearing  between 
the  two  telephones. 

Where  there  are  no  water-pipes  available,  a  good 
separate  earth-connection  must  be  made.  If  there  be  a 
pump  in  use  near  at  hand,  that  will  furnish  a  very  satis- 
factory "  earth  "  if  the  wire  be  carefully  soldered  to  it ; 
but  in  all  such  connections  great  care  must  be  taken  to 
insure  that  the  solder  thoroughly  adheres  to  the  metal. 
Again,  a  plate  of  galvanised  iron,  or,  better,  copper, 
about  2  or  3  feet  square,  buried  in  ground  that  is 
always  damp,  is  a  plan  of  obtaining  good  "earth" 
often  adopted. 

On  short  circuits  it  is  very  important  to  secure  the 
same  sort  of  metal  for  earth-connection  at  both  ends, 
otherwise  the  dissimilar  metals  of  the  earth-plates 
connected  by  a  conductor  furnish  the  conditions  for  a 
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current,  which  may  become  a  source  of  serious  disturb- 
ance in  the  circuit. 

The  maximum  resistance  that  should  generally  be 
allowed  for  the  earth  is  lo",  although  in  rocky 
districts  it  ii  sometimes  difficult  to  get  it  as  low 
as  100**. 
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CHAPTER    XXIX. 

WIRE  FOR  TELEPHONE  AERIAL  LINES. 

There  are  many  important  considerations  to  be  taken 
into  account  in  determining  the  material  to  be  used  in 
the  construction  of  telephone  lines. 

{a.)  In  the  first  place  there  is  the  need  of  mechanical 
strength.  In  a  large  system  of  overhead  wires  where 
many  hundreds  of  wires  run  alongside  and  cross  each 
other  in  all  directions,  it  is  very  important  that  the  wire 
shall  be  strong,  in  order  to  prevent  breaking  as  much  as 
possible,  which  is  a  source  of  the  greatest  incortvenience ; 
for  not  only  does  the  breaking  of  one  wire  most  seriously 
interfere  with  the  working  by  becoming  entangled  with 
other  wires  and  so  producing  contacts,  but,  in  the  case 
of  a  more  general  breakdown,  risk  of  personal  injury  is 
incurred,  and  the  wires  may  also  seriously  impede  the 
public  traffic.  Further,  in  the  erection  of  over-house 
lines  in  towns,  local  conditions  and,  in  many  cases, 
personal  prejudices  have  sometimes  to  be  overcome  by 
the  erection  of  long  spans  which  tax  the  strength  of  the 
wires  to  the  utmost. 

(b,)  Durability  is  another  important  matter,  both  from 
the  point  of  view  of  the  working  efficiency  of  the  lines 
and  from  that  of  the  cost  of  their  maintenance. 
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(c.)  Of  course,  the  question  of  prime  cost  has  often  a 
more  important  bearing  upon  the  decision  as  to  the 
material  to  be  used  than  any  other ;  but  this  should 
certainly  not  be  so  where  great  interests  are  involved, 
as,  for  instance,  in  the  case  of  a  public  telephone  system. 

(d,)  The  most  important  consideration,  so  far,  at  least, 
as  very  long  circuits  are  concerned,  is  that  of  electrical 
efficiency.  -^  The  electrical  problem  of  long-distance 
telephony  depends  for  its  solution  comparatively  little 
upon  the  instruments  used,  while  the  electrical  qualities 
of  the  circuit  are  all-important 

On  short  urban  lines,  where,  if  the  wires  are  to  be 
aerial  they  must  be  over-house  and  should  have  great 
tensile  strength,  steel  wire  naturally  commends  itself; 
and,  for  the  sake  of  both  economy  and  security,  a  wire 
of  the  smallest  possible  diameter,  so  as  to  be  of  the  least 
possible  weight,  has  generally  been  adopted.  In  some 
cases  a  stranded  wire  consisting  of  three  No.  i8  wires  is 
employed ;  and  a  wire  about  No.  14  S.W.G.,  which  will 
bear  a  stress  of  aboutQOO  lbs.,  is  much  used.  But 
the  electrical  resistance  of  this  wire  is  high,  amounting 
on  an  average  to  nearly  100  ohms  per  mile.  This 
drawback,  which  would  render  such  wire  useless  for 
long  lines,  is  not  generally  important  in  the  case  of 
urban  lines,  where  distances  are  limited.  Nevertheless, 
inasmuch  as  the  tendency  of  modern  telephonic  practice 
is  to  increase  the  facilities  for  extra-urban  communica- 
tion, the  use  of  high  resistance  wire,  even  for  short  lines» 
is  not  to  be  commended. 

The  durability  of  iron  and  steel  wires  is  secured  by 
their  being  covered  with  a  protective  coating  of  zinc — the 
well-known  process  of  **  galvanising.**  This  protection 
of  the  wire  is  most  important,  because  the  lines  frequently 
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pass  directly  over  chimney-stacks  or  are  erected  in 
localities  where  the  air  is  more  or  less  charged  with  acid 
vapours,  which  soon  destroy  the  steel.  Even  the  zinc 
coating  cannot  entirely  withstand  this  destructive 
influence.  Under  unfavourable  conditions  a  steel  wire 
may  be  entirely  destroyed  in  two  or  three  years.  In 
specially  exposed  localities  wire  is  employed  which  is 
protected  by  a  serving  of  hemp  or  tape  coated  with  an 
insulating  substance,  and  this  wire  is  stated  to  remain 
serviceable  for  many  years.  When  the  covering  rots, 
however,  it  becomes  very  unsightly. 

Originally  the  low  tensile  strength  of  copper 
wire  prevented  its  use  even  where  expense  was  no 
objection.  Now,  however,  the  manufacture  has  been 
so  immensely  improved  that  not  only  has  its  breaking 
weight  been  raised  to  28  tons  per  square  inch — a 
strength  equal  to  that  of  mild  steel — but  there  has  been 
a  corresponding  improvement  in  its  conductivity,  which 
.is  almost  equal  to  that  of  pure  copper.  Although  even 
now  its  high  price  tends  greatly  to  restrict  its  use,  there 
is  no  doubt  that  copper  is  the  material  which  must 
eventually  become  general  for  all  circuits  of  any  import- 
ance. Copper  wire  is,  in  fact,  far  superior  in  almost 
every  respect  to  any  other.  Its  strength  has  been 
already  referred  to.  It  is  also  less  affected  by  impurities 
in  the  air — an  important  quality  from  the  point  of 
view  of  durability  ;  for  instance,  in  some  localities,  such 
as  the  neighbourhood  of  chemical  works,  where  iron 
wire  is  destroyed  in  a  few  months,  copper  has  been 
unaffected  during  eight  or  ten  years'  exposure. 

In  order  to  secure  the  same  conductivity  in  any 
given  length,  the  relative  weights  of  copper  and  iron 
wire  required  are   as  i  to  5^,  so  that  this  leads  to  a 
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material   decrease   in  the   strain  upon   the  poles   and 
insulators. 

A  minor  advantage  is  that  the  smaller  wire  required 
is  much  less  conspicuous,  and,  therefore,  much  less  of 
an  eyesore,  than  the  heavier  wire,  consequently  giving  rise 
to  less  opposition  on  the  part  of  landowners,  etc. 

But  the  electrical  properties  of  copper  wire  are  even 
more  valuable  for  telephony  than  its  mechanical 
qualities.  Its  higher  conductivity  permits  of  the  use 
of  a  much  smaller  gauge  of  wire,  thus  tending  to  a 
reduction  of  the  electrostatic  capacity.  There  is  also  the 
great  gain  which  arises  from  the  absence  of  electro- 
magnetic inertia.  It  has  been  found^  as  the  result  of  a 
large  number  of  experiments  made  with  an  iron  and 
a  copper  wire  between  London  and  Newcastle,  that  the 
increase  of  speed  in  electrical  transmission  through  a 
copper  wire  over  that  in  an  iron  wire  is  from  11*19  to 
2 1 00  per  cent,  or  a  mean  increase  of  i6'i  per  cent. 

Professor  Hughes-  has  shown  that  with  wires  i  mm.  in- 
diameter,  taking  the  electro-magnetic  inertia  of  soft 
Swedish  iron  wire  as  100,  that  of  copper  is  only  20, 
The  difference,  however,  decreases  with  the  increase  of 
diameter,  so  that  with  4-mm.  wire  (No,  8  S.W.G.)  the 
relative  inertias  of  iron  and  copper  are  72  and  28,  and 
with  lo-mm.  wire  they  are  as  30  to  12.  Variation  of 
the  strength  of  current  has  no  effect  whatever  upon 
the  relative  positions  of  the  metals. 

Moreover,  according  to  Professor  Hughes,  the  effect 
is  dependent  upon  both  the  molecular  condition  of 
the   conductor   and  also  upon   its  form ;    hard-drawn 

*  W.  H.  Preece,  British  Association  at  Aberdeen,  1885. 

•  Inaugural  Address  delivered  before  the  Society  of  Telegraph  Engineers 
fanuary  28.  18S6. 
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iron,  for  instance,  having  a  somewhat  lower  value  than 
soft  Swedish,  and  a  stranded  conductor  made  up  of 
thin  iron  wires  actually  giving  better  results  than  a 
plain  copper  wire  of  the  same  cross-section.  Apart 
from  other  objections,  however,  the  mere  consideration 
of  a  general  use  of  stranded  wire  is  almost  precluded 
by  the  facts  that  such  a  wire  gives  a  much  more 
defined  accumulating  surface  for  snow  than  a  circular 
wire ;  that  with  wires  of  equal  resistance  the  electrostatic 
capacity  of  a  stranded  wire  is  from  5  to  10  per  cent, 
higher,  and  that  impurities  being  retained  in  the 
interstices  of  the  strands  materially  reduces  the 
durability  of  the  wire. 

Another  and  most  important  advantage  of  copper 
wire  is  the  low  electrostatic  capacity  which  it  has  as 
compared  with  iron  wire  of  similar  resistance.  Taking 
a  copper  wire  and  an  iron  wire  of  the  same  resistance, 
the  former  having  a  diameter  of  79  mils  and  weighing 
100  lbs.  per  mile,  the  latter  would  have  a  diameter  of 
207  mils  and  would  weigh  593  lbs.  per  mile.  The 
surface  of  the  iron  would  thus  be  more  than  two-and- 
a-half  times  that  of  the  copper.  The  electrostatic 
capacity  of  the  copper  wire  would  therefore  be  much 
lower.  An  aerial  wire  may  be  looked  upon  as  one 
conducting  plate  of  a  condenser  whose  other  plate  is 
the  earth,  with  the  intervening  air  as  the  dielectric. 

Several  series  of  experiments  have  been  made  on 
telegraph  and  telephone  wires,  in  various  parts  of  the 
United  Kingdom,  with  a  view  to  the  determination  of 
the  capacities  of  wires  in  actual  use. 

As  regards  the  relative  capacities  of  various  gauges  of 
wire,  the  theoretical  condition  that  they  should  vary 
directly  as  the  diameters  is  well  borne  out.    For  instance^ 
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in  tests  over  lengths  of  about  8  miles,  when  a  copper 
wire  of  224  mils  diameter  (800  lbs.  per  mile)  gave  a 
mean  capacity  of  '01743  mf.  with  all  other  wires  to 
earth,  four  400  lbs.  iron  wire,  in  corresponding  positions, 
varied  from '01347  mf.  to '01426  mf.  The  calculated 
capacity  from  the  diameter  (171  mils)  would  be 
•0133  mf. 

The  surrounding  conditions,  however,  are  found  to 
lead  to  materially  different  results.  This  may  be  well 
illustrated  by  reference  to  a  few  tests  of  800  lbs.  copper 
wire  made  at  various  places.  In  the  case  just  quoted, 
where  the  capacity  was  '01743  mf.  per  mile,  the  wire 
was  in  close  proximity  to  other  working  wires,  which 
could  not  be  disconnected  from  earth.  This,  conse- 
quently, tended  to  raise  the  capacity  of  the  wire  under 
test.  The  height  above  the  ground  was  about  24  ft.  6  in. 
and  the  whole  section  tested  passed  through  well-wooded 
country.  In  another  case  tests  were  made  where  the  wire 
was  about  25  ft.  4  in.  above  the  ground  in  a  length  of 
about  6  miles  over  a  flat,  clear  country,  and  where  it  was 
twisted  with  the  only  other  wire  on  the  poles.  With  the 
companion  wire  to  earth  at  both  ends  (that  is,  with  prac- 
tically the  same  conditions  as  in  the  former  case)  the 
capacity  was  '0144  mf.  per  mile ;  whereas,  when  the 
companion  wire  was  disconnected  at  each  end  the  capa- 
city fell  to  '0128  mf  Again,  in  somewhat  similar  condi- 
tions with  the  wires  at  an  average  height  of  24  ft  9  in., 
the  two  wires,  when  their  companion  was  to  earth,  gave 
'O136  and '0138  mf  per  mile,  respectively,  in  a  length 
of  about  13  miles,  while,  with  the  companion  wire 
insulated,  the  capacities  measured  'Oii7  mf  and 
•01 198  mf.  per  mile. 

There  is  yet  another  advantage  in  the  use  of  coppef 
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wire  for  telephone  lines,  and  that  is,  that  the  wires  are 
much  less  noisy  than  those  constructed  with  iron  wire. 
Besides  those  noises  which  are  the  result  either  of 
mechanical  vibration  or  of  induction  of  one  telephone 
or  telegraph  wire  upon  another,  other  noises  occur  which 
are  the  result  of  terrestrial  causes.  Every  wire  lies  in 
the  magnetic  field  of  the  earth,  and  when  the  wire  in 
this  field  is  thrown  into  a  strong  vibratory  motion  by 
strong  winds,  currents  are  induced  in  it  Such  currents 
are  especially  observed  in  lines  which  have  the  direction 
from  north  to  south,  and  thus  by  their  vibrations  cut  the 
lines  of  force  of  the  earth  at  right  angles.  These  currents 
manifest  themselves  much  more  strongly  in  iron  wire 
than  in  copper,  because  the  iron  wire  behaves  like  a 
linear  magnet  and  concentrates  the  lines  of  force.® 

It  is  necessary  that  particular  attention  should  be 
given  to  the  fact  that  copper  wire  requires  great  care 
both  in  manufacture  and  in  use.  As  regards  manufacture 
the  wire  used  by  the  British  Post  Office  is  subject  to 
very  strict  inspection.  It  is  carefully  gauged  and  tested 
for  ductility  and  tensile  strength.  To  test  its  ductility 
the  wire  is  wrapped  in  six  turns  round  its  own  diameter, 
unwrapped  and  again  wrapped  in  the  same  way  ;  and  it 
must  do  this  without  breaking.  A  piece  is  then  gripped 
by  two  pairs  of  clamps  fitted  at  a  certain  distance  from 
each  other,  one  being  prevented  from  turning,  and  the 
other  being  slowly  revolved  until  the  wire  breaks. 
The  test  for  tensile  strength  is  made  by  direct  appli- 
cation of  a  stress  slowly  augmented  until  the  wire 
breaks. 

It  is  very  desirable  to  note  the  distinction  between 
stress  and  strain.     The  strain  of  a  body  is  the  proportion 

•  "  Weitlisbach  die  Tecknik  des  Ferrsprcchens,**  Wien,  1886,  p.  109. 
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of  itself  by  which  it  lengthens.  It  is  therefore  a  dis- 
tortion. The  stress  is  the  load  per  square  centimetre 
or  per  square  inch  which  produces  this  strain.  It  is 
therefore  a  force.  Stress  is  cause,  strain  is  effect. 
The  tensile  strength  of  a  wire  is  the  stress  it  will 
bear  before  it  breaks.  It  is  frequently  called  the 
breaking  weight.  The  elastic  strength  is  the  stress 
which  produces  a  permanent  set,  and  it  indicates  the 
limit  of  elasticity. 

In  the  erection  of  copper  wire  also  great  care  has  to 
be  exercised.  Coils  must  not  be  carelessly  thrown  about, 
as  they  may  be  without  harm  in  the  case  of  iron  wire. 
Flaws,  indentations,  scratches,  kinks,  and  similar  injuries 
act  very  much  in  the  same  way  as  diamond  scratches 
on  glass  ;  the  wire  is  likely  to  break  at  such  places. 
Special  drums,  therefore,  fitted  with  brakes,  have  been 
designed  and  made,  so  that  the  wire,  being  unwound 
under  tension,  may  not  get  kinked. 

The  following  is  the  specification  for  hard  copper  line- 
wire  now  issued  by  the  Postal  Telegraph  authorities : — 

'  Note. — In  this  Specification  the  term  "piece'*  shall  be  understood  to  mean  a  single  length 
of  wire  without  joint  or  splice  of  any  description  either  before  being  drawn  or  in 
the  finished  wire ;  a  "  coil "  shall  be  held  to  be  a  piece  of  wire  in  the  form  of  a  coil  i 
and  a  "  parcel "  shall  be  any  quantity  of  manufactured  wire  presented  for  examina- 
tion and  testing  at  any  one  time.    A  "  mil "  is  the  one-thou<andth  part  of  an  inch 

(i)  The  wire  shall  be  drawn  in  continuous  pieces  of  the  respective 
weights  and  diameters  given  in  the  Table  hereunto  annexed,  and 
every  piece  must  be  gauged  for  diameter  in  one  or  more  places. 

(2)  The  wire  shall  be  perfectly  cylindrical,  uniform  in  quality, 
pliable,  free  from  scale,  inequalities,  flaws,  splits,  and  other  defects, 
and  shall  be  subject  to  the  tests  hereinafter  provided  for. 

(3)  Every  piece  may  be  tested  for  ductility  and  tensile  strength, 
and  5  per  cent,  of  the  entire  number  of  pieces  may  be  cut  and 
tested  in  any  part.  Pieces  cut  for  this  purpose  shall  not  be  brazed 
or  otherwise  jointed  together,  but  each  length  shall  be  bound  up 
into  a  separate  coil. 
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(4)  The  wire  shall  be  capable  of  being  wrapped  in  six  turns 
round  wire  of  its  own  diameter ;  unwrapped,  and  again  wrapped  in 
six  turns  round  wire  of  its  own  diameter  in  the  same  direction  as 
the  first  wrapping,  without  breaking ;  and  shall  be  also  capable  of 
bearing  the  number  of  twists  set  down  in  the  Table,  without  break- 
ing. The  twist-test  will  be  made  as  follows  : — The  wire  will  be 
gripped  by  two  vices,  one  of  which  will  be  made  to  revolve  at  a 
speed  not  exceeding  one  revolution  per  second.  The  twists  thus 
given  to  the  wire  will  be  reckoned  by  means  of  an  ink-mark  which 
forms  a  spiral  on  the  wire  during  torsion,  the  full  number  of  twists 
to  be  visible  between  the  vices. 

(5)  Tests  for  tensile  strength  may  be  made  with  a  lever  or  other 
machine  which  has  the  approval  of  the  Officer  appointed  on  behalf 
of  the  Postmaster-General  to  inspect  the  wire,  and  hereinafter 
called  the  Inspectiner  Officer,  who  shall  be  afforded  all  requisite 
facilities  for  proving  the  correctness  of  the  machine. 

(6)  The  electrical  resistance  of  each  test-piece  shall  be  reduced 
according  to  its  diameter,  and  shall  be  calculated  for  a  temperature 
of  60^  Fahr.  Such  test-piece  shall  measure  not  less  than  one- 
thirtieth  (/j)  part  of  an  English  statute  mile. 

(7)  If,  after  the  examination  of  any  parcel  of  wire,  5  per  cent,  of 
such  parcel  fail  to  meet  all  or  any  of  the  requirements  of  this 
Specification,  and  of  the  Table,  the  whole  of  such  parcel  shall  be 
rejected,  and  on  no  account  shall  such  parcel  or  any  part  thereof 
be  again  presented  for  examination  and  testing ;  and  this  stipulation 
shall  be  deemed  to  be,  and  shall  be  treated  as,  an  essential  con- 
dition of  the  contract. 

(8)  Each  piece  when  approved  by  the  Inspecting  Officer  shall  be 
made  into  a  coil  and  be  separately  bound ;  and  in  no  case  shall  two 
or  more  pieces  be  linked  or  otherwise  jointed  together.  The  eye 
of  the  coil  shall  be  not  less  than  18  inches  nor  more  than  20  inches 
in  diameter. 

(9)  Each  coil  of  approved  wire  shall  be  weighed  separately,  and 
its  weight  (in  English  lbs.  avoirdupois)  stamped  on  a  soft-copper 
label,  which  shall  be  provided  by  the  Contractors,  the  label  being 
firmly  affixed  to  the  inner  part  of  the  coil.  The  Contractors  shall 
also  provide  the  assistance  necessary  for  properly  affixing  to  each 
coil  of  approved  wire,  under  the  direction  of  the  Inspecting  Officer, 
a  metallic  seal  which  shall  be  provided  by  the  Postmaster-General, 
the  weight  of  this  seal  being  deducted  from  the  invoiced  weight  %t 
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the  wire  when  each  delivery  is  made,  or  on  completion  of  the  order, 
as  may  be  arranged. 

(lo)  The  approved  wire  shall  be  wrapped  in  canvas,  and  be 
delivered  as  required,  securely  packed  in  casks  or  cases. 

Table  referred  to  in  the  foregoing  Specification. 


1 

Weight  per 
Statute  Mile 

Approximate  equi- 
valent Diameter. 

Minimum 
Breaking 
Weight 

Min  imum 

No.  of 

Twists. 

Maximum 
Resistance 

per  mile 

of  Wire 

when  hard 

at  60°  F. 

Minimum 

Weight    of 

each   piece 

(or  coil) 

of  Wire' 

Standard 

Range 
allowed 

Standard 

Range 

allowed 

lbs. 
100 

160 

200 

400 

600 

800 

lbs. 

974 
1024 

153} 

I9S 
205 

390 
410 

585 
615 
780 
820 

mils 
79 

97 

112 

168 

194 

224 

mils 

78 
80 

954 
98 

1 104 

"3i 

iss4 

i6oi 

191 
196 

2204 
226 

lbs. 

330 
490 
650 

1,250 
1,800 
2,400 

^      30 

d 

■;;  «5 

a 
\      20 

r  .5 

M 
8       20 

vO 

I 

ohms 
9'io 

6-05 
4-53 

2*27 

1-484 

I'ii3 

lbs. 

50 
SO 

50 
80 

80 

80 

*  Except  in  the  case  of  pieces  cut  for  testing  in  accordance  with  paragraph  3  of  tho 

Specification. 

A  maximum  weight  of  11 3  lbs.  for  each  coil  is  fixed  for  all  sizes. 

There  can  be  but  little  doubt  that  the  use  of  copper  for 
telephone  lines  must  eventually  become  almost  universal. 
There  are,  however,  several  alloys  of  copper  that  have 
been  very  favourably  received,  especially  where  strong 
light  wire  is  required.  These  alloys,  which  consist 
of  copper  with  about  3  per  cent,  of  tin,  are  designated 
{from  the  materials  which  in  some  form  are  used  as  a 
flux  in  the  process  of  manufacture)  silicium-bronze 
and  phosphor-bronze.  These  admixtures,  however,  while 
producing  wire  that    is   of  very    considerably  higher 
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breakinjj  weight  than  is  a  corresponding  size  of  copper, 
cause  at  the  same  time  a  great  increase  in  resistance, 
so  that  they  can  be  used  advantageously  only  on 
short  lines.  For  instance,  a  hard-drawn  copper  wire 
giving  a  resistance  of  127"  would  have  a  breaking- 
weight  of  260,  where  a  similar  gauge  of  silicium-bronze 
wire  would  give  a  resistance  of  so'S^^and  have  a  break- 
ing weight  of  331.  The  relative  weights  also  would  be 
respectively  as  35  to  32, 
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CHAPTER       XXX. 

TELEPHONE  CABLES. 

The  employment  of  cables  for  telephonic  communica- 
tion becomes  increasingly  necessary,  owing  to  the  ever- 
increasing  number  of  aerial  lines  in  large  towns.  This 
necessity  especially  exists  on  the  routes  from  a  central 
office  to  the  points  where  the  wires  begin  to  branch  oft 
in  different  directions.  The  number  of  wires  led  into  a 
large  exchange  becomes  so  great  that  it  is  impossible 
to  find  accommodation  for  them  as  ordinary  open 
wires. 

There  can  be  but  little  doubt  that  the  telephone 
systems  of  all  large  cities  will  ultimately  have  to  be 
installed  with  underground  wires ;  but  so  far  many 
telephone  administrations — governmental,  as  well  as 
commercial — have  shrunk  from  facing  the  expense 
and  the  difficulties  connected  with  such  a  system.  A 
fairly  good  compromise  between  open  aerial  lines 
and  underground  lines  is  found  in  the  adoption  of 
aerial  cables. 

The  difficulty  which  opposes  itself  to  the  employ- 
ment of  ordinary  cables  is  the  induction  of  each 
conductor  upon  the  others,  which  enables  a  con- 
versation carried  on  over  one  wire  to  be  heard  upon 
another.      No    really    eft'ective  means  of  eliminatingr 
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thfe  disturbing  influence  is  known  where  a  single  wire 
is  used  for  each  circuit — it  is  apparently  essential 
that  two  wires  be  used  to  secure  a  quiet  circuit. 
Even  with  two  wires  it  is  necessary  that  they  be  so 
disposed  that  their  plane  does  not  run  parallel  to 
the  plane  of  a  second  pair  of  wires. 

The  use  of  two  wires,  which  has  been  systematically 
adopted  by  the  British  Post  Office  from  the  very  first, 
has  the  further  advantage  (already  referred  to  at  p.  410) 
that  it  eliminates  the  effects  of  earth-currents. 

The  employment  of  two  wires  for  one  speaking  circuit, 
however,  so  much  increases  the  expense  of  the  installation 
that  many  efforts  have  been  made  to  devise  some 
other  means  of  getting  rid  of  the  effects  of  induction*. 
In  the  first  cables  which  were  constructed  by  the  British 
Post  Office,  in  1878,  with  this  object,  every  individual 
insulated  strand  was  surrounded  by  a  coating  of  thin 
lead  or  tinfoil,  which  had  been  firmly  pressed  around  it. 
This  shielded  arrangement,  however,  was  only  a  partial 
solution  of  the  difficulty,  and,  in  order  to  make  it  effective, 
it  has  been  found  necessary  that  all  the  protecting 
coatings  should  be  connected  not  only  amongst  them- 
selves, but  also  to  earth.  Very  many  modifications  of  this 
device  have  since  been  introduced  in  different  countries. 

The  efficacy  of  the  lead  covering  is  due,  not  to  its 
acting  as  a  shield  between  one  wire  and  another,  but 
to  the  fact  that  it  constitutes  a  closed  circuit  for  the  cur- 
rents surrounding  the  prime  wire. 

A  serious  objection  to  the  plan  is  the  increased 
capacity  that  results  from  bringing  a  continuous  earth- 
connection  so  close  to  the  conductors. 

»  W.  H.  Preece,  "  On  some  Physical  '^oinU  connected  with  the  Tele- 
phone," PhiL  Mag,,  April,  1878. 

G  G 
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AERIAL    CABLES. 

The  principal  requirements  for  an  aerial  cable  are : — 

{a.)  The  smallest  possible  weight. 

{b.)  The  highest  possible  relative  tensile  strength,  so 
chat  it  may  withstand  the  stresses  due  to  wind-pressure. 

(c,)  The  use  of  such  material  for  insulation  as  shall 
be  able  permanently  to  resist  climatic  influences, 
especially  variations  of  temperature. 

Aerial  cables  can  be  made  with  any  number  of  con- 
ductors, but,  as  the  number  increases,  the  cables  tend  to 
become  very  cumbrous  and  difficult  to  handle. 

UNDERGROUND    CABLES. 

The  English  telephone  companies  have  not  hitherto 
made  use  of  underground  wires  to  any  extent,  but  the 
British  Post  Office  adopts  this  method  wherever 
possible,  as  much  for  economy  as  for  efficiency. 

The  difficulties  which  this  system  introduces  arise 
from  induction,  resistance,  and  capacity.  These,  how- 
ever, like  other  difficulties,  become  less  with  increased 
knowledge,  and  there  is  now  no  lack  of  manufacturers 
who  are  well  able  to  produce  excellent  underground 
cables  for  telephone  purposes. 

In  England,  where  underground  systems  have  existed 
since  the  first  introduction  of  telegraphy  in  1837,  gutta- 
percha remains  paramount  as  an  insulating  medium  for 
subterranean  and  submarine  purposes;  but,  when  exposed 
to  changes  of  temperature  and  moisture  of  the  air,  it 
rapidly  deteriorates.  For  aerial  purposes,  therefore, 
indiarubber  is  more  generally  used,  and  is  very  durable. 
In '  America,  where  underground  work  was  not 
viewed  with  favour  until  the  public  inconvenience 
rising  from  open  work  became  unbearable,  various 
other  materials   are  being   introduced,   especially  the 
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products  of  petroleum.  Paraffin  is  used  by  some, 
but  the  most  promising  material  is  a  heavy  distillate 
of  petroleum,  such  as  is  used  in  the  Waring  cable. 
Oils  are  used  by  others,  and,  when  mixed  with  resin, 
they  acquire  a  very  high  insulating  efficiency.-  Cables 
in  which  the  insulating  medium  is  prepared  dry  paper 
are  also  now  extensively  used,  and  the  extremely 
low  capacity  of  a  wood-beaded  cable  introduced  in 
France  by  Fortin-Herrmann  opens  up  fresh  possibilities 
in  underground  telephone  circuits.  All  these  special 
cables  are,  almost  without  exception,  lead-covered« 
It  is  interesting  to  note  that  the  lead-covered  cables 
buried  in  the  streets  of  London  in  1844  are  identical 
in  appearance  and  construction  with  many  of  those 
now  being  used.  Lead  is,  however,  very  liable  to 
accident  when  buried  unprotected  in  the  earth.  Some 
soils  act  upon  it  chemically  and  destroy  it.  It 
should,  therefore,  always  be  protected.  A  good  plan 
is  to  place  a  lead-covered  cable  in  a  trough,  and  to 
fill  the  trough  with  asphalte,  pitch,  or  bitumen, 

{a.) — Post  Office  Aerial  Cable. 

The  form  of  aerial  cable  for  double  wires  which  has 
been  found  best  suited  to  the  needs  of  the  British  Post 
Office  fairly  represents  the  type  of  cable  most  useful 
under  conditions  such  as  we  have  to  deal  with  in 
England. 

The  conductors  are  composed  of  three  strands  of 
tinned  copper  wire  weighing  together  20  lbs.  per  mile, 
and  giving  a  mileage  resistance  of  about  45**. 
Each  conductor  is  covered  with  two  coats  of  com- 
pounded indiarubber,  not  vulcanised,  bringing  the 
diameter  up  to   129   mils,  and  the  weight  to  52  lbs. 
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per  mile  The  wires  so  treated  are  then  testto  care- 
fully under  water  for  insulation  and  electrification."  Its 
insulation  must  be  about  200  megohms  per  mile  after 
24  hours'  immersion  in  water.  If  approved,  the  wires 
are  next  taped  with  thin  indianibber-coated  cotton 
tape  laid  on  longitudinally,  and  covered  with  ozokerit. 
They  are  then  twisted  together  in  pairs,  laid  up  in 
cables  of  the  required  number  of  wires,  wormed  with 
jute,  and  lapped  with  stout  tape  prepared  with 
bituminous  compound.  After  the  whole  core  has 
received  another  coat  of  bituminous  compound  it  a 
served  with  a  coating  of  hemp  thoroughly  saturated  with 
a  well  Soiled  gas-tar  compound  and  another  coating 
of  bituminous  compound,  over  which  is  put  the  external 
covering  of  stout  bituminous  prepared  tape  and  a 
coating  of  silicated  compound.  This  forms  a  thoroughly 
reliable,  durable,  compact,  and  waterproof  cable, 

(^.) — Post  Office  Underground  Cable. 

The  cable  ordinarily  used  by  the  Post  Office  for 
subterranean  purposes  is  uniformly  made  with  four 
wires  only,  of  which  two,  situated  diagonally,  are  used 

3  Electri/ication  is  a  phenomenon  shown  by  insulating  materials  when 
current  of  electricity  is  applied  to  them  to  obtain  their  insulation  resist- 
ance. It  is  due  to  the  leakage  current  polarising  the  dielectric.  If  the 
current  be  kept  on  the  insulation  apparently  improves — rapidly  at  first,  then 
more  slowly — the  leakage  current  diminishes  in  strength  ;  in  other  words, 
the  resistance  apparently  gradually  increases,  owing  to  the  formation  of  aD 
opposing  electro-motive  force  in  the  medium,  which  thus  acts  as  a  liquid 
electrolytCt  As  this  effect  varies  with  time,  it  is  usual  to  take  a  test-reading 
for  insulation  after  om  minute's  electrification*  The  rate  of  &11  due  to 
electrification  is  a  good  test  of  the  soundness  of  the  insulating  materiaL 
It  varies  very  much  with  the  quality  of  the  material,  and  with  tem- 
perature, being  more  marked  at  low  temperatures.  Unsteady  electrifi- 
cation is  a  sign  of  an  incipient  fault  in  the  insulation,  and  slow  elec- 
trification, whsaiMli  due  to  defective  insulation,  is  an  indication  of  good 
ttiateriaL 
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for  each  of  two  circuits.  The  copper  conductor  of  each 
wire  weighs  40  lbs.  per  mile,  and  is  covered  with  a 
solid  coating  of  best  gutta-percha,  weighing  50  lbs. 
per  mile.  The  insulation  is  specified  to  range  between 
200  and  1,000  megohms  per  mile,  and  to  have  in  watet 
an  inductive  capacity  of  '29  mf  per  mile.  Four  of 
these  wires  are  laid  up  with  a  lay  of  7  inches,  having 
a  centre  and  worming  of  tanned  jute  sufficient  to  make 
the  cable  cylindrical.  The  cable  is  then  served  with  a 
single  covering  of  specially  prepared  grey  linen  tape. 

(^.) — Tlie   British  Insulated  Wire  Company s  ^^  Paper  ^* 

Cables, 

The  British  Insulated  Wire  Company  manufacture 
insulated  conductors  under  the  patents  of  the  Norwich 
Insulated  Wire  Company  of  New  York,  using  as  a  basis 
for  insulation  prepared  material,  which  is  generally  called 
*'  paper/'  This  is  treated  in  such  a  way  as  to  give  it 
great  strength  mechanically,  high  insulation  electrically 
and  chemically  great  durability.  The  construction  oi 
the  cable  is  a  mechanical  one,  being  built  up  layer  upon 
layer  with  the  prepared  insulation.  The  result  is  that 
the  insulation  does  not  depend  simply  upon  one  layer, 
but  has  the  benefit  of  solidity,  and  at  the  same  time  of 
numerous  separate  thicknesses  of  the  material,  which 
help  one  another.  Both  for  mechanical  and  electrical 
reasons  such  cables  are  generally  lead-sh^athed 
over  the  insulation,  not  necessarily  as  a  water- 
proofing, but  as  a  mechanical  protection  which  will 
defend  the  core  from  damage.  Of  course,  the  lead 
sheath  does  perform  the  function  of  a  waterproof 
covering,  but  lengths  of  core  tested  in  water  at  different 
temperatures  and   pressures  have  .shown  a  remarkable 
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absence  of  any  absorption  of  moisture.  A  further 
advantage  of  the  lead  sheathing  is  that  it  tends  to 
consolidate  the  insulation  when  the  cable  is  being  wound 
off  or  on  to  a  drum,  or  is  being  drawn  round  the  comers 
in  a  pipe-line  or  conduit. 

The  finished  cables  show  a  high  insulation.  It  has 
been  found  that  a  thickness  of  i  millimetre  gives 
way  with  an  electromotive  force  of  10,000  volts,  thus 
showing  that  the  material  is  quite  as  good  as  india- 
rubber  in  its  ultimate  strength  to  resist  disruptive 
discharges. 

It  is  usual  to  tape  or  braid  over  the  lead  sheathing, 
iuch  covering  being  treated  with  preservative  compound. 
Apart  from  the  protection  that  this  gives  against 
chemical  action  upon  the  lead,  it  is  almost  impossible 
without  it  to  draw  such  a  cable  through  an  iron  pipe. 
Even  when  braided  the  drawing-in  is  much  facilitated 
by  the  use  of  French  chalk. 

The  cables  are  tested  after  twenty-four  hours' immersion 
in  water  at  60^  Fahr.  Four-wire  cable  of  the  American 
Conference  Standard*  Pattern  shows  an  insulation  of 
about  10,000  megohms  per  mile  and  a  capacity  of  only 
•08  microfarad.  For  long-distance  work  a  four-pair 
cable  is  made  which  has  an  insulation  of  2,000  megohms 
per  mile  and  for  Nos.  10,  12,  and  14  copper  covered  to 
No.  I,  a  capacity  per  mile  of  '12  mf.,  *!  mf.,  and  '09  mf. 
respectively. 

8  The  **  Conference"  standard  was  arrived  at  by  a  conference  of  repre- 
sentatives of  the  principal  telephone  companies  of  the  United  States,  which 
is  convened  annually  for  the  discussion  of  telephonic  matters.  The  dimen- 
lioBS  for  twisted  pairs  are  : — 

Diameter  of  conductor,  '035  inch. 
Outside  diameter  of  insulation,  *I25  inch. 
Length  of  twist,  2}  inches  to  3^  inches. 
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(rfl) — Tlie  Patterson  Cables. 

'ITiese  cables  are  very  largely  used  in  America.  They 
are  composed  of  groups  of  copper  conductors, 
each  of  which  is  suitably  coated  with  a  dry  insulating 
material — either  paper  or  cotton — and  drawn  into  a 
lead  pipe. 

Originally  Patterson  used  cotton  or  jute  saturated 
with  paraffin  as  the  covering,  and,  after  drawing-in,  the 
lead  tube  was  filled  with  melted  paraffin  aerated  with 
dry  gas. 

The  insulation  of  this  material  is  very  high,  and  i: 
will  not  vary  as  long  as  the  lead  covering  remains 
uninjured.  More  important  still,  although  as  is  well 
known  the  inductive  capacity  of  paraffin  is  very  low,  it 
is  said  to  be  lowered  by  at  least  15  per  cent,  by  the 
aeration.  In  fact,  by  laying  the  wires  loosely  together 
and  forcing  the  prepared  paraffin  between  them  a 
dielectric  was  obtained  which,  consisting  of  paraffin  and 
minute  bubbles  of  gas,  possessed  a  much  lower  inductive 
capacity  than  if  the  whole  apace  were  filled  with  cotton, 
gutta-percha,  or  other  insulator. 

Even  in  these  early  cables  the  value  of  low  capacity 
was  well  recognised ;  but  increasing  experience  proves 
this  to  be  a  matter  of  supreme  importance,  and  hence 
has  arisen  the  radical  modification  of  principle  implied 
in  Patterson's  "dry  core"  rabies,  in  which  the  separat- 
ing material  is  not  interpenetrated  with  insulating  filling. 
As  air  is  one  of  the  best  of  dielectrics,  it  is  evident  that 
the  more  air  and  the  less  of  any  other  substance  that 
intervenes  between  the  wires,  the  lower  will  be  the 
capacity — hence  the  advantage  of  "  dry  core."  There  is 
however,  a   corresponding   risk,   for,    should    the   lead 
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covering  become  defective  by  any  means,  and  so  permit 
moisture  to  enter,  the  insulation  is  at  once  destroyed. 
The  entrance  of  moisture  was  almost  entirely  precluded 
by  the  paraffin  filling — ^at  worst  it  could  not  penetrate  far. 
A  consideration  of  this  difficulty  led  to  the  following 
conclusion.  These  cables  being  usually  drawn  into  pipes 
cannot  ordinarily  be  handled  except  at  the  manholes  or 
joint-boxes,  so  that  if  a  fault  occurs  midway,  of  whatever 
form  the  cable  is,  it  must  be  drawn  out.      Speaking 
generally,  however,  faults  are  most  likely  to  arise  at  the 
manholes  where  work  is  carried  on ;  and,  further,  when 
the    lead   coating  has   been   thoroughly  tested   under 
hydraulic  or  pneumatic  pressure  before  use,  the  principal 
danger  is  in  the  jointing.     The  splicing  of  two  lengths 
of  a  cable  with  a  good  number  of  wires  takes  a  consider- 
able time,  and  this  may  facilitate  the  introduction  of 
moisture,  and  so  lead  to  the  breakdown  of  the  cable. 
To  provide  against  this  the  Western  Electric  Company 
fill  their   "  dry  core "  cables  with    aerated  paraffin   at 
the  ends  for  a  few  feet.*     Thus,  while  the  advantage  of 
low  capacity  is  secured  by  the  core  being  mostly  "dry," 
the  filling  at  the  ends  prevents  the  access  of  moisture 
when  splicing,  and  renders  it  comparatively  easy  to  make 
repairs  just  at  the  points  where  damage  is  likely  to  arise. 
The  material  used  for  the  covering  of  "  dry  core " 
conductors  is   now  a  specially-made   paper,    which  is 
also  prepared  in  a  particular  way,  in  order  to  form  air- 
spaces when  the  paper  strip  is   wound  on  the  wire." 
The  central  portion  of  the  tape  is  corrugated  transversely 
by  being  run  between  cogged  wheels  as  it  is  being  wound 
on  the  bobbins,  and  when  the  paper  is  wound   spirally 

4  British  Patent  Specification  2,654  (February,  1890). 
«  British  Patent  Specification  6,569  (April,  1892). 
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over  the    wire  this  central  portion,  softened  by  the 
corrugations,  becomes  puckered,  and  forms 
a  spiral  ridge.     Two  layers  of  6o-lb  paper 
in  g-inch  tape  will  cover  a  40-mil  wire  to 
a  diameter  of  125  mils. 

The  averse  capacity  of  such  wires  when 
made  up  in  a  50-pair  cable  having  an 
outside  diameter  of  iH  inch  is  -07  mf. 
per  mile. 

The  tape  may  be  perforated  instead  of 
being  corrugated  in  the  centre,  but  the 
corrugation  is  preferred. 

The  Western  Electric  Company  make 
a  very  compact  and  efficient  form  of  tablet 
upon  which  their  cables  may  be  terminated. 
It  is  shown  by  fig.  309. 

{€.)—  Walter  T.  Glover  &  Co*s  Cables. 
Until  somewhat  recently  the  form  of 
telephone  cables  manufactured  by  this 
firm  was  for  single-wire  working,  and 
constructed  in  a  manner  to  lessen  and 
avoid  "cross-talk."  These  anti-induction 
cables,  as  they  were  termed,  consisted  of 
a  number  of  insulated  wires  formed  into 
cables  of  the  requisite  size.  Each  wire  was 
of  No.  18  (48  mils)  tinned  copper,  insulated 
with  several  thicknesses  of  pure  rubber 
strip,  and  protected  with  prepared  tape, 
each  taped  wire  being  subsequently  served 
with  insulating  and  protecting  compounds. 
A  certain  number  of  these  wires  were  '^'  ^'^' 
coated  with  lead-foil,  and  placed  in  definite  positions 
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in  the  several  layers.  The  position  of  these  lead.folled 
wires  being  systematic,  the  definite  number  or  exact 
position  of  a  wire  was  known.  These  lead-foiled  wires,  in 
consequence  of  the  several  layers  of  the  cable  being 
in  opposite  directions,  were  in  contact,  so  that  in  each 
cable  all  the  lead-foil  coatings  were  in  electric  con- 
nection. The  multiple  cable  thus  formed  was  lapped 
with  wide  lead-foil,  which  was  therefore  in  contact  with 
all  the  lead-foil  coatings  in  the  cable.  This  outer 
coating  of  foil  being  connected  to  earth  at  the  end  and 
at  any  intermediate  points,  it  will  be  seen  that  an 
earth-connection  to  intercept  induced  currents  was 
present  throughout  the  whole  of 
the  cable.     The  cable  was  exter- 

Inally  protected  with  a  special 
double  braiding  served  with  a 
preservative  compound  possessing 
weather-resisting  qualities.  This 
form  of  external  protection  has 
p.  been    found     to    withstand    most 

successfully  the  trying  English 
climate,  and  it  is  sii»t''d  that  in  towns  where  these  cables 
have  been  erected  there  is  no  apparent  deterioration 
after  ma'iy  years  of  exposure. 

To  meet  the  demand  for  a  cable  to  work  a  number 
of  metallic  circuits  a  new  form  was  designed,  which 
has  been  very  largely  adopted.  This  form,  shown  in 
figure  310,  is  termed  the  "Magpie,"  and  consists  ol 
wires  laid  up  in  fours  or  "  double  pairs."  The  wires 
are  insulated  in  a  similar  manner  to  those  in  the  anti- 
induction  type,  but  a  portion  are  protected  with  a 
white  felt  tape,  instead  of  the  black  served  tape.  The 
fours  are  made  up  of  two  white  and  two  black,  placed 
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alternately,  so  that  the  two  of  the  same  colour  are 
opposite  to  each  other,  and  form  a  pair  for  a  metallic 
circuit.  In  the  52-wire  cable,  which  is  the  favourite 
type,  the  centre  consists  of  four  sets  of  fours 
surrounded  by  nine  sets  of  fours.  A  distinction  is 
made  in  each  layer  by  substituting  a  ** black"  wire 
for  one  of  the  white  ones.  This  makes  in  one  set 
one  pair  "  white  and  black,**  and  the  other,  as  usual, 
"black  and  black."  This  set  forms  the  "key"  to  the 
numbering ;  and  the  first  pair.  No.  o,  begins  with  the 
inner  white  and  black  pair.  The  similar  pair  in  the 
outside  layer  is  No.  8,  the  last  pair  being  No.  25. 
The  white  pairs  have  even  numbers  and  the  black 
pairs  uneven  numbers. 

The  object  in  making  the  first  pair  No.  o  is  that 
when  a  cable  is  required  with  only  50  wires,  the  No;  o 
pair  may  be  omitted,  its  place  being  taken  by  a 
"  dummy  "  pair,  so  leaving  the  numbering  of  the  rest  of 
the  wires  unaltered.  The  numbering  is  always  taken 
to  the  right  hand  of  this  "  key "  pair  in  reference  to  a 
given  direction.  These  cables  have  been  made  with 
104  wires,  or  52  pairs,  by  putting  on  a  third  layer, 
which  would  also  have  a  "  key "  set  of  fours,  and,  of 
course,  any  required  number  could  be  made  up.  The 
cable  is  protected  with  white  felt  tape,  then  double 
lead-foiled,  lapped  with  a  specially-served  tape,  and 
finally  braided  and  served  with  compounr'.  as  in  the 
cables  previously  described. 

In  all  the  cables  manufactured  by  this  firm  for  tele- 
phonic purposes  this  special  system  of  numbering  is  so 
carried  out  that  any  wire  can  be  identified  externally 
in  any  part  of  the  cable  without  "  pricking  "  or  cutting — 
an  arrangement  which  is  of  very  great  advantage. 


f6a  TELEPHONE  CABLES. 

Fig.  311  shows  a  modification  of  this  cable,  in  which 
the  wires  are  in  simple  pairs. 

A  later  form  of  cable  which  is  at  the  present  time 
in  great  request  was  designed  to  meet  cases  where, 
although  required  in  the  first  instance  to  be  worked  as 
single-wire  circuits,  the  cable  would  ultimately  be 
applied  to  metallic-circuit  working.  These  were  condi- 
tions which  the  "anti-induction"  and  "  Magpie  "  forms 
could  only  fulfil  separately.  In  the  improved 
form  of  cable  this  combination  has  been  so  e^ectually 
secured  that  cables  {of  the  form  shown  by  a  52-wire 
cable  in  figs.  312  and  313)  are  said  to  work 
on  single- wire  circuits  with  less 
disturbance  from  "  cross-talk  "  than 

I  the  old  anti-induction  form,  while 
they  are  also  suitable  for  use  as 
pairs  for  metallic  circuits. 

These  cables  are  made  up  of 
48-mils  tinned  wire  insulated  with 
pure  rubber  as  in  the  previous 
cases,  but  protected  with  a  diflferent 
quality  of  tape.  This  is  a  special  form  of  tape, 
rubber-proofed  on  one  side  only.  By  applying  this 
tape  over  the  insulated  wire,  with  either  side  of 
the  tape  outwards,  two  types  of  protected  wire  are 
obtained,  one  black,  the  other  grey.  The  cable  is 
then  built-up  with  pairs  alternately  grey  and  black. 
In  the  52-wire  cable  the  centre  is  formed  of  two  grey 
wires  and  two  black,  which  are  coated  over  all  with 
lead-foil.  The  second  layer  consists  of  ten  wires  in 
alternate  pairs  of  grey  and  black  ;  but  the  first  grey 
wire  in  this  and  all  subsequent  layers  is,  for  two  reasons, 
coated  with  lead-foil;  and  overthe  second  layer  also  isa 
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coaiing  of  lead-foil.  The  third  layer  consist^  of  16 
wires  in  pairs,  and  the  fourth  layer  of  22  wires  ;  the 
two  layers,  as  before,  being  sMarated  by  lead-foil. 
Over  all  are  lapped  two  layers  in  opposite  directions  of 
lead-foil  of  a  quality  specially  manufactured  for  these 
cables.  The  whole  is  then  doubly  braided  and  doubly 
served  as  in  previous  cables. 


Fig.  31  J. 

The  single  lead-foiled  wire  serves,  in  the  first  place, 
to  distinguish  it  as  the  No.  r,  or  the  first  wire  in  each 
layer,  the  second  wire  being  the  single  grey  next  to  it 
The  numbering  of  the  wires  from  i  to  52,  or  i  to  100 
therefore,  becomes  easy.     The     lead-foiled    wire    also 
serves  to  establish  electrical   con- 
nection throughout  the  whole  of 
its  length  with  the  lead-foil  coat-  , 
ings  above  and  below  it,  so  that  in  J 
this   form   of  cable   a  very  large! 
metallic    surface    permeates    the 
whole  of  the  cable,  and  as  this  is 
placed  to  earth  at  the  ends  of  the 
cable  and  at  intermediate  points,  F^^-SiJ. 

there  is  an  earth-connection  of  very  iai^e  surface 
extending  right  through  the  cable,  which  prevents 
any  "  cross  talk  "  being  heard. 

In  a  52-wire  cable  the  resistance  of  the  lead-foil  is 
about  23-3"  per  mile,  and  in  a  loo-wire  cable  it  is  about 
12-  per  mile ;  consequently,  if  in  a  mile  of  loo-wire- 
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cable  the  external  lead-foil  were  earthed  at  every  ^  the 
maximum  resistance  from  any  point  to  earth  would  be 
only  0"37*  plus  the  actual  earth  resistance — representing* 
a  conductivity  sufficient  to  carry  off  any  induced 
currents  or  external  disturbing  influences,  and  to  prevent 
any  interference  when  working  single-wire  circuits. 

For  working  metallic  circuits  there  are  two  methods : 
the  first  is  by  operating  with  pairs  of  two  adjacent 
wires,  which  is  stated  to  work  satisfactorily  without 
induction  or  "  cross-talk,"  or  a  second  method  can  be 
adopted  by  taking  in  each  layer  the  two  wires  which 
are  diametrically  opposite  to  one  another.  Thus  in  the 
second  layer  of  lo  wires,  the  pairs  would  be  Nos.  I 
and  6,  2  and  7,  3  and  8,  4  and  9,  5  and  10.  These 
wires,  being  exactly  opposite,  equi-distant,  and  making 
a  complete  twist  once  in  about  6  to  8  inches,  will  be 
found  to  act  as  ordina^  pairs,  and  to  be  free  from 
induction  or  "  cross-talk.** 

This  form  of  cable  weighs  about  2  lbs.  to  the  yard 
for  the  S2-wire,  and  a  little  over  4  lbs.  to  the  yard  for 
the  lOO-wire.  It  is  remarkably  flexible  and  easy  to 
handle,  and  can  be  run  up  over  houses  with  the  greatest 
facility  in  very  long  lengths,  half  a  mile  and  upwards. 
Its  insulation  is  high  and  good,  and  its  lasting  properties, 
as  shown  by  the  experience  of  similar  externally  pro- 
tected cables,  very  considerable. 

For  the  most  part  these  cables  are  found  to  give  an 
insulation  resistance  of  about  500  megohms  at  60®  Fahr. 
and  a  capacity  of  '27  mf.  per  mile.  The  conductors 
are  invariably  of  tinned  copper  with  a  standard  con- 
ductivity of  about  98  per  cent. 

Self-supporting  cables  of  two  or  three  wires  have  been 
produced  by  this  firm  by  the  use  of  a  central  steel  or 
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phosphor-bronze  wire.     This  is  insulated  in  the   usual 
way,  so  as  to  be  used  as  a  conductor 

(y.) — Fowler-  Waring-  Cables. 

These   are   of    two   classes,  the   "  Waring "  and  thu 
"  Dry  Core,"     In  the  former  the  copper  conductors  are 
cotton-covered,   then    laid    together    in    twisted   pairs, 
stranded  and  braided.     The  cable  thus  formed  is  satu- 
rated in  a  heavy  distillation  of  petroleum,  and  w. 
completely  permeated  it  is  encased  in  lead,  the  tube  beiiir 
formed  directly  round  the  cable  under 
great   hydraulic  pressure.     The  advan- 
tages claimed    for   this  insulating  sub- 
stance   are    that    it    is    not    liable   to 
disintegration   or  deterioration ;  that  it 
is  an  exceedingly  refractory  substance — 
the  surrounding  or  internal  temperature 
may  be  raised  to  the  point  of  fusing  the 
leaden  casing  of  the  cable,  or  the  raising 
of  the  temperature  of  the  conductor  to 
a    white   heat,    without    injuring  it  or 
affecting  the  insulation  resistance  ;  and  j- 

that  its  low  capacity,  as  compared  with 
gutta-percha,  rubber,  and  many  of  the  other  insulators, 
renders  it  very  suitable  for  the  purposes  of  telephony. 

The  demand,  however,  for  a  lower  capacity  than  can 
be  attained  with  the  Waring  core,  has  led  to  the 
introduction  of  various  types  of  "  dry-core  "  cables,  and 
that  which  is "  manufactured  by  the  Fowler- Waring 
Company  resembles  the  cable  made  by  Mr.  Brooks  and 
used  by  the  Bell  Telephone  Company  of  Philadelphia, 
It  is  illustrated  by  fig.  314,  In  this  cable  the  separate 
conductors    are     surrounded     by    a    loose     wrapping 
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of  Specially-prepared  fibre,  which  is  practically  non- 
hygroscopic  and  possesses  great  strength,  tc^ether  with 
chemical  purity  and  high  insulation  resistance.  The  wires 


Fig.  315. 

are  laid  together  in  twisted  pairs,  stranded,  braided,  and 
lead-covered,  as  in   the   Waring  cable.     Extreme  care 


Fig.  316. 
and  considerable  experience  are  essential  in  the  laying 
and  jointing  of  these  dry-core  cables;  but, given  these, it 
is  possible  to  attain  a  very  high  efficiency. 
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The  following  comparative  results  are  from  three 
telephone  cables,  each  composed  of  100  conductors  in 
twisted  pairs  and  of  approximately  the  same  total 
external  diameter;  the  conductor  resistance  in  each 
case  was  3S'S3*  per  mile:  —  (i)  Fowler- Waring 
"Dry  Core,"  -07  mf.  per  mile;  (2)  "Waring  Core," 
•16  m^.  per  mile;  (3)  "Gutta-percha-covered,"  '30  mf. 
per  mile. 

Fig-  315  shows  a  method  of  feeding  cable  into  a  man- 
hole, and  fig.  316  a  convenient  form  of  windlass  for 
drawing  in. 

(^.) — Felten  &  Guilleaume  Cables. 

Cables  of  the  ordinary  type,  as  manufactured  by 
Messrs.  Felten  &  Guilleaume,  have  the  conductory 
insulated  with  impregnated  fibre,  over  which  is  placed  a 
coating  of  tinfoil.  Made  up  with  the  strands  are  one  or 
more  bare  copper  or  steel  wires,  which  are  therefore 
throughout  their  length  in  permanent  connection  with 
the  metallic  coatings  of  tinfoil  with  which  each  strand 
is  covered,  and  are  then  at  each  end  of  the  cable 
connected  to  earth.  Thus  the  metallic  coatings  of  all 
the  strands  represent  one  uninterrupted  line  of  good 
conductivity,  the  effect  of  which,  when  it  is  connected  to 
earth  at  both  ends,  is  to  weaken  the  inductive  effects  of 
one  strand  upon  another. 

Such  cables  are  necessarily  lead-covered,  but  other- 
wise their  construction  is  very  varied.  For  aerial  use  it 
is  generally  considered  advisable  to  serve  the  lead 
covering  with  a  layer  of  tape  or  a  twine  braiding;  in 
either  case  the  covering  is  impregnated  with  zinc- white. 

Such  a  cable  is  shown  by  fig.  317,  which  represents  a 
52  single-conductor  cable  having  four  earth-wires  and  a 

11  H 
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double  lead  covering.  The  conductors  are  No.  19 
S.  W,  G.,  the  four  earth-wires  about  No.  17,  and  the 
complete  cable  weighs  about  594  tons  per  mile. 

For  undei^round  lines  the  taped  covering  is  usually 
asphalted,  and  may  be  sheathed  with  galvanised  iron 
ribbon  or  with  either  round  or  flat  galvanised  iron  wire. 
The  advantages  of  flat  wire  sheathing  are  that  it  takes 
up  less  space  and  is  very  smooth,  so  that  it  is  said  to  be 
suitable  for  drawing  into  iron  pipes.  The  German  Tele- 
graph Administration  has  made  use  of  such  cables  to  a 
considerable  extent ;  the  arrangement  of  the  conductors 
adopted  by  them  being  as  shown  by  fig.  318.    There  arc 
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seven  groups  of  four  twisted  conductors,  insulated  and  tin- 
foiled,  with  an  earth-wire  in  the  centre  of  each  group. 
This  arrangement  provides  for  the  use  of  a  mixed  system 
of  single-wire  and  metallic  circuits,  the  diagonals  of  a 
group  being  used  for  the  latter.  If  the  system  were 
entirely  of  metallic  circuits,  the  tinfoil  and  the  earth- 
wires  would,  of  course,  not  be  needed.  The  weight  of 
this  cable,  with  No.  19  conductors  and  flat  wire  sheathing 
is  about  0'34  tons  per  mile.  It  is  usually  considered 
advisable  to  have  soft  double  lead  covering  for  under- 
ground cables,  and  for  overhead  purposes  to  have  a 
single  thicker  tube  hardened  by  an  admixture  of  tin. 
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The  connection  of  the  cables  with  one  another  and 
with  the  ordinary  open  wires  is  a  matter  that  calls  for 
the  most  careful  attention,  as  the  admission  of  moisture 
will  practically  ruin  a  fibre-insulated  cable,  hence  Messrs. 
Felten  &  Guilleaume  recommend  the  use  of  a  short 
section  of  indiarubber-insulated  cable,  other^vise  arranged 
in  the  same  way  as  the  cable  to  be  jointed.  The  joint 
between  the  rubber  and  the  fibre  cable  is  enclosed  in  a 
hermetically  sealed  case,  and  the  other  end  of  the  short 
rubber-covered  section  is  connected  to  the  open  wires. 

For    "  paper "    cables,    the   peculiar   feature   of  the 
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manufacture  by  this  firm  is  the  use  of  simple  longitudinal 
bands  for  separating  the  conductors.  Preferably,  two 
or  four  wires  are  spirally  twisted  in  a  long  lay  with  the 
paper  diaphragm  between  them,  thus  forming  groups  of 
two  or  four  conductors,  and  any  desired  number  of  such 
groups  may  be  formed  into  a  cable..  If  the  group  Is  of 
four  conductors,  the  section  of  the  diaphragm  forms  a 
cross  (fig.  319);  if  oftwo.  itisasimplestrip(fig.  320).  Each 
group  of  two  or  four  conductors  is,  after  twisting,  served 
with  a  paper  wrapping  which  practically  forms  a  paper 
tube  divided  into  two  or  four  cells,  each  of  which 
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accommodates  a  copper  conducting 
wire,  with  plenty  of  air-space.  T^vo 
wires  so  laid  together  and  wrapped 
areshown  byfig.  321.  Thegroups 
thus  finished  are  laid  up  together  to 
form  the  cable,  which  is  served  with 
a  good  wrapping  of  paper  tape, 
after  which  the  lead  cover  is  put 
on,  with  or  without  the  outside 
covering  of  tape  or  iron  sheathing  as 
described  above  when  speaking  of 
the  older  forms  of  telephone  cables. 

The  paper  used  in  these  cables 
may  be  either  impr^nated  or 
simply  dried  to  remove  all 
moisture ;  in  the  latter  case,  of 
course,  the  lowest  capacity  is 
obtained.  The  capacity  with 
copper  conductors  No.  20  S.W,G., 
is'113  mf.  per  mileas  a  maximum 
for  impregnated  cables,  or  -08  for 
dried  paper.  These  figures  being 
given  as  a  maximum  are  said 
to  be  considerably  above  those 
actually  obtained. 

Fig.  320  is  a  section  of  a  cable 
containing  twenty-seven  pairs  of 
No.  21  S.  W.  G  copper  wires 
enclosed  in  a  lead  tube.  Fig.  319 
shows  a  cable  containing  nineteen 
groups  of  four  conductors.  No.  19 
S.W.G. 

The  same  system  is  available  for 
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submarine  cables  for  long-distance  telephony,  but  the 
construction  in  this  case  is  necessarily  somewhat  modi- 
fied ;  for  instance,  in  a 
cable  with  four  conductors 
(No.  13  S.  W.  G.),  the 
conducting  wires,  with  their 
cross  -  shaped  diaphragm, 
are  formed  in  a  group, 
and  the  group  is  wrapped 
with  paper  as  above  de- 
scribed. This  is  enclosed 
in  a  lead  tube,  after  which 
a  double  coating  of  gutta- 
percha is  applied.  The 
sheathing,  instead  of  being 
of  round  wires,  is  formed 
of  galvsnised  wires  so 
shaped  that  they  lock  into 
each  other,  forming .  an 
incompressible  and  impene- 
trable pipe-like  envelope, 
which  effefSuaHy  protect? 
the  cable  core  from  outside 
pressure.  Longitudinal  and 
transverse  sections  are 
shown  by  figs.  322  and 
323.  We  are  not  aware 
that  this  cable  has  been 
afforded  an  actual  trial  for 
submarine  work,  but  it  may 
be  remarked  that  this  firm  Fig.  313, 

manufactured  the  (guttapercha  insulated)    cable  thirty 
miles  in  length  which  has  been  in   use  between  Monte 
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Video  and  Buenos  Ayres  since  1S89,  and  represents  the 
longest  submarine  section  in  any  telephone  circuit  yet 
laid. 

{h)—Fortin-Herrmann  "Beaded"  Cable. 

Early  in  1 884'  M.  Fortin- Herrmann  conceived  the  idea 

of  encasing  the  Feveral  conductors  of  a  telephone  cable 

in  short  tubes  of  prepared  wood  in  the  nature  of  beads. 

By  this  means  the  conductors  are  well  separated  at  the 
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same  time  that  they  are  not  subject  to  the  same  static 
effect  that  follows  by  the  use  of  the  older  dieleclrics. 

Fortin-Hcrrmann's  practice  is  to  make  cables  contain- 
ingfromonetofourteen  conductors  enclosed  in  a  lead  tube. 

Figs.  324  and  325  show  respectively  two  and  six  wire 
cables  of  this  form.  The  manufacture,  which  is  carried 
out  by  means  of  ingenious  machinery  devised  by  the 
inventor,  is  very  simple,  and  the  cables  are  consequently 
quite  economical. 

As  in  the  case  of  all  cables  which  aim  af'air ''  insula- 
tion, great   care  is   needed  to  prevent  the    ingress   r' 

Lt  .Vl/lI'V.  February    It,   x%V,. 
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moisture — moist  air  is,  of  course,  almost  as  bad  as 
actual  damp,  as  its  moisture  is  sure  to  condense.  Hence 
the  cables  must  be  carefully  sealed  at  the  ends.  When, 
however,  damp  makes  its  way  in,  a  current  of  dry  air 
passed  through  the  tube  from  end  to  end  is  said  to  afford 
a  very  simple  and  effective  cure — assuming, of  course,that 
ingress  of  moisture  is  not  gained  through  a  flaw  in  the 
lead  tube. 

The  following  Table  gives  the  specification  limits  of 
the  essential  electrical  qualities  for  several  standard 
sizes,  from  which  it  will  be  seen  that  the  capacity  is 
remarkably  low,  and  compares  favourably  with  that  of 
almost  any  other  form  of  cable. 


CondactOTS. 

Resistanoo 
per 

Kilometre. 

Caoacity 
per 

Kilometre. 

Insulation 

per 

Kilometre. 

Number, 

Diameter  of 
each    Stxund. 

I 
2 

• 

2 

4 

6 

6 

14 
14 

Millimetres. 

Ohms. 

13*5 

I3-S 
30-O 

7-S 

7-5 

13*5 

13*5 

30 -o 

Microfd& 

•06 

•05 
•06 

•06 

•06 

•06 

•06 

Megohms. 
400 
2O0 
200 
2  CO 
200 
400 
200 
200 

The  number  of  strands  in  each  conductor  is  seven, 
except  in  the  case  of  the  third  and  the  last  types,  which 
each  have  only  three-strand  conductors. 

It  is  stated  that  the  insulation  generally  reaches  2,000 
to  5, 000  megohms,  and  is  constant  at  the  value  reached. 

These  cables  have  been  very  favourably  received  hy 
the  French  Administration,  and  are  used  to  a  consider- 
able extent  in  the  Paris  sewers. 
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CHAPTER   XXXI. 

ON  THE  LIMITING  DISTANCE  OF  SPEECH. 

The  distance  to  which  speaking  by  telephone  is 
possible  depends  upon  the  law  that  has  been  shown 
by  Lord  Kelvin  to  determine  the  speed  with  which 
currents  can  be  transmitted  through  a  submarine  cable. 

Every  circuit  has  a  time-coustanty  which  is  dependent 
upon  the  conditions  of  the  circuit.  It  is  the  time  which 
the  current  takes  to  rise  from  zero  to  its  maximum 
and  to  fall  again  to  zero.  Now,  the  highest  speed  in 
telegraphy  which  has  yet  been  attained  requires  that 
the  time-constant  for  the  line  shall  not  exceed  -^  of  a 
second ;  but  for  ordinary  telephone  speaking  it  would 
appear  that  to  ensure  clear  articulation  the  time-constant 
of  the  line  must  not  exceed  ^^^^^  of  a  second.  This 
indicates  that  the  limit  of  telephonic  communication 
is  likely  to  remain  far  below  the  telegraphic  limit  under 
like  conditions ;  but  it  is  of  course  possible  that  the 
telephonic  requirements  may  be  more  easily  satisfied, 
inasmuch  as  the  actual  limit  is  in  both  cases  ultimately 
determined  by  the  instruments  rather  than  by  the  lines. 

The  limiting  conditions  of  telephonic  speech  are  the 
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resistance,  the  capacity,  and  the  electro-magnetic  inertia 
of  the  circuit/  Resistance  alone  has  almost  no  effect 
upon  the  time-constant.  In  conjunction  with  capacity 
however,  the  retardance  in  a  circuit  varies  directly  as 
both  the  resistance  (r)  and  the  capacity  (K) ;  the  effect 
is  therefore  expressed  by  K  R.  The  retardance  due  to 
electro-magnetic  inertia,  however,  varies  directly  as  the 
amount  of  electro-magnetic  inertia  (L)  present,  but 
inversely  as  the  resistance  (r),  and   may  therefore  be 

expressed  by  — .  The  whole  retardance  of  a  circuit 
therefore  varies  directly  as  —  -I-  K  r,  and  the  speaking- 

Xv 

eflg^ncy  may  be  said  to  vary  inversely  as  the  retardance. 

If  now  in  the  above  quantity,  L  be  made  equal  to  o, 
then  the  speaking  efficiency  will  simply  vary  inversely 
as  K  R.  Of  course,  it  can  only  be  in  non-magnetic 
metals  that  there  is  no  electro-magnetic  inertia,  and 
hence  the  necessity  that  all  long  telephone  circuits 
should  be  of  such  metal.  Its  low  resistance  as  compared 
with  its  alloys  makes  copper  by  far  the  most  suitable  of 
the  metals  for  telephone  circuits,  and  it  is  accordingly 
universally  used  for  long  lines  and  is  increasingly 
employed  upon  all  telephone  circuits. 

Lord  Kelvin's  law  for  the  time-constant  of  a  circuit 
shows  that  the  time  varies  directly  as  the  resistance  (r) 
per  unit  of  conductor  (mile  or  kilometre),  as  the  capacity 
(k)  per  unit  length,  and  as  the  square  of  the  length  (I) 
in  terms  of  the  unit.     It  is  expressed  by  the  formula 

in  which  B  represents  a  constant  which  depends  prind* 
pally  on  the  units  used. 
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As  already  explained,  the  speaking  efficiency  (S)  of  a 
copper-wire  telephone  line  varies  inversely  as  the  K  R, 
so  that  it  may  be  expressed  thus : 

constant                                 ,         .      , 
S  = — iTL — y  ^^  ^  R  =  constant/S  =  (say)  A (i) 

And  this  is  clearly  only  another  form  of  Kelvin's  law, 
for  K  =  />fe  and  R  »  Ir,  and  therefore 

A  =  krl^ (2) 

The  values  of  A  which  determine  the  limiting  distance 
of  speech  for  different  conditions  have  been  found  by 
experiment  to  be  as  follows : — 

Copper  (open-wire)  1 5,000 

Cables  and  underground     1 2,000 

Iron  (open-wire)    10,000 

By  equation  (i)  therefore  can  be  determined  whether 
speech  is  possible  over  a  circuit  of  known  capacity  and 
resistance ;  and  from  equation  (2)  can  be  calculated  the 
extreme  distance  over  which,  so  far  as  the  line  is  con- 
cerned, it  is  possible  to  transmit  speech  under  specified 
conditions,  for 

/=  ^Tfk^, (3) 

For  instance,  the  limit  with  copper  wire  weighing 
150  lbs.  per  mile  (No.  12J  S.W.G.),  and  having  a  resist- 
ance  of  605",   and   a  capacity  of  'Oi   microfarad  per 

mile,  will  be 

f — 

/  =    A  / ^^—p =  about  498  miles, 

V      01  X  60s  ^^  ' 

which  is  the  extreme  distance  at  which  speech  would  b* 
possible  on  such  a  wire. 


RELATIVE    VALUES   OF  CONDUCTORS.  ^^s 

Of  course  the  constants  which  determine  the  distances 
at  which  speech  is  easy  and  practical  are  less  than  these. 
They  may  be  taken  to  be  as  shown  below  : 

Copper  (overhead)   10,000 

Cables  and  underground    8,000 

Iron  (overhead)    5,000 

The  values  of  /,  which  result  from  inserting  these 
values  of.  A  in  equation  (3)  will  give  distances  over 
which  speech  will  be  practical. 

The  difference  in  the  values  of  A  for  copper  and  iron 
is  due  to  the  presence  of  the  self  induction,  or  electro- 
magnetic inertia  of  the  latter  ;  that  is  to  say,  the  electro- 
magnetic inertia  can,  for  practical  purposes,  be  allowed  for 
by  a  reduction  in  the  value  of  A.  The  difference  between 
copper  overground  and  copper  underground  is  to  be 
accounted  for  by  the  facility  for  discharge  to  earth  of 
the  static  charge  offered  by  the  former  through  leakage 
over  the  insulators  at  the  points  of  support,  whereas  in 
guttapercha-covered  wire  its  only  exit  is  at  the 
ends.  It  has  been  suggested,  however,  that  there  is 
no  difficulty  in  working  telephones  through  under- 
ground wires  if  they  be  properly  designed,  and  due 
regard  be  given  to  the  conditions  that  have  been 
explained. 

There  is  a  very  important  consequence  of  Lord 
Kelvin's  law,  and  that  is  that  the  speed  of  working 
between  the  two  ends  of  a  circuit  that  is  principally 
cable  or  underground  is  exactly  the  same  when  a 
metallic  circuit  is  used  without  earth  as  when  a  single 
wire  of  similar  character  with  earth  at  both  ends  is 
employed  It  results  from  this  that  the  limiting  distance 
of  speech  is  not  reduced  by  the  use  of  such  a  metallic 
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circuit.  This  is  owing  to  the  fact  that  though  in  the  latter 
case  the  resistance  is  doubled,  the  effective  capacity  is 
halved,  leaving  the  resultant  K  R  the  same.  The 
following  graphic  investigation  of  this  fact  is  due  to  Mr. 
H.  R.  Kempe.' 

If  ^,  </  ( fig.  326)  be  a  cable,  with  its  further  end  d 
insulated  and  its  nearer  end  b  connected  through  a 
battery  E  to  earth,  then,  \{  a  b  represents  the  electro- 
motive force  of  the  battery  the  charge  in   the  cable 

O^ -,0 


\d 


Fig.  32^ 

may  be  represented  hy  a  h  d  c.  Let  this  be  equal 
to  4. 

If  now,  the  end  d  of  the  cable  be  put  to  earth  (fig.  327), 
then  (assuming  that  the  resistance  of  the  battery  is 
negligible)  the  charge  in  the  cable  will  be  represented 
by  ^  b  d,  which  will  be  equal  to  2.  This  represents 
the  effective  capacity  in  ordinary  working  conditions 
with  a  single  wire. 

Now,  instead  of  connecting  the  second  pole  of  the 
battery  to  earth,  let  it  be  connected  to  the  further  end  of 
a  second  cable  (fig.  328).   This  is  clearly  analogous  to  the 

'*•  Electrical  Review,"  vol.  xxx.  p.  33, 
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case  of  two  capacities  joined  in  "  cascade/'  so  that  the 
capacity  of  ^  ^/  is  reduced  to  half  that  in  the  conditions 
represented  by  fig.  326.  Further,  it  is  equivalent  to  the 
conditions  shown  in  fig.  327  and  also  in  fig.  329,  where  b  d 


1      ••- --. 


EARTH 


a 


is  a  cable  with  such  an  extra  thickness  of  dielectric  that  its 
capacity  is  half  that  of  the  cable  in  fig.  326.  Therefore 
the  charge  (represented  by  ^  b  d  fva  figs.  328  and  329) 
will  be  equal  to  2. 


■f 


t 


A  cL 


Fig.  528. 

Take  now  the  case  shown  by  fig.  330,  where  the  ends 
d  of  the  cables  are  joined  together.  The  conditions  now 
are  equivalent  to  those  shown  by  fig.  331,  in  which  the 
charge   held    is  rejpresented  hy  e  b  d,  which  is  equal 
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to  r.     In  fig.  330  are  represented  the  conditions  of  a 
metallic  circuit,  and  the  charge  held,  that  is  practically 


b 

L 


E 
EARTH 


fig.  329. 


the  "effective  capacity,"  is  shown  to  be  equal  to   i. 
But  the  effective  capacity  with  a  similar  single  wire  with 


■f 


3- 


■E 


+ 


Fig-  33a. 

earth  at  both  ends  (fig.  327)  was  shown  to  be  2.    Thus 
the  "  K  "  of  a  metallic  loop  is  only  half  that  of  a  single 

e 
b  i ■■    ■- — /rm  ^ 


■J 


E 

EARTH 


EARTH  O 


Fig.  331. 


Wire  circuit  between  the  same  points.  As  already  noted, 
the  conductor  resistance  of  the  metallic  loop  (fig.  330)  is 
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twice  that  of  the  single  wire  (fig.  327),  so  that  the  K  K 
in  the  two  cases  is  respectively — 

of  which  the  products  are  equal. 

It  should,  however,  be  here  remarked  that  on  open 
wires  the  law  of  half  the  capacity  for  looped  wires  does 
not  strictly  apply. 

Beyond  the  qualifying  conditions  which  determine 
the  limit  of  speech,  that  have  been  already  explained, 
there  is  another  which  in  some  circumstances  may  have  a 
very  important  effect,  and  that  is  the  mutual  induction 
of  the  two  wires  of  a  metallic  circuit  upon  each  other. 


I 


a; 


\    2 \ 


4. 


/  "* 


Fig.   332. 

From  an  inspection  of  fig.  332,  it  will  be  clear  that 
the  current  a  induced  in  wire  2  by  the  current  A 
passing  in  line  i  is  in  the  same  direction  as  the  primary 
current  A'  in  2,  and  that  equally  the  current  a'  induced 
in  line  i  by  current  a',  also  assists  the  current  A.  Thus 
the  mutual  action  of  the  two  wires  tends  to  improve  the 
speaking.  This  effect  of  induction  tends  to  neutralise 
the  effect  of  capacity.  They  are  opposed  to  each  other. 
Electro-magnetic  induction  becomes  negative  capacity. 
The  unexpected  clearness  of  communication  upon  the 
telephone  lines  between  London  and  Paris  is  to  be 
attributed  largely  to  this  effect. 

The  London-Paris  telephone  circuit  takes  a  very  high 
place  in  long-distance  telephony,  and  is  of  special 
interest  for  the  present  subject  from  the  successful  work- 
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ing  through  a  considerable  length  of  submarine  cable. 
The  circuit  is  made  up  as  follows  : — 


Distance. 

Resistance 
(each  ifrire). 

Calculated 
Capacity 
j    (each  wire). 

London  to  St.  Margaret's 
xJay      ..■         *••         ••• 

St.     Margiret*s    Bay    to 
Sangatte  (cable) 

Sangatte  to  Paris            ... 

Paris,  underground         •.. 

Totals 

miles. 
84-5 

23*0 

1 99*0 

4-8 

ohms. 
183 

143 
294 

70 

microfarads. 
1-32 

5-52 

3-33 

■43 

311*3 

690 

10*60 

This  shows  the  total  K  R  of  the  loop  to  be  7,314 
(S'3  ^  i>38o),  which  is  well  within  the  speaking  limit. 
Telephonic  communication  between  London  and 
Paris  is  not  only  quieter  and  clearer  than  on  a  large 
number  of  local  London  wires,  but  it  leaves  nothing 
to  be  desired.  The  English  land  lines  are  of  copper, 
weighing  400  lbs.  per  mile,  and  the  land  lines  on  the 
French  side  weigh  600  lbs.  per  mile.  The  four  con- 
ductors of  the  cable  (fig.  333)  consisting  of  seven  strands 
of  35  mils  wire,  each  weighs  160  lbs.  per  nautical 
mile  (2,029  yds.),  with  a  covering  of  three  layers  of  gutta- 
percha, alternating  with  Chatterton's  compound,  which 
brings  the  total  weight  of  each  core  (conductor  and 
dielectric)  up  to  460  lbs.  per  nautical  mile,  and  the 
diameter  to  390  mils.  The  four  cores  are  twisted,  and 
the  diagonal  pairs  are  used  for  each  loop.  The  sheath- 
ing consists  of  16  galvanised  iron  wires  280  mils  in 
diameter. 


"A'X-  LAW  AND  "EFFECTIVE"  CAPACJTY  ^%^ 

The  effective  currents  that  flow  in  a  metallic  circuit 
are  those  which  are  due  to  the  algebraic  sum  of  all  the 
electromotive  forces  present  in  the  circuit,  whether 
applied  by  the  transmitter  or  induced  by  the  electro- 
magnetic and  electrostatic  conditions  present.  The 
rate  at  which  these  currents  rise  and  fall,  which  is  the 
determining  element  in  clear  speech,  is  dependent  on 
the  resistances,  capacities,  and  electro-magnetic  inertia 


Fig-  333-    Full  »■». 

present.  Hence  the  number  of  complete  alternations 
which  can  be  sent  through  a  circuit  is  an  exceedingly 
difliicult  mathematical  problem,  and  one  certainly 
beyond  the  reach  of  the  ordinary  mathematician. 

The  measured  or  calculated  capacity  of  a  mixed 
metallic  circuit  is  not  to  be  taken  as  K,  or  the  true 
effective  capacity.  This  must  vary  with  every  circui* 
when  it  is  composed  of  open,  underground,  and  submarine 
portions  of  different  lengths  and  in  different  positions. 
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The  effective  K  of  the  London-Paris  circuit  does  aot 
exceed  '05  microfarad  per  mile.  There  is  reason  to 
believe  that  that  of  the  New  York-Chicago  circuit  does 
not  exceed  04.  Hence  calculations  based  on  the  cal- 
culated capacity  with  reference  to  earth  have  led  to 
many  serious  errors  and  have  excited  very  amusing 
criticisms  upon  the  accuracy  of  the  **  K  R  "  law.  The 
**  K  R  "  law  is  absolutely  correct  for  submarine  and 
underground  circuits  when  the  measured  capacity  is 
taken  as  K;  but,  for  open  and  mixed  circuits,  the 
effective  capacity  must  be  taken ;  and  this  is  always 
less  than  the  calculated  capacity,  for  the  reasons 
which  have  been  given. 

13y  no  means  must  it  be  understood  that  all  has  been 
said  that  is  likely  to  be  known  as  to  the  limiting 
conditions  of  telephonic  speech.  On  the  contrary,  it 
may  well  be  hoped  that  the  near  future  will  give  us 
telephonic  powers  that  are  scarcely  dreamt  of  now. 
It  may  be  said  that  the  best  combinations  o^ instruments 
at  present  known  give  a  limiting  distance  for  good 
speech  that  can  be  fairly  represented  by  a  product  of 
capacity  and  resistance  equally  distributed  of  about 
8, 000.  It  must  be  recognised  that  the  design  of  more 
(fticient  instruments  is  to  be  expected. 

Moreover,  there  is  reason  to  believe  that  the  beneficial 
influence  of  mutual  induction  in  virtually  neutralising 
the  effect  of  capacity  will  lead  to  a  revolution  in  long- 
distance speaking  through  submarine  cables ;  and  it  is 
clear  that  there  is  no  theoretical  reason  why  speech 
??hould  act  be  maintained  between  Europe  and  America. 
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CONVERSION    TABLE.  4<9 


The  foregoing  Table    has  been  calculated  on  the 
following  data : — 


WRIGHT. 


Specific  Gravity  of  Soft  Copper  8*9.  Taking  the  weight  of  a  cubic 
foot  of  water  at  63°  F.  as  62*2786  lbs.,  in  accordance  with  the 
determination  of  the  Standard  Department  of  the  Board  of  Trade 
(1890),  this  makes  the  weight  of  i  cubic  foot  of  Soft  Copper  at 
62''  F.  554-280  lbs. ;  and  at  60''  F.  about  554*283  lbs. 


RESISTANCE. 

A  length  of  I  foot  of  Soft  Copper  weighing  i  grain  gives  a  resistance 
at  60°  F.  (15*5°  C.)  of  *2 190  ohm.  (The  Reports  of  the  British 
Association  Committee  on  Electrical  Standards  (p.  228)  give  *2i86 
B.A.  Unit  for  15°  C.  and  '2194  for  iG*  C.) 


HARD  COPPER. 

At  60°  F.  the  resistance  of  Hard  Copper  is  approximately  2  per  cent, 
greater  than  that  of  Soft  Copper. 


WEIGHT  OF  CIRCULAR  WIRES,  Etc 

To  ascertain  the  Weight  per  Mile  of  any  Material  of  uniform  section: 
Weigh  a  Length  of  9'05  inches  in  grains  or  a  Length  of  30  feet  7}  inches 
in  drams.  The  retalt  in  each  case  will  give  the  Weight  per  Mile 
in  Lbs. 

Similarly,  the  Weight  in  grains  of  a  Length  of  10^  inches,  or  in 
drams  of  23  feet  9^  inches,  will  give  the  Weight  per  Knot  in  Lbs. 
(A  luot  is  2,0^9  yards.) 

Hmsc  Weights  are  exact  for  the  Lengths  given  for  Weight  in  drami 
and  correct  within  '02  per  cent,  in  the  case  of  the  grains. 
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A. 

B.C.  Instrument  compared  with 
'     Telephone,  229 
jAdjusting  Clamp  for  Receivers,  58 
Adjustment  for  Trembler  Bells,  131 
Advantao^es  of  **  Bridge"  or  "  Leak'' 

^Vo^king,  159" 
Aerial    Cables,  44S,  450 

Post  Office,  451 

Cable  Suspenders,  430 

Lines,  Wire  for  Telephone, 

Chap.  xxix.  437-447 
Altandi  Eleciro-mafjnet,  192 
American      Conference      Standard 

Cable,  454 
^  Cord-jjeg      and       Spring 

Switchboard,  179 
Anti-induction  System,  V'an  Ryssle- 

berghe's,  37^ 
Armature,  Siemens',  122 
Arm -rest,  228 

Army,  Use  of  Telephony  in,  364 
Arresters,  Lightning,  115 
''Artificial   Line"  for  Telephonic 

Experiments,  105 
Attendance,   Night,  at  Exchanges, 

226 
Austrian  Lightning  Protector,  115 
Automatic  Call-boxes,  346 
Cut-outs    for    Generators, 

125 

■ Switch,  113 

Switchboard,  Ericsson's,  394 

A  bcrdeen  Exchange,  Miller's  Call 
^^       Wi*-'  System  at  the,  242 


Abrezol's  Investigation  of   Inluc- 
tion  Coils,  107 

Ader,    on     Sensitiveness    of    Bell 
Telephone,  23 

's  Receiver,  45,  366 

-'s  Selective    Signal  System 

389 

— 's  Transmitter,  64 

Anders-Elliott    Domestic    Switch- 
board, 379 


"Dalancing-resistances  for 

^  "Bridge "-working.  rGo 

Batteries,  120 

Battery  for  Microphone  Circuit.  144 
Battery-power,   Calculation  of,  for 

**  Bridge  "-working,  162 
*' Beaded  "Cables,  470 
Belgian   Administration   and    \'an 
Rysselberghe's  System,  ^oo 
Bell,  Call,  129 

Resistance  of,  131.  136 

Magneto,  136 

Trembler,  130 

with  Automatic  Cut-out, 

i?4 

Circular  Pattern,  135 

Continuous-ringing,  133 

Extension,  134 

"With  Indicator,  131 

Whitiington,  135 


Binders  for  Copper  Wire,  4JS 

— ,  Post  Office  "  Tape,  '  429 

Bi -telephone,  Mercadier's,  57 
Blocks.  Wall,  and  Plugs,  14a 
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INDEX. 


Boards,  Cross-connection    or    Dis- 
tributing, 315,  316,  323 
-^— ^  Intermediate  Distributing, 

325 
■  Records  of  Connections,  32 1 

Test-,  etc..  Chap.  xx.    314, 


328 

Breaking  Stress  of  Copper  Wire, 

444 

of  Steel  Wire,  43S 


Weight,  444 


Breast  Transmitter,  299 

"  Bridge  "  Intermediate  Switch,Post 

Office,  165 
System    for    Intermediate 

Stations,  158 
Britannia  Joint,  426,  427 
*'Bu2zer,"  Calling  Subscriber  by, 

219 
Busing  Signals,  370 

Oaker's  Fluid,  426 

•'-'    Barbier-Leclanchd  Cells,  121 
Bell,  Alexander  Graham,  3 
Bell- Blake  Telephone,  147 
Bell  Telephone,  Chap.  ii.  15-29 

Early  Forms  of,  15 

•  Magnetic  Field  of,  28 

Principle  of  Working,  2 1 

Sensitiveness  of,  33 

^—  Theoretical  Construe 

tion  of,  27 

Telephone,  Theories  of,  22 

Bennett   and    Maclean's  Call-wire 

Plan,  243 
's  Multiple  Switch,  with  Call 

Wire,  298 

Ring-through  S3r8tem,  a  10 

Translators,  332 

Two-section  Induction  Coil, 

304 
Berliner's  "Universal"  Transmitter, 

83,  105 
Magneto  Set,  149 

Bert  and  D'Arsonval's  Transmitter, 

65 

Berthon's  Ring-through  System,  2 10 

Transmitter,  85,  366 

Bidwell,  SheJford,  on  Microphone, 

37 
Bizet's  Pendulum  Call,  139,  389 
Blake's  Tranvnitter,  71,  104,  190 


Blakey,  Emmott's  Call-box,  350 
Bottomley's  Twisted  Wires,  412 
Bourseul,  Charles,  2 
Boudet's  Transmitter,  79 
Br^guet,  Antoine,  on  Sensitivene8« 

of  Bell  Telephone,  23 

*s  Mercury  Telephone,  98 

British  Insulated  Wire  Co.'s  Paper 

Cables,  453 
Brown  and  Saunders'  Signaller,  137 
Buenos   Avres  and  Monte  Video 

Cable,  469 
Burnley's  Transmitter,  80 


O. 


r^    in  ets,  Silence,  227,  341 

^^  Test,  323 

Cable  Racks  for  Switdiboards,  310^ 
311 

Suspenders,  Aerial,  430 

Terminal  Tablet,  457 

Junction  with  open   Line^ 

434 
London-Paris     Telepkoae^ 


480 
Aerial,  448,  450 


Cables,  Anti-induction,  4|f 

"  Beaded,"  470 

Capacity  of,  4S I,  452,  453. 

4S7,  463»  465*  4^,  471,  480 

Dry  Core,  456,  463 

Insulation  of,  452, 453, 454^ 

471 
KR  of  Metallic  Circuits,  475 

Paper,  4S3,  45^,  4^7 

Post  Office,  451,  45a 

Resistance  01,451, 465, 471^ 

480 

Speaking  efficiency  of,  474 

Switchboard,  305 

Telephone,  Chap.  xxx.  448- 

471 
Underground,  450,  452 


Calculation  of  Battery-power  for 
*'  Bridge  "-workmg,  i6e 

;  ^int-resistance  Scale, 

163 

Calling  Subscriber  by  '*Bufier,* 
219 
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*  Call ''  by  Reaction  of  TransmJUer 

and  Receiver,  93 
Call-Bell,  129 

Magneto,  136 

—  Resistance  of,  131, 

136 

Trembler,  130 

with  Automatic  Cut-out, 

134 

Circular  Pattern,  135 

Continuous-ringing,  133 

"  Extension,"  134 

with  Indicator,  133 

Whittington,  135 

Call  Keys,  196,  283 

Boxes,  Automatic,  346 

Offices,  Telephone,   Chap. 

xxii.  341-351 
Call-wire  Systems,  Chap.  xiv.  232 

244 

Bennett  &  Maclean's,  243 

Law,  232 

—  Mann,  234 

Miller's,  241 

Multiple  Switch,  398 

Cam-lever  Table  Keys,  199 
Capacity/'  Effective,"of  Cables,  478, 

481 

Electro-static,  440,  441 

of  Cables,  451,  452,  453, 

457,  462,  465,  468,  471,  480 

of  Foiled  Conductors,  449 

^—^—     Ultimate,     of    Multiple 

Switch,  258,  261 
Carbon  Transmitter,  Edison's,  30 

Invention  of,  5 

Use  of,  for  Transmitters,  60 

Variable  Resistance  of,  30 

-^— —  Transmitters,  Chap.v.  60-92 
Circular  Pattern  Table  Telephone, 

153 
Trembler  Bell,  135 

Clamp,  Adjusting,  for  Receivers,  58 

Coils,  Induction,  12,  33,  103,  107, 

J09,  288 

Commutated  Magneto,  129 

Conductivity  of  Copper  and  Iron, 

439 
"  Conference  "  Standard  Cable,  454 

Construction  of  Lines,  Chap,  xxviii. 

409.436 
Continuous-ringing  Call-Bell,  133 


Conversion  Table  for  Decimal  Sys* 

tern,  490 
Copper  Wire,  Breaking  Stress,  etc., 

439 

Care  in  Handlingr,  443 

— ^ Dimensions,      Weights. 

and  Resistances  of,  486 
Speaking      Efficiency 

of,  474 
Specification,  Post  Office, 

444 
Cord-peg  and  Spring  Pattern  of 

Switch,  179 
Cords,  Peg,  Testing  of,  227 
Counter-communication       Switch, 

342 
Cross-connectine  Boards,  315,  323 
"Cross-over"    System    on     open 

Lines,  416 
Cut-in  for  Carty's  Generator,  128 
Cut-outs,   Automatic,  for  Genera- 
tors, 125 


/^ailho's  Simultaneous  Telegraphy 
^-^       and  Telephony,  363 
Cardew,  Major,  Military  Telephony 

363,  36^ 
—  —  Vibrator  System,  367 
Carty's    Connections   for  Genera- 
tors, 128 
Chinnock  Exchange  Switch,  180 
Clark's  "  Britannia  '*  Joint,  426 
CUrac's  Variable  Resistance,  31 
Coleman    &    Jackson    Translator, 

333 
Collier's  Receiver,  53 

Consolidated  Telephone  Co.'s  Bell- 
Blake  Telephone,  147 

Circular    Pattern 

Bell,  135 
Domestic    Switch- 
board, 373 

Generator,  122 

Small      Exchange 


Switch,  180 

—  Table    Telephone, 


IS2 

Cotterell's  Automatic  Call-box,  349 
Crossley*s  Transmitter,  61 
Cross,  Professor  Charles,  Tests  ot 
Tnmsmitters  by,  103 


K  K 
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INDEX. 


T^eciroal     System,      Conversion 
^^       Table  for,  490 
Desk  for  Silence  Cabinet,  238 
DeUctor  for  P.O.  Multiple  Switch, 
291 

Peg  for    P.O.    Multiple 

Switch,  286,  291 

Dielectrics,  Low-capacity,  451 
Differentia]  System  for  Iniermcdiate 

Stations,  157 
Dip  or  Sag  of  Wires,  418 
Direct  Switchings,  Percentage  of, 

in  an  Exchange,  206,  347 
Distance,     Limitinjgf,    of    Speech, 

Chap.  xxxi.  472-4S1 
Distributing  B  ard,  315,  318.  323 

Intermediate,  325 

Domestic  SA-iich boards,  Chap.  xxvi. 

373-385 
Anders-EUiott,  £79- 

Consolidated,  373 

**  Line-selectors,*'  381 

Sloper*8  "  Secret,"  383 

Western  Electric,  378 

Double-pole  Bell  Receiver,  51 

Dra wing-in  Cables,  454,  465 

Draw-tongs,  419 

*' Dry  "Cells,  121 

Core  Cables,  455,  463 

Dynamometer  for  Wires,  419 

T^anvers  Indicator,  182 
^^     D'Arsonval's  Receiver,  47 
Transmitter,  65,  105 


De  Bonneville,  388 

Deckert  and  Momolka  Transmitter, 

De  Jongh   "Watch"  Receiver,  53 

• Tnmsmitter,  66,  104 

De  la  Rive,  2 

De  la  Touanne's  Formula  for  Pro- 
portion of  Direct  Through 
Switching,  207 

Dewar  Table-keys,  190,  154 

Do!  bear's  Receiver,  loi 

Du  Moncel.  2 

^—  on  Bizot's  Pendulum  Call, 

139 
Discovery     of     Variable 

Resistance  of  Carbon,  30 
'    •  on       Relation       between 

Magnet  and  Armature,  46 


Du  Moncel  on  Theory  of  Bell  Tele* 

phone,- 23 
Dundee,  Call-wire  System  at,  234, 

240 


SI 

arth  Connection.  434 

Resistance  of,  435 

Currents  in  Single  Wires, 

410 
Switch     for    Single    Cord 

Multiple  Board,  262 
"Effective"  Capacity   of  Cables, 

478,481 
Efficiency  of  Transmitters  and  In- 

eduction  Coils,  Comparative, 

Chap.  vii.  103-110 
Elasticity  of  Wires,  424 

,  Limit  of,  444 

Elbow  Rest,  228 

Electrical    Properties     of    Copper 

Wire,  440 
Electric  Light  in  Silcnpe  Cabinet^ 

228 
Electrification,  452 
Electro-d3mamic  Induction,  ii 
magnetic  Inertia  158,  440 


473 


Switch,  403 


Electro-motograph,  Edison's,  96 

static  Capacity,  440,  441 

of  Caoles,  451,452, 

453,  457,462i465i468,  471, 
480 

"Engaged"    Test,  254,  264,  265 

270,  273,  282,  289,  303 
English    Measures    and    Decimal 

System,  490 
Exchange     Intermediate     Switch, 

222,  292 
Exchanges,  Ring-through  Systems 

for,  210 
— —   Switchboards     for    small, 

Chap.  xi.  179-188 
Ordinary,      Chap. 
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Electro-motograph,  96 

Superposing  System,  362 

Transmitter,  30,  104 

Elsasser's  Translator  System,  335 
Hm  mot's     Ring- through    System, 

21Z 

Automatic  Switchboard,  394 

Ericsson-Bell    Gen^^rator  Cut-out, 
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Post  Office,    for   Multiple 

Switch.  286 

"Ring-oflf,"  193.  28r 

«*  Self  restoring,"  278 
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Insulation  of  Cables,  452,  453»454» 

471 
of  Lines,  409 

Intermediate    Distributing   Board, 

325 
Stations,  Chap,  x,  156-176 

Advantages  of  "  Bridge  " 

System,  158 

Calculation   of  Battery- 
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434 
. or  Sub-Trunk  Wires,  336 

Wires,  Number  worked  by 

one  Operator,  340 

Jacob's  System  of  Multiplex  Tele- 
phony, 353,  363 
Jackson,  Coleman  and.  Translator,. 
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'M'atioral  Co.'s  Bell-Blake  Tele* 
■^^     phone,  147 
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Translator  System,  336 

and  the  CaU-wire  Sys- 


tem, 234,  241 
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Elliott,  379 
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xiii.  213-231 
Experimental  Compari- 
son of  Transmitters,  105 

—     Induction 

Coils,  109 

ExperimMts  with  Super- 


posing Systems,  363 

Intermediate  Offices,  !«;(> 

—  Lightning    Protector, 
(Single),  115 

(Double),  116 

("Point'%119 

Multiple  Office  System, 

403 

Multiple  Switch,  Chapb 

xviii.  284-297 
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Ader*s,  389 

Ericsson's,  394 

Johnston-Stephen's,  399 

Post  Office,  403 
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Switchboard  Cables,  30$ 

Telephone,  Post  Office,  221 
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Proportion  cf  Direct  Opera- 
tions, 207 

Methods  of,  209 

Switch-springs,  Grouping  of,  225 
— Metallic  Circuit  Multiple, 

272.  277,  285 
Number    of,    for    each 

Operator,  226,  260,  26$,  276 

Post  Office  Multiple,  285 

Post  Office,  214,  285 

for  Single-cord  Working, 
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Single  Wire,  184 

Single- wireMultiple,252 

Submarine  TelephoDC  Cables,  469 
480 


Subscribers,  Numbers  for,  225 

Sub- trunk  Wires,  336 

Number  for  -nch  Opera- 
tor, 340 

Superposing  Vibrator  i^ystem  on 
Morse  Circuit,  371 

Suspenders,  Aerial  Cable,  430 

Symmetrical  Twist  cf  Open  Wires, 
412 

Qaunders  &  Brown  Signaller,  137 

•^  Scribner's  Single-cord  Multiple 
Switch,  262 

Shaw,  Frank,  Inventor  of  Call -wire 
System,  232 

Siemens,  Dr.  Werner  on  Sensitive- 
ness cf  Bell  Telephone,  25 

Armature,  122 

"  Head -gear"    Telephone, 

56 


Micro-Telephone,  154 
Receiver,  42 
«'  Siren  Call,"  43 
Table  Telepone,  154 
Wall  Telephone,  150 


Sinclair's  Call-box,  Smith  &,  347 
Sloper's     «*  Secret"    SA'itchboard, 

Smith  and  Sinclair's  Call-box,  347 
Stock  Exchange  Call-office  System 

34'? 
Stroh,  on  Theory  of  Microphone,  38 


T'able  (Horizontal)  Switchboards, 

243i  299 

Keys;  190,  194,  199,  283 

Cam -lever,  199 

Dewar,  190,  104 


of  Sags  and  Stresses,  421 
Telephones,  150 


Tablets,  Cable  Terminal,  457 

Speaking,  331 

Through,  222 

••Tag"  for  Flexible  Conductor, 
G.  E,  Co.'s,  S2 

"Telegraph"  Messages  by  Tele- 
phone, 225,  227,  228,  366 

Telegraphy  and  Telephony,  Simul- 
taneous, Chap.  xxiv.  35^-3^3 
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Telephone  Cables,  Chap.  xxx.  448- 

471 
"  Galvanometer,"  231 

Instruments,      Completei 

Chap.  ix.  143- 15s 

Bell-Blake,  147 

— Berliner's  Universal,  149 

Consolidated  Co.'s  C/f- 

cular  Table,  152 

Ericsson-Bell  Tabic,  151 

Ericsson- Bell   Wall,  149 

Gower-Bell,  143 

Hunning-Bell  and  Mag- 


neto. 148 

Mix  &  Gc nest's  Table, 


151 


Post  Office.  146 
Siemens'  Table,  154 
Siemens'  Wall,  150 
Western  Electric  Table, 


150 

-,  bell,  Chap.  ii.  15-29 
Resistance  of,  20 


-  Theory  of,  22,  27 


,  Fixing,  m  Silence  Cabinet, 

228 

Musical,  3 

Receivers    (see    Receivers, 

Telephone) 

Speaking,  Invention  of,  3 

Transmitter,  Invention  of,  5 

Transmitters      (see    Tran«- 

mitters,  Telephone) 
Telephonic  Research,  Examples  o". 

Chap.  vi.  93-IC2 
Tensile  Strength    of  Wires,    438, 

443.  445 
Tension-Ratchet,  419 

Terminal,  Post  Office  Receiver,  5 1 

Test  Boards,  etc.,  Chap.  zx.  314- 

328 

Pegs,  326,  328 

Testing   Switchboards  and   Lines, 

321,326 
— —  of  Switchcords,  227 
Test-wire  for  ** Engaged"  Signal, 

254,  264, 266,  270,  272,  282, 

289,  303 
Theory  of  Bell  Telephone,  22-25, 

27-29 
— — (Construction)  Mercadier, 


27 


Du  Moncel,  23 


Theory  of  Bell  TeIephone,Geraldy, 

24 

Mercadier,  24 

of  Hughes'  Microphone,  37 

of  Magnetic  Fiela   in    Bell 

Telephone,  Heaviside,  28 
Through-switching    between    Sec- 
tions at  Exchanges,  206 
— — T-  — ^,  Method    of   Operating 

209 
Through  Tablets,  222 
Time-constant  of  Circuits,  472 
Time-limit    for    use    of   Ordinary 
Lines,  226 

Tiunk  Lines,  22c,  341 

Toll  System  for  Use  of  Telephone, 

350 
Translators  or  Transformers,  Chap. 
xxi.^31-340 

Coleman  ft  Jackson,  3  ",3 

ElsJisser's  System,  333 

Liverpool,  333 

Ringing-through,  335 


Transmitters,  Telephone — 
Ader's,  64 
Berliner's  ««  Universal,"  83 
Bert  &  D'Arsonval's,  65 
Berthon's,  85 
Blake,  71,  104 

Switchboard,  73^  193 

Boudet's,  79 

"  Breast, "  299 

Br^guet's  Mercury,  98 

Burnley's,  80 

Carbon,  Chap.  v.  60-92 

Comparative  Efficiency  of  some, 

103 
Crossley's,  61 
De  Jongh's,  66 
Edison's,  31,  104 
Fitzgerald  Granular,  154 
Forbes'  Thermal,  loi 
Freeman's,  78 
Gent's,  75 
Gower-Bell,  62 
Hughes'  Microphone,  $ 
Hunning's,  81,  104 
Hunning  ♦*  Cone,"  9X 
Johnson  s,  70 
Locht-Labye's,  75 
Maiche's,  74 
Microphone,InventioD  by  Hughaf 
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Mix  &  Genest's,  68 

Moseley's,  83 

Rcis'  93 

Rouiez's,  83 

•*Solid.Back,"89 

Thombciry's,  86 

Western  Electric,  87 
Trevelyan  EflFect  in  Microphone.  10 
"  Triple  Switching,"  Prev^tion  o? 

aSo 
Trough,  Cross-connection,  315 
Trunk  Wires,  224,  295,  331,  336 

and  Call-offices,  341 

Number  per    Operator, 

340 

—  Speaking  -  circuit       for 

Working,  337 
Time-limit   for   Use  of, 

a,   .     £25,  341 

Twist,  Symmetrical,  of  open  Wires, 
412 

French  System,  417 

'phompson,  Prof.  Sylvanus  P.,  3 
Thomson,Sir  W.  (Lord  Kelvin) 

Thomberry's  Transmitter,  86 
Touanne's  Calculations  for  Switch- 
ing EflSciency,  207 

on    the    Proportion      for 

Ring-ofif  Indicators,  261 
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Y]\^.\m^Xxi  Capacity"  of    Mul- 
Y     ^*P^«  Switch,  258,  261 
Underground  Cables,  450,  452 
"Universal"  Connections  for  Post 
Office  Telephones,  146,  160 

Set,  Berliner's,  149 

Transmitter,  Berliner's,  %i 
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■^ibrator  System,  Cardew's,  J67 

Advantages  and  Disad- 

Tantoges,  369,  370 


I  TTan  der  Weyde,  8 

^  Van  Rysselberghe's  Simul. 
taneous  Telegraphy  and  Tele 
phony,  J58 

— Anti-inductioa    System^ 

„   ,     357 
Varley,  3,  36a 
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Rosettes,  etc.,  141 

«  Watch  Receivers,  53 
Weight,  Breaking,  444 

of  Copper  Wire  Joints^  427 
'*'ile 


-  of  Mile  or  Knot  from  Short 
Length,  489 
of  Recei 


eceivers,  56,  57 


"  Whittington  "  BeU,  135 
Winding  of  Instrument  Coils,  231 
Wire  Gauge,  Standard,  486 

for  Telephone  Aerial  Lines» 

Chap.  XXIX.  437-447 
Wiring  of  Switchboards,  Chap,  xix^ 

305-313 
Writing  Desks  for  Silence  CabineU 
228 


"XX/estern  Electric  Cables,  455 
Domestic    Switchbo 


378 
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Double-pole  Receiver,  ei 
Granular  Transmitter,  87 
Hunning-BellTelephone, 

Micro-Telephone,  154 
—  Multiple    Switchboards,. 
247,275 

Standard    Switchboards,. 
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184, 189 
Switchboard  Transmitter 

73 

Table  Telephone,i5o 

Weyde,  Van  der,  3 

Wheatstone,  i 

Williams'    Automatic  Cut-out  tot 

Generators,  125 
Wray,  Cecil  &  Leonard,  3 
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— '—  Instruction,  Seidel,  2J.  dd. 
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Eng.,  Imray  and  Biggs,  3r.  dd. 
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fications, dr. 
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